TO  PERMANENTLY  LOCK  AND  SEAL 


REMOVE  TEMPORARY  HOOKED  HINGE 
ROD  AND  INSERT  STRAIGHT  PERMANENT 
LOCKING  ROD  (FOUND  IN  ENVELOPE).  SCREW 
SEALING  SCREW  INTO  THREADED  END  OF 
HINGE  TO  GROOVE  AND  BREAK  IT  OFF. 
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Building  Code  (continued  .from  book  number  6) -6 -  7 

Fixing  the  compensation  of  the  employes  in  the  Fire  Department - 142 

Fixing  the  compensation  of  the  employes  in  the  Police  Defjartment - 143 

Fixing,  the  salaries  of  Clerks  in  the  office  of  the  City  Controller -  144 

Fixing  the  salaries  of  the  City  Inspector  of  V/eights  and  Measures - 145 

Ratifying  and  approving  contract  v;ith  The  National  Mill  Supply  Co. - 146 

Fixing  the  salary  of  the  Inspector  of  Buildings , Inspector  of 
Flectrical  V/orks,  Inspector  of  Plumbing,  Assistant  Inspector  of 

Buildings,  and  Clerk  of  Buildings - 148 

Approving  Contract  v/ith  Fort  Wayne  Journal-Gazette -  149 

Regulating  the  Retail  Sale  and  Distribution  of  Coal  and  Coke - 151 

Amending  General  Ordinance  No.  1092  (Milk) - 153 

Approving  Contract  with  General  Electric  Co .  (Transformers  ) - 155 

Fixing  Salaries  of  Employes  Board  of  Public  Health - 157 

Authorizing  tne  Borrov/ing  of  •i;75,000.00(Refunding  Auditorium  Bond,' - 158 

Approving  Contract  with  General  Electric  Co.  (Meters) - 159 

Approving  Contract  with  Studebaker  Corporation(Police  Patrol) -  161 

Authorizing  Board  of  Public  Safety  to  Sell  Jeffery  ^Patrol - 165 

Authorizing  Board  of  Ihiblic  Works  to  sell  certain  personal  property -  166 

Requiring  certain  Employes  of  tne  City  to  Execute  Bonds  for  tne 

faithful  performance  of  their  duties - - - 167 

Amending  Section  123  of  General  Ordinance  1328(Building  Code) -  168 

Amending  Section  8  and  k63.  General  Ordinance  i328(Building  Code) -  169 

Approving  Contract  with  Alabama  Pipe  Co.  (  Water  Y/orks ) - 170 

Adopting  Eastern  Time  during  certain  sumj/jer  montus  (Daylight  Savings)--  172 

Amending  Section  8,  General  Ordinance  No.  1328(Building  Code) -  173 

Amending  Section  23,  Paragrapu  "A",  General  Ordinance  No. 1328  (Build¬ 
ing  Code) -  P74 

Approving  Contract  with  Graybar  Electric  Co.  (Copper  Wire) - 175 

Approving  Contract  iwth  Austin  Machinery  Corporation  (Water  'Works 

Department  Backfiller) - 177 

Approving  Contract  with  Gamev/ell  Co.  (Police  and  Fire  Alarm  Equipment)--  179 

Changing  the  name  of  Boerger  Avenue  to  Foster  Parkway - 183 

An  Ordinance  extending  tne  City  Limits,  annexing  certain  territory  to 

City  of  Fort  V/ayne  .  (First  ’Ward) - ' - -  184 

Approving  Contract  with  Fred  H.  Kann  ing ,  Converting  No. 2  Piomping 

Station  into  Construction  Department -  185 

Approving  Contract  with  A.  Hattersley  &  Sons,  Converting  Building 

into  Construction  Department -  167 

An  Ordinance  Amending  Subsections  Nos. 46-47  of  Section  260  of 

Chapter  3  of  Ordinance  No. 1328  (Building  Code) -  189 

Extending  City  Limits  and  annexing  certain  territory  to  tne  City 

(Ninth  Ward) . .  . . . . iqq 

An  Ordinance,  Subsections  46-47  Cnapter  Section  ^60,  General 

Ordinance  No. 1328  (Building  Code) -  191 

Approving  Contract  with  Indiana  Service  Corporation  laying  track 

^outh  Wayne  Avenue -  192 

■^n  Ordinance  Extending  the  City  Limits  and  Annexing  Certain  Territory 

to  tne  City  of  Fort  V/ayne  (Ninth  Ward) -  195 

Approving  Contract  with  the  American  Telephone  and  Telegraoh  Co. (un¬ 
derground  Wires) - 1 _ 196 

Extending  tne  City  Limits,  Annexing  Certain  Territory  to  tne  City 

(tenth  Ward)-- _ _ _ _ _ _ _ _ 1 _ i9g 

Approving  Contract  with  Indiana  Service  Corporation  (V/arsav/  and  Ox¬ 
ford  Streets  Tracks) -  199 

Approving  Contract  with  V.  J.  Baldwin  to  construct  a  one-story  brick 

building,  (Electric  Light  and  Power  Stattion) -  202 

Fixing  Tax  Levy  for  Year  1928 -  204 

Authorizing  Board  of  Public  Works  to  Sell  Certain  Houses  and  Garages -  205 

Authorizing  the  Sale  of  Certain  Real  Estate  and  Reinvesting  Proceeds  for 

Fire  Department  Station  (Rudisill  Blvd.) - 206 

Transferring  ^7  000.00  from  Street  and  Alley  Repaid  Material  Fund  to 

Street  and  Alley  Pay  Roll  Fund -  _  207 

Changing  Name  of  Holton  Court  to  Robinv/ood  Drive - 208 

Providing  for  the  Payment  of  Pees  for  City  Traffic  Violations - 209 

Fixing  the  Salaries  for  Certain  City  Officials  and  Employes - 211 

Amending  Section  4,  General  Ordinance  872  (Wholesale  and  Retail  Markets )212 
Approving  Contract  with  National  Mill  Supply  Co.  Equipment  for  Ash 

Handing - 1 _ 213 

Ordinance  Fixing  Salaries  in  Constructions  for  Certain  City  Employes 

(  Board  of  Public  Works-J - 215 

Fixing  and  Establishing  Compensations  for  Certain  City  Employes 

(Board  of  Public  Works) - - - - - - 2I6 

Extending  City  Limits  and  Annexing  Certain  Territory  (Sixth  Ward) _  218 

Fixing  the  Salaries  of  Employes  of  Water  '''^orks  Department - 219 

Approving  Contract  with  New  York  Central  R  R.  Co.  (Electric  'Wire  Lines)  220 
Transferring  Certain  Funds  under  the  Direction  of  Board  of  Public  Works  224 

Fixing  the  Salaries  in  Office  and  Power  Plant  of  City  Light _ 225 

Authorizing  Board  of  Public  Works  to  Sell  Certain  Junk _ 226 

Authorizing  Board  of  Public  Works  to  Sell  Certain  Table  and  Wardrobe _  227 

Authorizing  Board  of  Public  ’Works  to  Sell  Certain  Ford  Coupe  (Used  in 

City  Light  Department) -  228 

Prohibiting  the  Emission  of  Smoke  from  Smokestacks  and  Conbustion 

Apparatus - 229 

Approving  Contract  with  Seagrave  Corporation  for  Service  Truck  (Fire 
Department) - 

Relating  to  the  Keeping  of  Horses  and  Mules  and  other  Draft  Animals -  232 
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Approving  Contract  with  New  York  Central  R,  R.  Co Operating  Single 

Track  Across  Certain  Portions  of  Jacobs  Avenue _ _ _ 233 

Approving  Contract  with  County  Commissioner (  Isolation  Hospital - 235 

Approving  Contract  with  Journal-Gazette - 237 

Approving  Contract  with  General  Electric  Go.  (Meters) . . 240 

Approving  Contract  with  General  Electric  Co.  (Transformers)--- _ --242 

Approving  Contract  with  Thieme  Bros.  Co. _ 244 

Prohibiting  Explosive  Power _ _ _ 246 

Authorizing  the  Borrowing  of  fcOO, 000.00  Aviation  Purposes - 247 

Amending  Subsection  J  of  Section  9  of  General  Ordinance  1328(Build- 
ing  Code)--- - - - - - - 250 

Approving  contract  with  Protective  Electrical  Supply  Co.  (Copper 
Wire) - -  p 

Authorizing  the  Sale  of  an  Automobile  (Street  Dept.) - 253 

Fixing  Salary  of  Assistant  to  Deputy  Controller - 254 

Relative  to  Animals - 255 

Authorizing  the  Purchase  of  Certain  Real  Estate  (River) . . 256 

Amending  General  Ordinance  1328  (Warm  Air  Heating  Sheet  Metal 

Isolation)  (Biiilding  Code) - 257 

Ratifying  GQntract  with  Poehlich  and  Emery  Co. (City  Light  Plant) - 259 

Amending  Section  2  of  General  Ordinance  1323  (Parking) - 261 

Approving  Contract  with  P.  M.  Gray  Jr.  Inc.  (V/ater  Wells) - 262 

Relative  to  Daylight  Saving - 264 

Regulating  Traffic  (Parking) - 265 

Regulating  Traffic  (Through  Streets) _ _ 266 

Approving  Contract  with  National  Cast  Iron  Pipe  Co. - 267 

Approving  Contract  v/ith  National  Lead  Go.  (Water  Works) - 269 

Autnorizing  Board  of  Public  Works  to  Sell  Four  Single  and  One 

Double  Frame  Houses - 271 

Authorizing  the  Sale  of  Certain  Junk - 272 

Relative  to  Improvement  of  Clara  Avenue - 273 

Approving  Contract  with  Anton  Haberstock  (Plumbing) - 274 

Approving  Contract  with  Henry  Weigand  &  Son  (Buildings) - 277 

Authorizing  Sale  of  Used  Automobiles - 279 

Relative  to  Changing  River  Drive  into  a  Boulevard - 280 

Approving  Contract  with  Pennsylvania  R.  Co.  (Holman  St.) - 281 

Approving  Contract  with  John  Dehner,  Inc.  (Dredging) - 283 

Authorizing^the  Borrowing  of  $100 , 000 . 00 ( track  Elevation  Fund) - 286 

Approving  Contract  with  Pennsylvania  R.  R.  Co.  (Tracis) - 289 

Authorizing  Sale  of  Backfiller - 292 

Approving  Contract  with  Gamev/ell  Co.  (Fire  Alarm  Boxes) - 293 

Approving  Contract  with  Austin  Machinery  Corp. - 295 

Authorizing  Conveyance  of  Certain  Real  Estate  ($30,000.00  to 

Armory  Board) - 297 

Relative  to  Improvement  of  St.  Marys  Ave , - 298 

Relative  to  Fixing  Tax  Levy  for  1929 - 299 

Approving  Contract  with  Indiana  Service  Corp.  (Clinton  St.) - 300 

Amending  Section  1  of  Ordinance  1410  (Regulating  Traffic  Through  3t^302 

Prohibiting  Sale  of  Rav/  Milk  Products - 303 

Approving  Contract  with  General  Electric  Go  .  (Generator  ) - 304 

Extending  City  Limits  and  Annexing  Certain  Territory - 306 

Transferring  and  Vesting  in  the  Department  of  Public  Parks. 

Not  Approved  by  the  Mayor - 3.O8 

Relative  to  Zoning  Plan - 309 

Transferring  $3,000.00  from  Item  111  to  Item  125 - 307 

Approving  Contract  with  Harman  Ness  Go.  (Pump) - 322 

A.pproving  Contract  with  Peerless  Pump  Go. - 324 

Fixing  Salary  of  Addressograph  Operator - 326 

Approving  Contract  with  Ingersoll  Rand  Co.  (Condenser) - 327 

Regulating  Traffic  Knitters  and  Runion  Avenues - 328 

Authorizing  Board  of  Public  Works  to  Sell  One  Tudor  Ford  Sedan - 329 

Approving  ContractBe tween  the  Fort  V/ayne  Journal-Gazette  Co.  and 

The  City  of  Fort  Wayne - 330 

Authorizing  Board  of  Public  Works  to  Sell  a  Ford  Coupe - 332 

Approving  Contract  with  Indiana  Service  Corporation .( The  Construc¬ 
tion  , Maintenance  and  Operation  of  Standard  Street  Railway  Track 

over  and  along  Wells  Street  etc.) - 333 

Fixing  Salary  of  the  Inspector  of  Weights  and  Measures - 336 

Approving  Contract  with  Buffalo-Springf ield  Roller  Company - 337 

Authorizing  Board  of  Public  Works  to  Sell  three  Ford  Cars - --338 

Regulating  use  of  Billiard  Tables,  Pool  Tables,  Bowling  and  Pin 

Alleys  and  Shooting  Galleries - 339 

Approving  Contract  with  Henry  Wehrenberg  &  Sons (City  Light  &Power)--340 
Creating  the  position  of  Lieutenant  in  tne  Fire  Department  and  Fix¬ 
ing  tne  Salary  for  the  same - 341 

Regulating  the  Width  of  Driveways  from  Streets  to  lot  lines  etc - 343 

Autnorizing  Board  of  Public!  Works  to  Sell  One  Kelly  Tandem  Steam 

Roller - - - . . . . . - . 342 

Amending  Section  One  of  General  Ordinance  No. 1136. - 344 

Regulating  tne  Use  of  Alleys  and  Other  Public  Places - 345 

Regulating  the  Wrecking, Razing  and  Tearing  Down  of  Buildings - 346 

Creating  Safety  Zones  &  Regulating  the  Use  of  Same - 347 

Authorizing  the  City  to  Sell  Certain  Generators, Turbines, Condensers 

and  Other  Auxiliary  Equipment - - - - - - - 348 

Approvino-  Contract  with  General  Electric  Company  (Me  ters  )  349 

Approving  Contract  with  General  Electric  Company  (IransformersJ . 360 
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Approving  Contract  with  J.  F.  Gvmpper  cc  Sons  (Electric  Light  &  Pov/er  3ta)351 


Regulating  the  Use  and  Harking  upon  Automobiles  Ovraed  and  Used 

by  City _ _ _ _ _ 352 

Approving  Contract  with  John  Dehner  Inc . (Dredging  &  grading  of  tne 

channel  and  banks  of  the  Maumee  River) - 353 

Fixing  the  Precinct  Boundary  Lines  for  the  I'rimary  and  General  Flection 

to  be  held  in  1929 - 355 

Improvement,  Operation  and  Maintenance  of  An  Airport - 358 

Approving  Contract  with  National  Mill  Supply  Co. (Lead  Pipe  Service^ - 359 

Designating  the  Voting  Places  V/ithin  the  City  for  the  Coming  Primary 

and  General  Flections  to  be  Held  in  1929 - 360 

Fixing  the  Compensation  of.  t.ae  City  Board  of  Flection  Commissioners 

for  tne  Municipal  Primary  of  1929 - 362 

Requiring  the  New  York  Central  Railroad  Co.  to  Maintain  Safety  Signals 

or  Flagma^n  at  Certain  Crossings  v/ithin  the  City - 363 

Authorizing  the  Borrowing  of  ^80P00.00)  and  the  issue  and  sale  of  Bonds 

therefor - 364 

Extending  the  City  Lirits,  Annexing  Certain  Territory  to  the  Eleventh 
V/ard - 366 


Approving  Contract  with  Tne  Whiting  Corp.  Of  Harvey,  111.(25  ton 

overhead  Traveling  Crane  on  the  Runway) - 367 

Changing  the  Names  of  Certain  Street  and  Avenue, - 369 

Extending  City  Limits,  Annexing  Certain  Territory  to  Eleventh  V/ard - 372 

Approving  Contract  with  Henry  Wehrenberg  &  Sons  (City  Lignt  &  Power  ii/ks)-373 
Approving  Contract  with  Schmeling  &  Alter . (Generator  Cooling  Air  Duct 

with  'Ulosing  Plate  (Light  &  Power  Works-) - 375 

Approving  Contract  The  American  Piping  Co., St.  Louis  Missouri. 

(City  Light  and  Power  'Works) - 377 

Authorizing  Borrov/ing  $200 , 000 . 00  .( purpose  providing  fiunds  for  Imp. 

Aviation  Field) - 379 

Approving  Contract  vath  The  Union  Iron  Products  Co.F.  Chicago,  Ind. 

(installation  of  Certain  Street  Signs, name  Plates  &  Block  Numbers-) - 381 

Approving  Contract  with  The  Seagrave  Corp ., Columbus  Onio, (Aerial 

Ladder  Truck,  to  be  used  in  Fire  Department - 383 

Approving  Contract  with  General  Electric  Company, (One  Switchboard 

Cell  Structure  and  Wiring  to  be  used  in  City  Light  &  Power  Plant) - 385 

Changing  the  Names  of  Certain  Streets  and  Avenues - 387 

Ordering  The  Improvement  of  tne  South  Side  of  Florence  Avenue - 388 

Fixing  the  Tax  Levy  for  City  Purposes  for  the  year  of  1930 - 389 

Creating  a  Sinking  Fund  for  the  Gradual  Extinguishment  of  t.ie  Bonded 

Indebtedness  of  the  City - 390 

Transferring  .$500.00  From  Item  No.ll3(The  same  being  Street  &  Alley 

Equipment  Account) - 391 

Amending  Section  1  of  General  Ordinance  No. 1454. - 392 

Fixing  the  Salaries  of  Certain  Employes  in  tne  Construction  Dept. - 393 

Fixing  The  Compensation  of  the  City  Board  of  Election  Commissioners 

for  the  Municipal  General  Election  of  1929 - 394 

Regulating  Traffic  as  Amended  Oct.  8  1929 - 395 

Amending  General  Ordinance  No.  1319. - 396 

Changing  and  Amending  the  Symbols  &  IndicAtions  of  a  part  of  Section 

5  of  tne  m?.p,  ¥/hich  is  a  part  of  a  General  Ordinance  No. 1436. - 397 

Approving  Contract  With  Kelso-'Wagner  Company, Dayton ,  Ohio.  (City  Light 

and  Power  Plant) - 398 

Amending  General  Ordinance  No. 1491 (An  Ordinance  Regulating  Traffic) _ 400 

An  Ordinance  Fixing  The  Salary  Of  the  City  Bacteriologist - 401 

""n  Ordinance  authorizing  the  Board  of  Public  Works  to  purchase  certain 

real  estate  for  Street  openings  and  Highway  purposes - 402 

An  Ordinance  prohibiting  Parking  within  Fifteen  feet  of  a  Sign  designat¬ 
ing  a  Through  or  Stop  Street - - 

An  Ordinance  regulating  within  the  City  of  Fort  Wavne  the  Reporting  of 
Lost, Strayed, Diseased , Abused, Neglected  or  Injured  Domestic  Animals  and 

defining  by  Whom  the  same  may  be  destroyed - 405 

An  Ordinance  Forbidding  the  Hawking,  Spe iling , Crying  or  Otherwise  Noisily 

an  Objecting  Advocating  of  Wares _  405 

An  Ordinance  requiring  the  New  York,  Chicago  and  '"t.  Louis  Railway'com” 

pany  to  maintain  _  Safety  Signals  (Glasgow  Avenue) . . - . 1 _ 407 

An  Ordinance  Fixing  the  salaries  of  certain  employees  in  t.^e  Fire  and 

Police  Departments  of  the  City  of  Port  Wayne.-- _  qOg 

An  Ordinance  Approving  a  Coni  act  with  the  Indiana  Service  Gorooraticn” 

(Street  Railway  Tracks  along  S.  Wayne  A.venue  ) - 1 _ 409 

An  Ordinance  Fixing  trie  -salaries  of  Certain  Officers  and  i^mployees  of  Fire 

lolice  and  oignal  Department  as  amended  Decemberl7, 1929 _ 413 

Contract  v/ith  the  Fort  Wayne  Journal-Gazette  Company  (Printing-  of  trie 

Iroceedings  of  the  Cormnon  Council  for  year  of  1930) _ - _ 415 

An  Ordinance  Fixing  the  Compensation  of  certain  emolcyees  of  the  Police 
Department. - 1__1 _ _ 

-Authorizing  the  Board  of  Public  Works  to  purchase  certain  Real  Estate  ^ 
(River  Improvement) -  . ^  q 

Authorizing  tee  Board  of  Public  ./orks  to  Purchase  certain  Real  Estate 
(Block  A  South  Nensington  Park  Addition) - - 
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Gity^of  ^Port  ^ayne®  inSana^  Employees  in  the  Department  of  Finance  in  tne 

Changing  .the  Name  of. Pair  Oakd'A^enurio’porest’Av;  ! . 

Approving  contract  .ith  General  Electric  Company  . 

Approving  Contract  witn  tne  Ke lso-\¥aP-ne r  Co.  Davton  Oh*  n . 

ff^GeneLl^0^diLLr7ik1.?!"!y?!.°y'^'^  ’  amending  *  Secti  on  '  thi^^ 

Changing  East  Lixinton  Ave  .  *  to 'McKinnie  ’  Avrand'Lexingtc . . 


to 


LIcKinnie  Circle  V.:.  .  '.  V.:  i..: .  Lexington  Circle 

Autnorizing  tne  Board  of  *  c *;;*;;  ii*  ^  *  i;;  *;;;;;* 

premises  Kncvra  as  720  North  Antnony  Boulevord  .  .  .  ?  .  . 

jging  and  amending  the  Symools  and  Indications  of  a  part  of  Section  * 3 *  of ' 


ed  on 
Cnangj 
the  Nap. 


locat- 


Changing  and  Amending  the  S 
tne  Nap . . 


ymv.ols  and  Indications  of  a  part  of  Section  4  of 

tne”iap?.?"?.tT!??!'^^'  ^T^^Lols  and  Indications  of  a  part  of  Section  5  of 

Purnose'^of^Codif vTnp'^  Attorney  to  Employ  Assistants  for  tne 

HeJSlItinJ  n  ?^dinances  of  the  City  of  Fort  ./ayne ,  Ind . 

es  for  tne 'violation  The?eof!.  .  Public  Places  and  providing 

?^vnf  an!  ^  ’  Annexing '  Certel^  * *;;*  ait^  of 'po^r  *  ’ 

r^yne  and  ng  tne  i^ame  a  Part  of  the  First  Ward . 

i^ftr^iai^e^^  Certain  Territory  to  the  Ci  ;;*  ^^d ’fei:  “ 

ing  pi.e  ijame  d  Part  of  the  Tenth  V7ard . 

itmioitioVof'a'NN'of'sVtioA TV 
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Approving  Contract  With  C.  L.  Bier ]*  y’ &* Son  !!  ! . 

c?:! .  !f .  . !?!?  !r. !?.!!“. 'Eh  v;;  h ; 

Autror‘z}r®  '  ‘  ( CUy' oNI  0  iii  ‘  Tnci  TNhycE  ) !  !  f  !  ! ! 

Wehr!"  B  yro'''ing  of  ?65,000.00  and  tne  Issue  and  Sale  of  Bohs 


Autnori zing  t.je 
Autnorizing  tne 


Fort  V/ayne 
Board 


t’/ater  v/orks  to  sell  certain  junk . . . 

•  '^1*'  “  PuDlic  Safety  to  Sell  Certain  Personal  Prouertv 

the  ioSni'’or^nanoe®  Indications  of  a  Po.rt  of  Section  1  o'f' 

Approving  Contract  «'itn  Indiana  Service  '  Corporation  ' 

^^pproving  ontract  pt'n  Ft.  Wayne  Nunicipal  Electric  Lignt 

pprcving  Contract  <7i  th  Indiana  Service  Corporation . 

Regulating  Traffic . 

Regulating  Traffic  . . ’ " 

Regulating  Traffic 
Approving  Contract 


and  Pov/er  Co. 


the 


Public  Streets  and  Alleys . 

iu  tne  City  of  Fort  Wayne,  ’^ndiana . 

'7itn  Hoad,  Dec-ver,  Snoe craft,  and  Drury  o] 


Nicnigan: . iVV !  .T”7“‘ !  """  Arbor, 

■^proving  t^ontract  ./itn  Brooks  Construction  Compan''- . 

a'’Boulevaid?.!?M!!!!!!.f  Extended  and  *  G^n^erted  ’  ’  * 

■‘■^mending  Section  1  of  General  Ordinance  No.  1165 . . . 

Approving  Contract  v/ith  Johns  Eci_uipment  Com  . any. . 

Approving  Contract  with  Peerless  Pump  Company  Agency...!!.*.*.*.’.’ . 

Disannex  tne  Corporate  Limits  . . ^ .  . 

Prohibiting  Endurance  Dances . .*.*!!!!!.*!.*.*.’!!.*.*! . 

fixing  tne  Tax  Levy  for  the  City  Purposes  for  tne  Year  1931 . 

approving  Contract  ''''ith  vVabash  Railvre.y  Comroany . 

Approving  Contract  With  Link-Belt  Company.."... . . 

pproving  Contract  With  Henry  Wehrenberg  &  Son . !.*!!*.!!! . 

Improvement  of  the  East  Side  of  Beaver  Ave .  from  Nutman  *Age ! ’to  *oIkdaie  *Dri  vp 
Appropriating  the  sum  of  $68.80  to  pay  the  claim  of  E.  D.  Behner 
Regulating  Traffic  upon  the  Public  Streets . < C®b .. i h .B«®k. 8) !!!!!!!!  i ' 


428 


430 


431 


432 


•440 

441 

443 

444 

445 

446 

451 

452 

453  . 

454 

456 

457 
460 
462 
466 
46  7  . 

468 

469 
471 

473 

474 

475 
477 

479 

480 

481 

482 
484 
486 

488 

489 

490 


Remove  rod  in  front  of  book,  take  out  the  sheets 
to  be  typewritten  and  return  rod  to  former  position ; 
place  written  sheets  in  back  of  book  in  consecutive 
order,  and  when  all  are  written  and  thus  filed  the 
book  may  be  permanently  sealed  by  inserting  the 
permanent  straight  lockrods  and  sealing  screws 
found  in  the  envelope. 


McMillan  Book  Co., 

SYRACUSE,  N.  V. 


EUJLDina  CODE  continued, 
•Classif ication 


lc--FUDLIC  djILDIIJOS 


Live  Load 
No.  3,.  Ft. 


First  floor . ICO 

Corridors . ILO 

Auditor  iums'^- 

Fixed  seats . 8U 

laovable . ILO 

Stairs — 

Lain . ISO 

Ot..ers . IOC 


(Special  structures  such  as  stadiuns, 
hilition  fcuildinjs,  etc.,  te  ass'ned 


to  use) 

13 — G-Ai'-AOE 

First  floor . ISC 

Above  1st  floor...  . ICO 

Ramps . ISO 


Stairs 


ex¬ 

loads 


(Special  structures  sue:  as  repair  shops, 
freight  transfer  buildings  and  other 
buildings  r'ith  bearing  lo'^-cs  should  te 
aisigned  loads  accorc.ing  to  use) 

14--  CrHER  N0N-RS31LENTIAL  LUI' Ei:i03 
■  Accord ng  to  use) 


It— V.  INI  LOAD 

bui'eing  under  4C  i  et . SO 

Eui’eing  over  40  feet . .30 

16— 3NGV,  LOAD 


i.  of  less  than  00  i.  egree  slope... '’C 
Roof  more  than  ^0  degree  slo'.e...LC. 
(END  OF  3fAfE  CODE) 


accord ing 


LLASOI'dlCATICO'  OF  BjILDINOO  IY  OCCUPANCY 


SUL  S-.erroN  i 


(State  Code) 


Classification 

(1)  For  the  purpose  of  codifying  existing  laws  rules  and  i-egulation,  all  tuildings  shall  be 
classified  according  to  the  raannei-  of  occupancy,  as  i'ollo'- 
I.  One-family  d  ellin^s  (.farm  tuildin  s  excl,.ded)  . 

II  Two  family  dwellings  (r'ai'ra  buildings  ex-luccd). 

III  Lult i-f amily  dwellings. 

IV  Hotels  and  Gluts,  etc. 

V  Office  Buildings. 

VI  Cti'oes  and  other  Nerchantable 

VII  Factories  and  worR  shop 

VIII  Amusement  places. 

IX  Churches 

X  Institutions . 

XI  ochools 

XII  Public  Buildings 

XIII  Oarages 


XIV  Other  Non-Resident lal  Buildings 

lefined.  Family  Dwellings-  ano  Accessory  Buildings 

(2)  I--FAI-:TLY  LV.ELLINI3*- 

A  one  family  o'’;ellin,g  sh-  11  be  construed  to  mean  and 
accomodations  are  provided  and  used  by  the  ae  '.ber--  of 
(The  roihtmng  of  upace  in  sue.,  a  building  will  automat 

neight 

Buildings  of  this  class  converted  into  roomi?-^-',  '’^card 
over  30  feet  hi  ;h  and  shall  conform  to  the  i"  cyu;  ro-’c:-^ 
Includes  Double  Hous.-s 

This  cla  s  shall  include  rar3o..age3,  parish  iiou3e3  an 
two  single  d'-ellings  'ani.  oi-  one  roof. 


include  all  tuildin  -s  iw  which,  sleeping 
one  family. 

ically  change  .^ts  classification. 

i”-'  or  lodging  houses  shall  not  be 

■^.s  of  the  3tae  Housing  Laws  of  Indiana) 

d  CO  ble  ".ou.sc.s  which  ai-e  cla 'sec  as 


lA — ACCESSORY  LUILDINCS 
Defined 

Buildings  of  this  type  shall  include  all  building'  built  on  the  :-ear  of  the  same  nroserty  as 
the  i-’esidence  building.  ^ 

Building  Included 

This  class  includes  gar.-jges  (one  to  three  cars),  small  sho'.  •  (as  provider  in  the  '"'tate 
Zoning  Laws),  or  places  for  storage  or  i".  whic’n  sleeping  accommodations  are  provideo  for  not 
.more  tha  n  (2)  two  persons. 

(3)  II--  TVO  FANILY  '  WELLING  '; 


Defined 

A  two  family  dwelling  shall  be  construed  to  mean  and  iiiclude  all  tuil('ing-3  in  which  sleepin^r 
accomr.’.odations  are  maintained  a:u-  providec  for  t'o  independent  families.'^  (If  such  tuildinv?"^ 
.shall  b  e  I'em. deled  or  added  on'io  in  any  manner,  th.  ne"  work  shall  conform  to  the  3tate 
Housing  Laws  of  Indiana).  (Ti.o  renting  of  space  in  such  a  building  will  nutoma'' icallv 
change  its  classification. 


Height 


liuilcin^s  of  this  clas’-.  converted  into  rooni'i  ?  s  v, t  i  •  • 

0V81'  3C  feet  hi-hc.nc  :3h=>ll  cnnfnr-,  +n  +'.,  ^  ;o_.  _  ^  c,  in  j  oi  locain-^  nouses,  shall  not  te 

Induces  Louhle’^Houses  * re./airenent  ;  of  the  State  Fiousing  Lans  of  Tndi, 


Induces  Louhle'^Houses  '  -v.  ,  i  e.^aireneni  :  or  the  State  Fiousing  Lans  of  Indian^ 

ids  class  shall  induce  duplex  ho.  ses 
I  lA— ACCZS  -CRY  ZUILhllFaS 
Refined 

arth^^rLiLncrtuildinJ^^  induce  all  haildings  1  ilt  on  the  roar  of  the  same  property 
•C^ilcin^  I  .eluded 

zSiing^Lw3)  rJ?‘‘dacS''fo?  storage  o?"’in  -^ic^  sle1dm''-^''a?co ^ t 

not  more  than  tno  (2)  persons.  —ic..  sleepin^  acco.usocat ions  are  provided  for 


(d)  III— :.IULTT-FA':iLY  R’..KLLi:iIS 
Ref i ned 

accomm5L‘dons''''L^e'r.dnd1nd^^LrDrovided^?o?^  sleepin 

St=t,e  .-.SL?h  Rns  Lfuil  conatrae,.  aria  r.iaintained  ancer  tha  requiraa.ents  of  the 
Builcing  I.. eluded 

■this  class  -iiall  include  a-sartmont  houses,  tene  •^e-n+  >,n-  -to-  .-t.,-,-  +  +  ,  „  . 

hdels  and  Rouble  duplex  houses.  ^enc...e..o  uo-..eo,  oh.tio  apartments,  anc  f-mily 

I II A  ACCESSORY  ^UILF'II'aS 
Ref ined 

;ah"hf‘res?LnSf-uilhSa“  """  iulUlnga  luilt  on  the  rear  of  the  saite  property 

Building  Induced 


domestic  heating  plants  in 

3to'--e  or"in  h^-h  -IpL^  pro. iced  in  he  State  Zongin  Laws,)  or  places  for 

gLS-^CLRB’  are  pr.  viced  for  not  more  -ha',  two  (2)  person.s. 


borage  or  i 

(,R)  I1--RCTBRS''  ‘CLjB’  ZfC. 
■hotels,  Clubs,  e''.c.  Refined, 
luilc.  inrs  o 


his  c lass  shall  b 


.nei'eOi  ,  c  esignec  or  usc;  loi’  hUTolvivi 


on.s  br'aoc 

y 


o  .loan  aiid  include  any  building  or  portlo'i  ■ 

lelbsr  to  residents  or  guests,  and  contain 


iTig  moie  than  In  sleeping  I'uoms  above  tue.  first  sto 

^fhoiefi,1oFpilg=ho«es:“iL!“"'“"  joverning  tho  operation  and  licenelng 

r.urlding  Included 

ii.h  claoo  snail  indue  e  rtacnelor  Apartment. s ,  Studio-  (Bedroom  com’ i’-at  j  on)  Lormitorir-s 
r.Oool  ,  r_oG,_,in,,^  ncuses,  Room-. --g  .Ruses,  Clubs.  ^ 


(o)  CB7ICB  -^UIL:  IRCS 


Office  -uilcings  Lofinod 

otore  and  Ctner  meicantile  .--'uilcings  Reiined 

Buildings  of  this  class  shall  be  consti-e.ee  to  mean  a-md  i;;cl-  de  all  buildings  used  for  an 

aca^^eo  uo  bh«  transacumon  o.  b'-^siness,  selling  of  me:  .ancisc,  i-dudi  -  stocks  of  material 
eitnd-  no-'  or  mace  up  foi-  sale.  ■*c(btii..d± 

Building  Included 

Builcing  o.  .his  class  >nall  i;mcluce  store-s,  Cepa.rt'mix-'it  -st  'n.j-s, 
trac-i  she-;  '  uildings  in  which  stocks  are  c  snlayed. 

(3)  VII— FACIORIES  ARR  hCRR  S-C-S 


icialt^’  -shop’.,  perman-emt 


-‘“'actories  and  Work  Siiops  defined 

liuilc  ings  ^of  this  class  shall’ve  const  ued  to  mean  anc  induce  all  buildinps  used  for  t-e 
storing  Ox  ra'w  materials  and!  maii'ufacture  of  materials  foi-  s-l.e;  nui-'cosem 
^'uilcing  Included 

ind-ude  fec'ories,  pringing  uildings,  book  binder  ,  ware  houses 

.'Ox  .fV  • 


(?)  VIII—  ARUC-RIBIi:  PLACES 
Amusement  plaoesReif ined 

Buildings  of  this  da -s  shall  be  constuec  to  -men  and  i-idude  all  ’-.uildinr?  uied  fo-  .t.n  f  ^ 
ment  and  amusemeht  of  the  public.  ^ 

Building  Included 

Buildings  of  this  dass^shali  be  construed  to  mean  - -d  i-i-lude  all  Th^atpeg,  Ifoti  onoFicture'  t- 1 
tcEatr83R-Biiliarc'..:and -aowling  alleys,  dkatin^  rinl^s,  (Ice  and  I:oller  Skates'  arcades  ’-uUdd 
anc  apcaiatus  usee  in  amusement  parks.  ,  .  -  ,  ,uxj.lx...| 


(10)  IX--CrtUf'CHBC 


ChurcFnes  Refined 

Builcing  of  th'j  3  class  hnall  be  construed  to  men  and  include  all  buildin:  'used  for  oarnc^^^-  of 
-worship  and  religious  instr-j- ti on .  ‘  "■  - 

B-iildi  g  Induced 

Buildings  of  this  class  shal  '  in''lu.'e  ch-urches,  parish  houses  and  recrcatio'^  buildin-^s  and 
Sunday  school  buildings  in  connection  with  churche ' . 

Parsonages 


r*" 


I 


I 


I 


I 


(Parsonages,  or  rec'.ori.cs  sh.-'.ll  conform  to  the  rules  of  this  classification  if  t  ey  ai-e  buildt  a 


as  a  part  -  of  the  Church').  Preaching  auditoriums  i:c  3ep.ai-a:e  h^ndin  s 
(11)  X— inSTITUTIOIIS. 


r.  i,n.  -.o; 


9 


Institutions  L'efined 

buildings  or  groups  of  buildings  shall  bo  construed  to  nean  and  include  all  buildings  used  for 
purposes  of  voluntary  or  forcible  detainnent  or  for  safet’-u  ounishment,  obse^rvat ion ,  or  in  - 
struction. 

■^uilding  Included 

i--uildings,  or  groups  of  ’^uildings  of  this  clan’s  shall  include  ar*n  ries,  asyluns,  detention 

uildings,  police  stations,  jails,  I'ef ormitci'ie-' ,  re’^.itentaarie  ■ ,  hosnitals,  sanitai’’' urns  r>nd 
bath  houses. 

Uis)  XI--SCH00LS.  (ILUCAIIC’^tL  AXL  IiniRUCf IC'/AI.  ..jILM::1.1) 

Schools,  i^duaational  and. .  Instructional)  . 

buildings  or  gioups  oi  builein  ;'  anall  be  consti'uctec.  to  mean  r  nd  include  all  l  uilcinss  used 
for  purpose  of  instuctio:  by  means  of  Invest igat ion,  obs-^ivation,  and  recitations. 

Lef ined 

Buildings  of  this  class  shall  indue.  Colle  ;  s.  Universities,  Libraries,  U'useun.s,  Cli'-'ical 
^biileinga,  paiocnial  a  public  schools,  gi’ace  anc.  high  schods,  academies,  se.minaries  and 
gymnasiums. 

-uilding  Included 

Laboratories,  r^^citation  and  lesearch  buildings,  juc.ging  pavilions  and  instruction  and  exneri- 
mental  shops  and  observatories. 

13  XII— PUBLIC  rUILL'IMiS 
Public  Buildings  Leinec 

i^u. Icings  of  this  das  shall  be  construed  to  mean  and  include  all  buildings  ac-^nssible  to 

the  public,  and  in  hich  people  mry  congregate  for'  civic,  'olltical,  oi'  ti'ansnortat  ion  purros  s 
ieUilcings  included  ‘  *  ■ 

.-uildings  of  thi.s  da  s  shall  indue  City  Ha  Is,  'gtate  KOeO  s,  gtate  office  luildin-^s,  Civip  c- 
centers,  civic  colrseu.m,  otate  ane  County  Pair  build  ings ,  .Amphitheatres,  .3tadiun.s,  bleachers, 
(permanent  and  temporary)  o'utdoor  theatre.?,  railu  .y  stations,  Fiei  houses  and  mharfs,  brid.ges, 
viaducts,  lodge  buildings.  Public  halls,  gxnitit  ;on  tiilcin  -s . 

(14)  XIII  — J AKA  r_g?  CAP.  BARITC,  RCUUL  HOUC.U ,  LTC. 
garages,  '"'ar  Banns,  I'.ound  l-.ouses,  Lt  c .  Lef  ined 

uuildin^s  of  tni.s  da  s  snail  be  consturer  to  mecc  anc'  include  all  buil  in-^s  used  to 

house  animals,  o:  in  'ivhich  to  rep'^ii-  iiternal  combustio"',  mortor  driven  or^dteam  driven  vehicles- 

street  ca:  s , '  interur ’'an ,  locaomotives  and  I'adroad  cars. 

Buildings  Included 

Builoin^^s  oi  thi  da  ;3  shall  include  automobile  sales  I'epair  and  tora  -c.  building’s,  car'  barns 
car  repair  shops,  locomotive  s  ops,  rounc  houso-;,  sa.'id  hou  - ,  oal  -torage  structures,  freight 
houses  freight  transfer  tuilcings,  railroad  shops.  (Gteam  anc  ele-trical". 

Stables  and  building;  belonging  to  '’^ock  yards  anc  st  aughtei'  ho'.^ses. 

(lb)  XIV  OTHLR  NO..'  RLSiLE.TriAL  LUILLINC'S 

Other-  Non-R.es  dential  ~ui  di'.gs  Lef  in-.,  d 

Buildings  ol  tnis  class  shall  be  construe.,  to  .mean  and  induce  all  buildings  of  non-resi  dential 
charac'ooi  usee,  i  oi-  mi  scellaneo u ;  used  affecting  the  life  anc  safety  of  t  e  o’ublic  or-  cf  those 
persons  engagec.  in  v/orlc  ing  for-  comp  nsset  ion  in  .such  ti'uct’ai-es  or-'  ' 'uildin  -s . 

^•u'lding.s  Included 

Buildings  of  this  das-s  .shall  i'.i'’lac.e  Pone;  ho.'.ses,  private,  ;u*.x  ^  c,^  a  ^  _  j.x  « 

(Hvero  sLea„.  auc  rvv-vj-.er  aas)  ,  gas  plants  h..adin.g  la;'t3.  '  ‘  ^  ‘  — 

(Private  '^'unicipal  and  pu  lie  service  pla  ts,  Oil  storage,  oil  ref  in--.i'ii  es ,  Erv  cleanin- 
abitoro,  cold  suoia  e  plants,  slaughter-  ho'.'us>.;s,  pack  ing  house;;,  cannei'ies,  ere- mier  ies  ^  * 

ice  cream  plants,  com  ■.  nstd  milk  plants,  soft  drin  ;  bottldg  d^^nts,  drup  and  medici’-e 
plants,  restaurant,!,  takeriei  ,  food  s;..,ps,  grocei  ios,  meat  markets,  Ice  dants,  Fo'undries. 
boapf  actories ,  omoke  uou.ses ,  grain  elevators,  coffee  I'oasters,  coo"  e'"a'*e  da’‘ts 
Heat  treating  plant  anc  otliei'  metaluigical  plants.  '  ' 

GONeLNTRAfEE  AND  ImfACL  LOADS 

Section  133,  Cont ’ d 
Concentrated  and  Impact  Loacs 

d)  Be  it  furrther  ordained ,  that  if  heavy  concentrated  loacs  such  as  safes  armatures  or 
other  special  apevl-Akplycilioioccur  on  floors  special  provision  shal'  be  mace  for  them. 

For  Roving  Machinery 

(e)  For  structures  carrying,  tr-veling  or  moving  machinery  fifty  (50)  per  cent  shall  be  p  deed  -^o 
the  starine  reealting  mom  such  live  loads  to  provide  for  the  effects  of  impact  and  Vibration!' 

STRENGTH  OF  EXISILM  FLOORS  TO  B_  CALCULATEI 

SECT'^C'’^  134 

Loads  on  -^‘liiors  of  existing  Buildings 

(a)  ^Be  it  further  ordaine  that  when  required  by  building  co'missioner ,  the  owners  or  aaen+s  of  vr 
warehouses  anc  stores  whe: e  heavy  materials  are  stored,  and  builcings  or  narts  of  buildings 
in  which  manufacturing  is  carriedon,  shall  furnish  the  m-missionen  of  Luildinp-s  r;i  +  b  q 
ors’ad''’^uildings'7^^^''^  architect,  engineer  or  ’ullder,  sbo’-ung  the  -dze  of  the  beams' and  floor’. 

Statement  to  be  Filed 

(1)  The  statements  shall  also  contain  the  evenly  c  i.striluted  load  in  pounds  '-er  s-cu-re  foot  nhiah 
th6  ov.^ner  or  a^snt  cesire.-  to  ?err  on  the  flooi'o  cescrited. 

commissioner  to  Exa.mine  Statements 

^c)  The  -uilding  Commissioner  shall  examine  every  such  stat  -ment  when  it  has  been  filed  and  sbalT 

determine  the  maxim  m  load  oi-  loads  that  shal"'  be  piio-pr^  n--,  +hp 

r.e  ailc  ed  o.-'  the  i  loors  described  and  such 


L 


Kiaxi  .;jtn  loado  shall  not  bo  greater  than  woulc  be  allov.'atle  unctr  the  pr’  visions  of  the 
ore inance . 

Authority  to  Enter  -'Uilcinjs  anc  Eake  Examinations  at  Cost  of  Crmer  or  Apnet 

(.c)  ^he  oilicers  and  employees  f  the  office  of  the  Commissions:-  may  en-^:e:'  any  buildings  for  t  e 
purpose  of  verif;.  in^  the  statement  I’elating  thereto,  o:^'  to  obtain  further  information  regarding 
'  0 1  i  0  e  UC  h  I  u  r  1 Q  r  e  ,  and  may  make  measui'ements  and  remove  portions  of 
flooring  or  ceiling  or  otnor  pai’ts  tnat  ai-e  deemed  necessai'v  to  nal:e  the  examination  comrlete 
cost  if  any,  to  be  at  the  expense  of  the  om.  er  or  age'-t  f  the  buildin-^. 

Letermine  Llaximum  Allo'-able  Loads 

1  + 


(e)  fne  oiomniss ioner  ma^’  entei  '-ny  such  building  fo:-  the  _-ui'  os.  of  such  an  examination,  and 
shall  determine  i^he  maximum  allowable  loads  without  the  stat,  ments  as  hei-ein  provide.  ,  if  such 
action  is  deemec  desirea'le. 


Maximus  Load  to  Be  Posted 

(f)  Lhsn  the  maximum  load  oi-  loac.s  have  been  det.  i  s?  ed,  e  o"'noi'  oi'  agent  shall  be  notified 
and  the;  eupon  he  shall  post  tne  amOv,nt  said  naximum  loads  in  a  con  Ticuous  place  each 
f loci'  01-  pai't  the:  eof  to  whic:.  it  :  slates. 


I 


VEKflCAL  SLFFORTS 

-  J  C..  -LoO 


I 


Bearing  strength  of  Vertical  Suppoi'ts 

Be  it  further  or  ained  that  every  column,  post,  or  otn  r  vei-tical  support  shall  'e  of 


suificient  strength  to  bear  safely  the  weight  Oi’  the  portion  of  each  and  everj^  floor  depending 
upo::  it  for  support,  in  addition  to  t..e  ’.-'eight  reouired  as  t(;ro:’e  state  to  be  sunnorted 


safely  upon  .aid  p.rtions  of  said  floors. 
LCAL3  -V:  FLOOL'3  TO  B  .  L7STRTBUTEL 
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Listributed  Loads 

(a)  Be  it  f’urtner  ort  ained  that  the  weight  placed  on  an^^  of  the  floors  of  any  building  shall 
be  safely  diatributee  the. eon. 

Redistribution  of  Loads 

The  Building  'Commissioner  may  require  the  owjner  oi-  occu’ ant  of  any  building,  or  any 
portion  theieof,  to  I'edistribute  the  load  on  an:/  floor  or  to  li.phten  such  load  where  it  is 
necessary  for  safetv.  • 


3TREEGTH  CP  r_MFC!:A..Y  GUFFOR 
SSCTIOE  137 


I 


Temporary  supports 

da)  ue  it  furthei-  ore, ained  that  every  temp.-i-ary  support  under  any  structure  -all  girder  or 
beam  during  the  erection,  fini:;hing,  alteration,  or  repa;'ri:ig  of  any  builcing  or  structure 
or  an:;  pa:-t  thereof,  ■'hall  be  of  sufficient  strength  to  safuly  c::ry  the  lo  d  to  be  placed 
t  erecn. 

Forbidding  Loads  on  any  Flooi-  in  Excess  o.^'  Safe  Live  Load 

(b)  Luring  the  c onstruct io:i  or  altei'a'-ion  of  any  building  or  sti-'octui’c  no  material  entering 
into  such  con.itruct ion  oi-  alteration,  shall  be  placod  on  any  flooi-  ii-  ab'  greater  iveight  than  the 
live  load  that  each  flooi-  is  intended  to  s-fely  sust  in  when  the  build  i-'g  oi-  s-’ruc'ure  is  ' 
comple-^ed. 


LCAL-3  O':  ccll:t:3  :  liuctic':  of  live  loals 
SECTIOE  138 


mini  cum  Loads 

(a)  Be  it  further  ordained  that  for  columns  the  specif ioc  live  and  dead  loac  s  shall  be  sused  wiith 
a  minimum  total  load  of  k:C,CCC  pounds  pei-  column. 

Reducted  Live  Loads 


C  lumns  shall  be  designed  for  thefull  dead  loads  and  not  le^’s  +ha'-  the  fol  o'-’ing  li-’.-e  loads: 


Columns 


(b)  For  col.a:r*ns  supporting  the  roof  and  top  floor,  and  full  live  load 

(c)  For  columns  supporting  each  succeedi'  ;;  floci-,  a  i-ecucticn  of  five  (f)  percent  of  the 


total  live  load  may  bemace  until  fifty  (5C)  per  cent  is  re-  ched  w.'ithi'  reduced  live  load  shall  to 
used  for  the  columns  supportin',  all  remaining  floors.  ||| 

(d)  This  r..duction  shall  not  appl;;  to  the  live  loads  on  columns  of  ware  ho'uses  and  similar  buiMin 
which  are  likely  to  be  fully  loaded  ovi  ally  flooi-s  at  the  sa  'e  ^ime. 


which 
V. EIGHT  OF  MATERIAL 
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V. ei.ght  of  Mate:  ia Is 

Be  it  further  oi-cainec  that  the  weight  of  building  materials  used  in  the  calculation  of  stress-, 
shall  le  ta:-:en  a  t  les--  than  the  folio  i 
Cubic  Fset  och^dule — Masonry 


I 


LBS. 


Erick  masonry,  por  cubi^  foot . ISO 

Rubble  Masoni-yk  percubic  foot . 1''0 

Concrete,  per  c'upib  Coot . 

Granite — Stone 

Granite,  per  cubic  foot . 

Limestone,  po:-  c'ubic  foot . 


.  17C 
.150 


i  0  0  C  ■ 

'j.hioH  pine,  p..i'  cubic  foot . 

Yellow  Pine,  per  cubic  foot . /!C 

Oak,  p'ci'  cubic  foot .  . /S 

Terro  Cotta 

Terra  Cotta  or  tile,  pei-  cubit,  solid . li;C 

Slate 

Slating,  p>  r  square  foot . . . 6 

Lath  an  pla  tei',  pei'  squai-e  foot  . 1C 

Gravel  roof,  per  square  foot... . 15 


ALLOViAELE  CAFE  L0AL3  Oil  riASCYP.Y 


SECTION  14'5) 

Nasonry  hork 

(a)  re  it  fui'ther  ore  ained  that  the  allonalle  safe  loac.s  in  beai'ing  and  compi’ession  on  masonry 

I  work  shall  not  exced  th  follov/ing  values  in  pounds  rei'  square  inch: 

Erick  L'i.csonry 

■  Maxiniur.1  unit  working  streeses  impounds  pei-  square  i’-'ch) 


'  Portland 

;T1 0  U  1  ‘  3 . ' 

Unit 


0 

Erick  i^clay)  raediun  grade .  .17C 

Sand  line  brick . 1-,  0 

Concrete  brick . 170 

Natural  Masonry 


cement 

Natural  cement 
or  cement-' "me 

Lime  mortar 

.-■Torta- 

130 

c  r 

13  C 

rc 

130 

7  0 

TT 

U 


ni 


i.I-  xi-nurn  unit  worJiing  stresses  (pounds  per  squai  e  inch)  laid 

in 

Prtland  cement  Ccni.:nt -o i 

fnortai  or  natui-al  cement  Lime  ?:ortar 

mortar 


I  Granite . 

Limestone  . 

Mai' tie . 

Sand  stone  .... 

Concrete  'Block  .'la'onry 


Unit 


640 

400 

400 

.  .  .  .400 

320 

Maximum 

unit  ’"or.king  stresses 
ai'ea)  laid  in  — 

Portlani.  c.,mcnt 
mortar 

4CC 

h50 

25C 

150 

(pounds  pe'  square  inch  P’raae 


Cement  lise  oi-  nat-ural 
cement  moi'tar 


Hollow  Concrete  Block . SO 

Hollow  Conor  te  Tile . . 

•  r-ollow  Clay  Tile . SO 


70 

70 

70 


Monolithic  Concrete — Plain  Miaximum  unit  vior 

Portland  Ce  .lent  Concrete 

Plain— ^Machine  i.Iix — 1*2  -4 . 4CC 

plain--Machine  Mix — 1-£{.-5 . 35C 

Plain  Machine  Mix — 1-3  -6 . 300 

Plain — Piand  Hix; — 1-2  -4 . .350 


Crushing  Sti-ength,  Common  Erick 

(b)  Common  brick,  for  the  above  values  of  brick  uork 
less  tha  1,600  pounds  per  si.fuare  inch. 

Hard -burned  Brick 


kin 


£j  ul*03S0S 


shall  s  how  a 


(pounds  pel-  s-.uare  ir’ch) 


crushing  strength  of  not 


(.c)  Hai-e-turnec  trick  for  the  above  value  of  brick  "ork  .s  all  show  a  crushinn  strenp+b  nf  not 
less  than  2,300  pounds  pei-  square  Inch.  "  '  * 

Height  of  Bride  Piers 

(d)  Isolated  piers  of  concret  ,  brick  or  stone  masonr-  shall  not  be  higher  than  six  times  their 
least  lateral  dimensions,  unless  tha  above  unit  stresses  are  reduced,  according  to  the 
following  formula: 


I 


Formula  for  High  Hasonrv  Piers 

'.>here  F  equals  the  recuced  allo’.’vable  stress 

ere  C  equals  the  original  unit  stress  in  the  above  +a>^e 
k.here  n  equals  une  height  of  the  pier  in  feet. 

Fllis  dimension  of  the  rler  in  feet. 

dLeBMom"’  'iiicoee  in  height  twel  e  times  its  least 

the  pie?''’'  computing  the  load  to  be  carrlec 

ALLOiiiiA.c^Lr<  uArr-  S ii.uijbbiiiS  AHL  uPuCIAL  RF-«IJIRZ.MP’T3  FCP  TI'  E^p 

SECTION  Idl 
Exti-eme  Fiber  •^tres  s 

followli"  v^Sr’in'ooiS?^  oef"  stsess.s  for  timber  s.hall  not  axo  ed  the 

iuxiuvTiXri^  Vcuiues  in  pouncs  pei-  suuai’e  inch: 


Long  Leaf 
YellovV  Pine 

Cak . 

Snort  Leaf 
Yellow  Fine 
Cypress .... 
Fir . 


Compression 
iiiX li r e me  fiber  stress 
and  tension 


1,6CC 

1,4CC 


Shear 


1,3CC 
.  .1,50C 
• ■ 1 , 6CC 


Formulas  for  ..ooden  Posts 
(t)  The  anit  stress  on  ti  'gi- 

(  ) 

F-C  (1— L _ ) 

(  80d) 

(  ) 


with  grain 

across 

grain 

With  grain 

1,2CC 

•zrn 

125 

1,CCC 

5CC 

125 

1,CCC 

300 

1C5 

1,  ICC 

350 

ICO 

1,2CC 

350 

ICO 

not  exc.  ec  ti. 

.e  values 

from  the  followin' 

across 
gra  in 


1,200 

1,000 

1,000 

1,100 

1,200 


I 


I 


F  equals  safe  load  in  pounds  per  square  inch  of  column  cross  section. 

C  e^^uals  allovrble  working  compre  ssive  strength  of  timber  in  rounds  per  square  inch  with 

o-  a  in . 

L  equals  unsupported  length  of  post  or  colu.mn  in  inches, 
p  equals  least  dimension  of  post  in  inches, 

re^it  lurtner  orcain>uC.  that  the  allowable  safe  loads'  on  wooden  beams  unifornl"  loaded  shall 
noh  exc  eo  une  values  (  in  pouncs)  from  resulting  from  the  followin-  ornulas • 

..nen  allowable  str.ssin  extreme  fibei  is  1,6CC  lb  .  per  sc.  in. 

177.77  b  d-2  r  r  . 

Safe  load  equals  l" 

When  allowable  str  ss  in  extreme  fiber  is  1,FCC  lbs.  -ner  sq.  n. 

166 . 65  bd-2 


Safe  Lo-'d  equals  'l 

When  allowable  s'^ress  in 

extreme 

f  iber 

is 

1,2CC 

lbs 

per 

sq. 

i  . 

Safe  load  e^^uals  155.55 

b  c-2 

L 

V.hen  allowable  stress  in 
Safe  load  equals  144.44 

exti-eme 
b  c-2 

f  fber 

is 

1,300 

lbs 

per 

s  • 

i  n 

L 

When  allowable  stress  in 

extreme 

f  iber 

is 

1,200 

.  p  r 

'  r 

Safe  load  equals  133.33 

L 

V.hen  allowable  sti-ees  in 
Safe  load  equals  122. 02 

exti-eme 
b  d-2 

fiber 

is 

■1,100 

lbs 

p^;!- 

sq. 

i  . 

L 

When  allowable  stress  in 
Safe  load  equals  111.11 

extreme 
b  L'-2 

fiber 

is 

1,CCC 

lbs 

per 

sq . 

i  . 

L 

V.hen  allowable  stress  in 
Safe  Load  equals  ICO 

exti-eme 
b  d-2 

f  iber 

is 

9CClbs 

.  pel-  sq 

.  in 

• 

L 

In  Which  foi-mulas  — 
h  equals  the  width  or  thichnes;  o 

f  beam 

in 

inche 

I 


I 


L  equals  the  depth  of  beam  in  inches. 

L  equals  the  span  of  beam  in  feet. 

No  loads  on  beam  ■•'hosd  span  is  less  tha'^,  ten  time-  ‘•■re  denth  of  the  beam  shal"  exceed  the 
safe  load  as  determined  y  the  allowable  hor  j  zor.-"  a"’  s'-ear  stress  as  given  in  this  '.-c  d  e  for  the 
species  of  timber  us  d . 

(c)  The  maximum  length  shf  a  timber  post  oi'collumn  shall  rot  exceed  thirty  Figi^eters 
Lefects  in  Timber  to  be  Av  id  c 

vd)  Timber  used  for  building  purp  ses  shall  be  sound,  well  'lanuf  actured ,  close  p-. 

freee  from  wind  shakos,  or  fi'om  decad  lo  se,  decayed,  encased  oi-  pitch  ‘nots,  oi’''knot3  and  oth  r 

defects  that  v.'ill  materially  impair  its  sti’ength  and  durabili^'y . 


I 


«  r 


allov.'ael::  sa^e  Lo^^^  o?!  wooden  beans 


SECriCN  1$2 

Fornula3  for  Safe  Loads  on  Wooden  Beams 

(a)  Be  it  further  ordained  that  the  allowable  jafe  loads  on  wooden  beams  un  if  or  ml’”  loaded 
shall  not  exceed  the  following  values  (in  pounds): 

Long-leaf  Fine 

For  long-leaf  y-llow  pine — 

Safe  load  equals  15 S  BK-S 

L 

Oak 

For  oak — 

Safe  load  equals  110  Bn.-2 

L 

Short-Leaf  Fine 

For  short-leaf  yellow  pine — 

Safe  load  equals  100  BH-2 

L- 

Oypress 
For  cypr  33=^=* 

Safe  load  equals  65  BK-2 

L 

Formulas — Values  defined 
In  which  formulas-- 

B  equals  the  width  of  beam  in  inches 
H  equals  the  height  of  beam  in  inches 
L  equals  the  span  of  ^eam  in  feet. 

STANDARD  SFEC IFIOATIOi'N:'  FOR  STRUCrULAL  '.'TEEL  F:.R  ENTLDT'"0-S  A  ’  ADCFTEL  BY  THE  AMERJC-V' 
INSTITUTE  Of  steel  CONSTRUCTION 

S®RUCTUT:AL  STEEL 

SECTION  143 

1.  This  Specification  defines  the  pi’actice  adopted  by  the  American  Institute  of  Steel 
Construction  for  the  desi_;n  fabrication  and  ejortion  of  structural  steel  for  buildings. 

OENERAL  GPECI^ICATIOiJS 

Major  Requiromonts 

2.  Be  it  further  ordained  tha*"  to  obtain  a  satisfactory  structure,  the  i'ollowing  major 
requirements  shall  be  fulfilled. 

Uniform  i^aulity 

(a)  The  material  used  shall  be  suitable,  of  uniform  quality,  anc>  without  defects  affectin-t 
the  strength  oi'  serv.ice  of  the  structure. 

Design 

(b)  Propel-  loads  and  conditions  shall  be  assumed  in  the  design. 

S  tress  e-j 

(c)  The  unit  str  sses  shall  be  suitable  for  the  material  used. 

Workmanship 

to)  ihe  or kmansh i p  snal-l  be  good ,  so  tnat  deducts  oi'  in^ui'ies  are  not  crccuced  in  the 

manufacture 

Gomputations 

de)  The  computations  and  design  shall  be  nrorerl  made  so  t  at  the  unit  str  sses  s  ecified 
shall  not  be  exceeded  and  t  e  structure  and  its  details  shall  pos  -es  •  the  requisite 
strength  and  rigidity. 


MATERIAL 


Standard  Specifications 

(_3.  Structural  steel  shall  conform  to  t  e  Standard  Specifications  of  the  Amei-ican  Society 
for  Testing  Materials  for  Struct-ural  Steel  for  Buildings,  Serial  Lesi -nation  ^  9-21  as  ' 
amended  to  date.  ’ 

LOALIiIG 

Dead  Weight 

4.  ^,a)  Steel  structur-es  shall  be  designed  to  sustain  the  dead  weight  i'Tosed  upon  f'^e"  in 
eluding  the  weight  of  the  steel  frame  intself,  and,  ir  adciti  r,  t“e  maximum  live* load  as 
sr ecified  ir.  each  particulai-  case. 

Fropei-  provisions  ahSll  be  mace  for  temporary  stresses  caused  by  ei-ection. 

Impact  or  Vibration 

(b)  In  cas.s  where  live  loads  have  the  effect  of  ri'oducting  imoact  or  vibration,  a  oroner 
percentage  shall  be  added  to  tho  static  live  load  stresses  to  pi-ovide  foi-  such  ii^.fluences 
so  tnat  the  total  stress  found  in  any  menbe:--  is  an  equivlent  static  stiess. 

Wind  Stresses 

'.c)  Proper  provision  shall  be  made  for  stresses  caused  by  wind  both  curinn  ercctior^  a^'d 
after-  completion  of  the  ’uilcing. 

Luring  erection — Finished  Struct  re 

The  wind  pressure  is  dependent  upon  the  conditions  of  exposure,  tut  the  allowablestresses 
specified  in  section  (5),  paragraph  (f)  ^’-’d  ( g>  are  h-sed  u’-on  t’-e  steel  '’rame  be  de¬ 
signed  to  carr;'  wind  pressure  of  n  t  le-'-s  ‘h-n  t'’'entv  (2C)  ounds  pe:  g  uc'e  foo*.  on'the 
vertical  projection  of  exp'sed  sui-faces  duri''g  erea'ion,  and  fifteen  (1')  rounds  rer  s*quare 
foot  on  the  vertical  projection  ol'  the  finished  structure. 


Reaction  Points 

(d)  Propel  provision  shall  te  mace  to  securely  fasten  the  reaction  p  ints  of  all  steel 
consti  uc  v.  ion  and  transmit  tne  sti'esses  to  t  e  foundation  of  the  structure. 

ALLOV,Ax:LY  STRES33S 

I'.axinum  Static 

5.  All  parts  of  tne  s-.ructure  shall  te  so  propoi"^ :  oned  that  the  sum  of  the  maximum  static 
in  pound  .  pei-  seu-^re  inch  sh^ll  not  exceed' the  follonin'^: 

Tension 

(.a)  Tension — i'.olled  steel,  on  net  section . 18,000 

(b)  Compres3ion--I..olled  steel,  on  shore  lengths  or  vjhere  lateral  de¬ 
flection  is  pievonted . . 

On  gross  section  of  colunns — . .  . 10  pqq 

1  plu  L-.^ _  ’ "" 

18 ,  COOr— k; 

with  a  maximum  of  . .  qcO 

In  wnicn  1  is  the  unsupported  length  of  tno  'olumr,  ani.  i'  is  the  coiu'espo"' d  ing  leas 
ius  of  gyration  of  th-  section,  both  in  inches. 

For  main  compression  me.ibers,  t  e  latio  1-r  shall  not  exc  ed  lk;C,  and  for  bracing  and 
other  secondary  members,  300. 

Bending 

(c)  5ending--0n  extreme  fibei-s  of  rollec  shapes,  and  ’  uilt  up  sections,  net  section  if 

lateral  d  flection  is  pi-evented- . *  . 18,000 

■,.nen  the  unsupported  length  1,  exceeds  15  tir.es  b,  '.he  -idth  of  the  compression  flange, 
the  sti'ess  in  pounds  pei  sguaie  i  cn  in  the  la  iei-  shall  not  exceed  — 


ro 


ra  c  - 


30 1 Cw ' 


1  plus 


2,CC0b-3 

Unsupported  Lengths 

The  laterally  unsupported  length  of  beans  and  -irders  shal],  not  exceed  40  times  b,  the  width 
of  the  compression  dlnnge. 

Lxtreme  Fibers  ■:  f  Fins 

On  extreme  fibers  o:'  pins,  when  the  forcr-s  are  assumed  a  acting  a",  the  center  of  gravity 
of  the  pieces  . . . .  . 2-7,000.. 

SHEARii-ra 

Shearing  Pins,  Bolts,  ^.ivets 

(g)  Cn  pins .  . 13  ,  '^CC 

On  power-driven  rivets . 13,500 

On  tui-ned  bolts  in  reamed  holes  with  a  clearance  of  not  more  -"han  1-fC  o'”  an  inch.. 

On  hand-driven  rivets . 1C,CCC 

On  unfinishec  bolts . » . 11,000 

Beams  and  girders 

*n  the  gross  area  of  the  webs  of  beam's  and,  girce. where  h,  the  height  bet  ween  flan.-'es  in 

inches  is  not  noie  than  60  times  t,  t  e  thickne-s  of  the  web  in  inch  s . 13,CCC 

Cross  Ai'ea 

On  the  gross  area  of  the  webs  of  beams  and  gii-dei-s  if  the  -’el;  is  not  sti  'fe.nec  where  h, 
the  h  ight  between  flanges  in  inches,  is  more  than  60  times,  t,  the  thickness  of  the  eb. 


13, "00 


:.he  maxi  ru'i  s..ear  per-  square  inch,  S-A  shall  not  £::coec-- 


18,000 


1  plua 


7,1:  cot -2 

In  -  hich  3  is  the  total  shear,  and  A  is  gi  oss  area  of  web  in  s  ^uai-e  inches 
BEAR.1 .10 

Bearing —  Pins,  Bolts,  Rivets 


Double 

3in-le 

Shear 

Shear 

30,000 

24,000 

30,000 

24,000 

oO , COO 

24,CCC 

20,000 

16,000 

20,000 

16, ICC 

diameter  of 

the  roller 

CCtlBIiIEB  STRESSES 

Combined  sti-ess .-.s--  V.i'ne  and  other  Loads 

(f)  For  combined  stresses  due,  to  wind  and  other  lo  'drs  the  permissibles  '.'^orki  g  -tress 
may  be  increased  33  1-3  ?o  cent,  provided  the  3..mtion  thus  found  is  not  less  than  that 
required  by  the  dead  and  live  loads  alone. 

:Ei!BE]:S  CtiulYTUC  V.IilL  OLLY 

pei'.mi  ssitle  Lorking  Sti  eases 

^g)  For  Members  carrying  wind  onl  ,  the  pei-missibl*  woi-kin-  st‘  esses  may  be  increased 
33  1-3  pel-  cent . 

Sy  .mme  1 1-  i  c  a  1  lie  mb  e  i  s 

Sections 

(5.  Sections  shall  preferably  be  symmetric-l . 


EE  ft  MG  y\NE  GIRDERS 


15 


Rollec  Beams 

7.  (a)  Rollec  beams  shall  be  proportioned  t  the  moment  of  inertia  of  their  net  section. 

Plate  girdei's  with  webs  fully  spl^ded  for  tension  and  compression  shall  be  so  proportioned  that 
the  unit  stress  on  the  net  section  does  not  exceed  the  stu-esses  specified  in  section  (5^ 
as  determined  by  the  moment  of  inei'tia  of  t  ,e  net  section. 

Plate  Girder  Debs 

Cb)  Plate  girdex'  v;ebs  shall  have  a  thici:ne'^-'^  of  not  les*;  than  1-150  of  the  unsupported  distanc 
between  the  flanges,  but  in  no  case  shal''  the  t^'ic'^ness  of  the  web  plate  hr-  less  th'^n  5-16  of  a 
inch. 

Deb  Splices 

(c)  Deb  splices  shall  consist  of  a  plate  o’  each  sicc  of  the  w  b  capable  of  transmitting  the 
full  stress  througj.  tne  splice  rivets. 

Gtif  f.eners 

^d)  Stiffeners  shall  be  re.^uired;  on  the  wets  of  rolled  teams  e.nC  pla‘'e  girc  e:  s  at  t  e  ends  and 
ai  the  points  of  concentrated  loads,  and  at  oth  r  points  where  h,  the  clear  distanc  bet'.-een  '  • 
flanges  is  greater  than  85t  V-  lb,OCC  (h-s)-!,  in  which  t  is  the  thickness  of  t'^e  web. 

Vvhen  stiff enei's  are  i-equired,  the  distance  in  inches  bet'-eon  the.;  shall  not  be  gi-eater 
than  6  f eet . 

Dhen  h  is  greater  than  6C  times  t,  the  thickr.ess  of  the  'rel;  of  a  :late  giin'er,  stiffeners 
shall  be  requii'ed  at  distances  not  greatei’  tha  6  feet  apart. 

;Gtiffeners  andei-  or  over  concentraiec  loads  shall  be  proportioned  to  c;i.3tribute  such  loads 
into  the  v;eb. 

Plate  Girder  Stiffenei's 

Plate  gir  dei’  s'^iffeners  shall  gener.-^lly  be  in  paii’s,  on  on  each  side  of  the  '’eb,  and  sh^ll 
have  a  close  bearing  against  the  flange  angles  at  points  of  concentrated  loading; 
stiffeners  ovei'  the  end  b  arings  shall  be  o  ■.  plate  fillers. 

Tne  pitch  of  rivet  in  stiffernei-  ;  shall  not  exceed  6  inches  and  not  less  th'^n  three  times 
the  diameter  of  rivets. 

Flange  Plates 

•^e)  Flange  plates  of  all  gii'ders  snail  be  limited  in  width  ,o  as  not  to  extenc  moim  than 
6  inche oi’  moi'e  than  Im  times  the  thickness  of  thinnes'  pla,  e  beyoiic  the  outer  ro'i  of 
rivets  connecting  tnem  to  the  angles. 

Crane  xiunx’jay  Girde  s 

df)  Crane  runway  girders  anc.  the  ''.uppoi-t in  •  fr^  'ework  shall  be  proportion'  d  o  resist  the 
greattest  horizontal  stresses  caused  by  the  o  e:?.tjon  o:  th  c;-'an  s'. 

Rivets  Between  Stiffo-’Gms 

points  of  dii-ect  load  o'^  the  fla’^-''e  be- 
ti  e  I'fisultant  of  the  lo'v-i  ;.din'’l  ■' 


(g)  Fiivets  connecting  the  flanges  to  the  > 
tween  stiffeners  shall  re  pro poi't ioned  to  c  in 
transverse  shear  ■  . 

Rivets  subjected  to  Bending 

(h)  Rdvets  conn  cting  the  flanges  to  the  webs  of  plate 
to  bending  sh'dl'  be  so  spaced,  as  to  carry 
rivets  . 


gii'ders  a-id  cf  colum 


subjected 


;.e  i::ci'e'~;ent  of  time  'lan'-e  stress  between 


COLUMN  PAGE;! 

Loads 

8(a)  Propel-  provision  shall  be  '.ia.ee  to  distri  ute  the  colu.mn  loads  on  the  lootin-s  and 
foundations . 

Beai'ing 

(b)  The  top  surface  of  all  col'.'.nn  base  shall  be  planec  foi-  th.  colu'sn  b  arjn'*. 

Getting 

'.c)  C  luran  bases  shall  be  set  true  and  level  with  full  beari':'’g  on  the  masonry,  and  be  pi'or“rTv 
secured  to  the  footin-.s.  ' 

EXCENTRIC  LOADING 
Gtresses 

9.  Full  provision  shall  be  m  de  for  stresses  caused  '-y  ex^entric  loads. 

Co.abin3d  Stresses 
Dii'ect  and  Bending 

10.  (a)  Members  subject  to  both  direct  a.’-d  bendi’-i-’  stresses  shall  be  so  rrorortionec  th-'^t 
the  greatest  combined  stresses  shall  not  exc'-ed  the  nllo"''ed  1:’ -'its 

Tension  and  Compression 

(.b)  All  members  and  their  connections  which  are  subject  to  stresses  of  both  tension  and 
compression  due  to  the  action  of  live  loads  shall  be  designed  to  sustain  stress  "  -ivinfi  the 
largest  section,  witm  50  per  cen';  of  the  siiallar  stress  added  to  it 
Action  of  V,ind 

If  the  reversal  of  stress  is  due  to  the  action  of  wind,  the  member  -^hall  be  desi-ned  for 
the  stress  giving  the  largest  section  and  the  connections  prorort  :i  onod  for  the  largest  stress. 

abutting  jountg 


icec  su:  iciently  to  hold  the 


Splicing 

11.  Compression  members  'M'ien  faced  for  bearing  .shall  be 
connect ing  ' ,me:sbei's  accui'ately  in  place. 

Other  joints  in  riveted  work,  '.'hether  In  tension  or-  compression,  sh.all  be  fullv  spliced 

NET  GECTIONG 


Tension  Members 

IB.  (a)  In  calculating  tension  members  the  net  section  shall  be  used  and  in  deducting  the 


in  claneter  than  the 

Pin-Connec tec 

P onrici c t o d  tionsioii  \a  ’n'bGi'*'^  ^ihnii  Viqtt/-^  +u  ^ 

in  exce  s  of  the  net  section  of  +he  nie^fe^  echion  tnrough  the  pin  hole  25  per  ce 

to  75  per  cent  of  than  re.^uirec  t  roilgh  ^he  pin  Lie! 

RIVIT3  BOLTS 


nominnl  cianieter  iff 
pin  hole  25  per  cent 


Proportioning  Rivets 

.^-r63i«  t  e  nohl-.ul  .innote  oi  the  rivet  shall  he  used. 

(h)  Flivets  carrvii;:'  calcnl  atff.  os  +  o.  oon.-. 

thejB  nunter  increasec  1  per  cent  Lr  each^Ld  iLonal^i  n k  shell  hav 

heating  ntc.  ^  eacn  acdioional  1-10  men  in  ihe  rivet  girip. 

Special  care  snail  Be  u-ed  i?^,  heating  and  cri-in  •  such  rivets 

i>0Li  1 3  1 

Ho\7  Used 

sS^.isiaoto?rpone;.M”lLjt.?v:?s“  -Fractical  to  obtain 

L imensi on 

S:  under 

F'ielc  v.ork 

fL^iheltLs^^aL^Lr'LLL'  L  io-^^  in  small  structures  use 

xoi  orreiXbrs,  anc  .  oi  .hecoccary  .n-.mfeers  of  all  structures  such  as  purlins  -^irts  rnor^ 

anc  v^inco-  iraning,  alignment  'raring  and  -.eco-^daty  Been.s  in  floor  "  ’ 

RivzT  3PACi::i 
Rini.mun  Li  stance 

Ji;.j,nR.,LhyrLyyy<:®yy"e.n  enters  ol-  rivet  holes  -hall  !e  three  dianetera  of  the 
R  FUherfo?  uLnch  hfed  Pneferatly  be  not  less  than  the  folio, vino; 

4  inenos  for  ll/3-inch  rivats 
3:^  inches  for  1-inch  rivets 
3  incnes  for  7/S  inch  I'ivets 

2^  inches  for  3/’  inch  rivets  | 

incnt.t  foi"  5/8  inene  rivets  1.3/4  inches  foi’  ■  -'n.-nh  j'ive'^-  I 

Maxi  nun  Pitch  „  -..  .  .  j 

+  stress  o-  pom:^rrs -jo’i  mou^  ere  comno  "ec  o^'  p>.fe  °nd 

3.i.tpc;o  o.ia^l  not  exrec  15  tines  the  thin-.'rs  o', Reside  ■^^3^e  r  sha^e  nnr  2h  tinooVK 
pinnest  en-lose  rlate  or  shape  nth  a  •larir-un  of  le  InFne-,  and  at’rR  ■  RRe^t^ 
tne  cirec.ion  of  stres-t  t  e  cista-ce  betroen  li-os  of  rive*,.-  shall  not'exoeRRrt j/e-o  the 


t:.. innest  rli 


Oi‘  STici"  c  • 


Built  Ut:  c t  io  's 

^or^angle  in  tuilt  .itet  ions_  v;ith  tuo  ’age  lines,  TTiith  rivets  ’taggered,  the  'n^^xinun  oi+ch 
in  the  line  01  stiess  in  eacn  gag  line  ’.all  not  ex  eed  24  'in.rs  the  '  hinr;es  + "niaL  ^  ^  ^ 
witn  a  maximuin  of  18  inches.  ni— i«bo  pia^e 

Tension  ’.lont^rs 

(t)  In  tension^momBers  co:npo.seo  o_  two  .angles,  a  piten  of  .3  fe^t  5  inches  ■  in  te  allowed 
anc  in  co.-npeession  nemBors  2  feet.  But  the  ratio  1-r  for  each  angle  BeM.een  rivets  Ln 
not  Be  more  than  5/4  of  that  for  the  whole  n  nB.r.  J-veXoi  onaai_ 

Maximum  i. idth 

v.c)  The  pitch  of  rivet;,  at  the  end  -  if  built  cempression  memBors  shall  not  exceec  '’nnr  4ip 
meters  of  tne  rivets  for  a  lengtn  equal  to  l-L  tine;  th  ,  maximum  width  of  the  mewBpr 
iinmum  Listance  '  ' 

<c)  The  minimu.n  distance  from  the  center  of  can-  rivet  hole  to  a  heared  ed  e  s’-all  ?p 
as  follo”’s:  ■c.xx 

27/8  inch.i-s  for  l/-inch  rivets. 

2  inches  foi-  ly-inch  riv., ts. 

15/4  incnes  for  1-inch  rivets.  , 

Irinche'  for  7/3  inch  i-lv-its. 

1.^  inches  foi'  .3/4  inch  rivets.  j 

11/8  inche '  for  5/3  inch  rivets. 

1  inch  for  ^  inch  rivets. 

The  maxi  mu  1  distance  fro.-n  any  ed 
not  exceed  5  inch  3. 


s  m  Bo  12  ime  thr  thici-ne  s  of  the  plate  but  shall 


dOU'.nCTJOMS 

Calculated  Stresses  ^ 

ir.  (a)  Conn  .c  io:.3  carrying  calc  .lated  stros..;bG  exc  _-pt  for  lacin’,  sa-  bars  o- 

hanc  rails,  or  Beam  connections,  shall  not  have  less  tnan  2  rivet-;  or  for  field 

not  less  than  3  rivets.  co.mectio 

Lxcentriclty 

ft)  Memb-'-rs  meeting  at  a  joint  shall  have  their  line  of  c  nter  of  ---citv  fr,  et  gt,  a 
point  if  pract  ica  "le ;  if  not  .provision  shall  be  made  foi-  an;/  e-c  ■  tricit". 


2BJDV' 
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Transmitting  Stresses 

(c)  The  rivets  at  the  ends  of  any  member  transmitting  t  .e 
have  their  centers  of  gravity  in  the  line  of  the  center  of 
of  gravity  of  the  member;  if  not,  pi'ovision,  shall  be  made 


stress  s  into  that  member  should 
gravity  in  the  line  of  the  center 
for  the  effect  f  the  resulting 


excentr ic ity . 

Fins 

Pins  may  be  so  ■ lace 


as  to  conhfeeract  the  effect  of  bending  du:  to  dead  load. 


bending  moments  ' 

(c)  V.hen  a  beam  or  girder  "A"  is  connected  to  another  member  in  sucn  a  manner  t. .at  A  acts 
as  a  continuous  or  fixed  end  bean,  proper  provision  shall  be  made  for  'he  bending  moments  at 
such  a  connection. 

F  i  1 3. 6  IT*  s 

(e)  Vnhfere  stress  is  transmitted  from  one  piece  to  another,  t..i'Ougn  a  loose  iil_  r,  the  number 
o  '  rivets  shall  be  properl  increased;  tight  fitting  fillers  shall  be  pi-eferred  . 


LATTICE 


Compression  ilern'  ei  s 

16  (a)  The  open  sices  of  compression  members  shall  be  provided  with  lattice  having  the  plates 
at  each  end  and  at  inter;.ideiate  points  if  tne  lat'ice  is  interru” te'  . 

Tie  plates  shall  be  as  near  the  ends  as  practicabel. 

L;  3  1 C  oil  stjcC  Stt  0SS03 

In  main  raembe. s  carrying  calculated  stresses  the  end  tie  plates  shall  have  a  length  of  not 
less  than  the  distance  between  the  lines  of  rivets  connecting  then  to  the  :"langes,  and  "n- 
termdeiate  ones  of  not  less  than  one-half  of  this  distance. 


Tie  Plates 

The  thickness  of  tie  plates  sh- 11  not  be  less  *-hrn  on  -fifieth  of  the  distance  bet’-een  the  line 
of  rivets  connecting  t:  e  i  to  the  s  gments  of  the  numbei's,  and  he  rivet  pitch  shall  not  be  more 
tha'.  four  diameters. 

Tie  plates  shall  be  sufficient  in  size  and  numbei'  to  equalize  the  stress  in  the  pa:  ts  of  t.  e 


members . 

Lattice  Bars 

'‘b)  Lattice  tars  shall  have  nearly  finished  ends 
The  thickness  of  lattice  bars  shall  be  not  less  tha"  one-fort 
sixtieth  for  double  lattice  of  the  cist  ■  ce  between  end  rivets 
as  follows: 


ietb  foi’  single  la 't  ice  a^.d 
;  t-:eir  minimum  width  shall 


'  ne- 
be 


Size  of  P.ivets  ^  . 

For  IS-inch  Gha:nnels,  or  built  sections  with  3^-incn  and  •'  inch  angle3--b,^-inch  (3/4-inch 
rivets)  or  Sg  inch  (7/8  inch  rivets)/ 

For  12  inch  1C  inch  a  d  9  inch  channels  oi-  built  sections  with  3  inch  angles--2;-  i’^ch  (3/4-i-'ch 
rivets) 

For  8  inch  and  7  inch  channels,  or  built  section  with  2b  inch  angles--2  inch  (5/8  inch  ri'/ets,) 
or  2l  inch  ("/'  inch  rivets. 

For  6  inch  and  5  inch  channels  oi'  ];uilt  seciions  with  1  inch  an  les--l^inch  (^inch  rivets) 

01-  13/4  inch  ('/o  inch  rivets)/ 

Inclination 

^c)  The  Inclination  of  latice  bais  to  the  axis  of  the  membe:  s  shall  generally  be  no^.  les' 
than  4"'  degrees;  but  when  the  d  stance  between  the  I'ivet  lin^.s  in  the  flan  es  :s  more  than  15 
inches  the  latLice  shall  be  coublo  and  ri'eted  at  the  inter 'ect io”  if  tars  are  used,  or  else 
shall  be  made  of  angles. 


l.atio 

(c)Lattice  bars  siiall  be  so  spaced  Shat  the  r'^tio  1-r  of  the  flange  included  bet'-’een  their 
connections  shall  be  not  over  3/4  of  that  of  the  number  a,'^  a  whole. 


EXPAIJ3I0N 


Provisions 

17.  proper  provision  shall  be  mace  for  expansion  anecont ract ion . 
gllimuil  THICKhEoS 
Exterior  and  Interior 

18  Lot  steel  les^  than  5-16  iheh  thick  shall  be  used  foi-  ex'^erior  consti'uc^  i on ,  nor  less  than 
^-inch  for  interioi-  construction,  except  loi'  linings  or  fill  rs  and  rolled  structural  shapes. 
Except i 0 's 

These  provisions  do  not  applj'  to  light  stiuctui'es  suer,  as  o!:;lights,  marques,  fire  escapes 
light  one-story  buildings,  or  li’ht  miscellaneous  steel  wo 
Gusset  Plates 

For  trusses  having  end  reactions  of  35,000  pounds  or  over,  '-he  Gusset  '^lates  shall  be  no'  less 
than  3/8  inch  thick. 

ALJ03."ABLE  IGEgBEuS 

Initial  otressss 

19.  The  initial  stress  in  adjustable  members  shall  be  assumed  as  not  less  thorns  5,0CC  lbs. 


■..CPdFbA  fcGrllP 


Standard  Practice 

a  All  workmanship  shall  be 
Lrifting 

(b)  Lrifting  to  enlarge  ■’.nfaii' 
Built  Sections 

i^c)  The  several  pieces  formi'.  j 
anc  the  finishe  '  members  snail 


equal  to  the  best  practice  i'^  modern  structural  siiops. 
holes  sh'^ll  not  be  permitted, 

built  sections  shall  be  sti'aight  and  fit  close  together; 
be  free  from  twists,  bones,  or  open  join  s. 


Rolled  Sect  ion 

Cd)  Rolled  sections,  exc  nt  for  ninor 


'^as  i.in3s 


details,  shall  not  h  heat  d. 

(e)  ..nerever  steel  castings  are  used,  they  shall  le  oronerly  annecsled. 

PuIJCr^IiJa 
Size  of  hole 

^-•'•atei  ial  nay^he  pancned  1-16  inch  la  ger  than  the  noai'!-  !  QiaTietcr  of  tho  rivets  whenever 
the  unicx.iess  oi  ^ne  netal  is  eciual  to  or  less  th-n  the  dianete  ■  of  the  rivets  nlus  l/S  inch. 
..hen  the  metal  is  thick'er  than  the  diameter  of  the  rivet  nlus  1/8  i’^ch  the  holWs  shall  he 
drilled  or  subpunched  and  reame  . 

Rivets  Hot  Rriven 

(o)  -livets  ai'e  to  be  criven  not,  and  ''.'nerevo.'  practicable,  by  power. 

Heads 

i.ieet  heads  shall  be  Ox  nemislinerical  shape  and  unifoi'm  size  throughout  the  work  foi'  the  same 
size  rivet,  full,  ne  tly  finished,  and  conce-.tric  with  t;.e  hol^s . 

After  Driving 

Rive'^s  a  .er  d  igj  ig  snail  be  tight,  C0:npletely  filling  the  lioles,  and  with  heads  in  full 
contact  with,  the  s-ui'face. 

Oo  ipi  es  s  i 0  1  Joints 

(h)  Compression  joints  depending  upon  contact  tearing  shall  Ir  ve  the  beai  ing  surfaces  truly 
faced  after  the  members  are  rivi^ted. 

0th. r  Joints 

All  0 'oher  ^,oin..3  sh-  11  be  cut  or  di'essed  ti'ue  a.ne  str'o.ig  t,  especially  whe:-.  exposed  to 
view. 

burning  Toich 

i /  .ne  use  of  a  burning  toren  is  permissible  if  the  bui'ned  met, "I  is  not  carryi  ■  stresses  dui'- 
ing  the  tui-ning. 

Sti'es  es  shall  not  be  t;ansmitted  into  tr,  netal  throu  "'’  a  bui'ned  sui'i’ace. 

FAIhTInJ 

< 

Steel  Farts  Inaccessible 

£^1.  (,a)  Farts  not  in  contact,  but  inaccessible  after  assembling  shall  be  properly  protected 

tg'  paint. 

Steel  '..ork 

(.b)  All  steel  wo:k,  exc  t  whore  encased  in  conci'ete  shall  t>  thoro'.i -’nly  cleaned  and  given  on 
coat  of  acceptable  metal  j.rote'tion  well  worked  into  the  jo:'-''ts  and  oren  sraces. 

I*  i n  i  sh e  d  S  s.i'  f  a  c  e  s 

(c)  hachine  finisi-ed  surfac.s  snail  be  protected  against  corrosion. 

Field  Fainting 

td)Field  Fainti'g  is  a  phase  of  maintenance,  but  it  is  important  that  unless  otherwise  prorerl,’ 
protected,  all  :teel  woi-;:  snail  af  er  erection  be  rpotected  by  a  field  coat  of  <^000  paint  app¬ 
lied  by  a  competent  painter. 


I 


I 


I 


Steel  Skeleton 

icc .  \.a'  The  frame  of  all  steel  skeleton  builcin's  5hall  'e  carried  up  ti'ue  and  plumb, 
rempsra.y  fi-acing^ 

femgDr-.ary  b.'acing  shall  bo  introcsce','  wh^^ev-r  socessar/  to  ta'ce  care  of  all  loads  to  -ihich 
the  structure  may  la  s'ubjectad,  i'acludimg  aroctio'  o..^uipm^s^' t  and  t:,a  opei-atjon  of  sa'se. 

S'uch  tracing  'hall  be  left  i r.  ■ril'.\.C',j  as  long  aj  mag'  be  required  for  safetg'. 
bolting  hp 

(b)  As  election  progresses  the  work  shall  be  s  curel;-  bolted  up  to  ta.ke  care  of  all  dead 
load,  wind  ane  ere  ction  stresso'. 
fxcess  Loads 

'.c';  ..herevsr  piles  of  matei'ial,  erection  equipms  t,  other  loads  ai'e  carried  during  '^’r'e  erection 
proper  prevision  shall  be  mace  to. take  care  of  stresses  resulting  from  the  same. 

Alignment 

(^c)  Lo  riveting  shallte  done  until  the  3ti'uct'..i-e  has  been  propo:  l.y  alig?ied  . 

Field  Riveting 

'^e)  Rivets  driven  in  the  field  shallbe  heated  an:  criven  with  t  0  sane  cai'e  a"  those  driven 
in  the  show. 


IflSPbCTICR 


Material  and  workmanship 

b3.  (a)  material  or  workmanship  at  all  times  shall  be  subject  to  the  inspection  of  experi- 

nced  engineers  repiesenting  the  purchaser, 
x.e  Ject  ions 

».b)  Material  or  'vorkmanship  not  conforming  to  th.a  provisions  of  thi.s  f pecif icat ion  sh-ll  be 
rejected  .at  .any  ti'me  defects  are  found  during  the  progress  of  the  work. 

Renlacemen  ts 

(c)  fhe  Contreactor  f'urnishing  such  ".'laterial  or  doin  ;  such  woih:  h^'ll  promptly  replace  the  .same. 
Factory  Inspection  I 

(.d;  All  inspection  as  far  as  Possible  shall  bo  mr-'o  at  the  place  of  .manu  acture,  and  the  I 

Contractor  or  Lanufac tv.rer  s  all  co-opura' e  with  ti.o  Inspector,  rerimitting  access  for  inspec-  * 
tion  to  all  places  where  '7oi'k  is  being  cone. 

FACTCR-J  OF  3AFLTY 

SLOT I OR 


I 


Auns 


r^actors  of  Safety  Lhen  l.'orking  Stress  is  not  Frescritec 

thL  Oos/tk'r  lat?on“ffiro™ne°u.J?"  preacrlVea  In 

“etal  Concrete  rinter  Stone  anO  BrL“  -ott-ate  strength  anal  So: 

For  c.tal  suSjeoteC  to  tontion  or  transverno  et-al--  -  *„  , 

i'or  reinforced  conciv..iEG .  "  . x  ^oO  4 

1' 01’  timber .  . .  ^ 

For  natural  or  artificial  ^^on^fanc' ■li'Fk'anc' ■aonfcaaom^;  S  i' i  a  to  to 

bllJL  FKESSUPJ 
SECTION  145 

horis  ntal  uind  -^^'ressure 

For  finished  structures,  n  ores  •u'-r-  nf  +-i'in+,-  ^  . 

or  smicince  and  on  the  ’ ver '  : cal  h  o  o t'lon '"of  hhof ‘TnSiah'f '  ^  ‘  ^  -no  e:ncn 

Process  of  Construction  '  --r.ac.o. 

In  process  oi  construction,  a  ‘Di'es'urp  nf 

surface::  anc  the  UBupcal  project  lonof  inchnefsirfaceFt'of  cif'expolec- 

Vf  f  ^  ^ ^-orkinj  Strains 

strains  nay  to^lnJrJa^eC  tneSv-f lve^?''’-h“a  F°«ir.(.  a  o  other  loaolnjo  tne  peraissltle  norki:-? 

*c}  In  no  GatD8  shall  tne  overtur^nin-r  mn'^p'n+  ri-it-i  x_  .-  ., 

fer  c.nt  of  the  momen  of  stability  of  tne  dead  load  of  thf st^Scture!  ^ecenty-five  (75) 

IIoO..  A.JL  .  TnihL  CO-JiiTidJCTlO  '  .'.h.Li' '’C’^  COT^S  'P'’C~  ’ 
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Incasing  of  Columns 

inclosure  ‘Valls /thr  3a^d''colu^r!3''tnan''bi"^^  'ti—  su;roPt  iron  or  steel  girders  carrvi 

their  exposed  surfaces  be  constffcUd  -vrou:nt  mon  or  rolled  ste.-l,  and  of 

than  five  (5)  incn.s  in  thickness  on  t/ie  offs^^'e  sfi  f  n'o  o  •  "lasc-r^-  not  less 

thicxness  on  tne  insice  sur  face-  ,  and  all  bonded  intf  t-e  --  \  n  ^  our  (4)  i-che^  in 

Penwoen  rick  ^.ork  and  Colu-ins  °  ^  ihclosui'e  Tvalls, 

tb)  net'.'oeen  the  said  innloiin'  brick  'Mor'-  q-id  t-r  nni-,---  ■,  +’ 

than  oneU)  inch  which  srace  sh-  n  be  f  ille.  '  -  Vf  ^  tr  snail  be  a  space  of  not  less 

brick  work  ar  laid  '  .olicu.3.  -ith  ;ooc  mor'.nr  as  the  courses  of 

Incasing  Outside  -Surface  of  Oirder 3 

^c)  j.;e  exposed  sides  of  th.e  nrou'"  ■ib'n'n  ri-*^  +  i 

masonry  not  les  ,  tha:i  fo'ur  (4  in.  Uiiches^n  thic^^npff’''f  m  similarly  co  ered  in  with 

but  the  extreme  outer  ed  :e  of  the  flan '0-,  of  befi'-“  o-  -  la  ■  ’'onded 

may  project  to  within  two  (2  Tn.>  inches  ^on-ect,  c  to  the  be-os 

rnsice  ourf  ct.s  of  I’rdors  '  '  o.-tio^  ^  .nace  oi  cue  'rick  casing. 


'  -  oe  in  sic  3  suri'’,  cot  Ox"  'ixU-'^-'j  shall  fx  -  «.-:i  i 

khPlPkh  -11  1-y  tFall  ho  pro  octo3  hf  t^Jr"  :h(a kcoEht^oPo"  of  IP 

r: r h p  h.  T f  4  ^  ^ ^  _  X  e- 


if  pro- 


proof  material  not  le  s  than' four‘'(4inri£cLririScknss? 

u-irdeis  pLequired  at  Each  Story 
(fa)  ilirders  for  the  support  of  the  inclosu-p  ''all'’  --loii  v 

each  storg’.  ‘  "  alio  ^nall  be  places  ^t  the  floor  line  of 

Bases^of  Structural  Iron  and  Steel  columns 

il’on  and  steel  coI'I'^'T'^  phni"^ 

ionec  00  as  to  oittrituto  the  antlre'loaO  ol  tho  if,'  uikh'hrhhd-  =‘“'1  rroport- 

founaation.  .  i-  .m  toarely  to  tne  concrete  !•  grllla'-'e 


f  oundat ion . 

Foundation 

^o)  All  columns  shall  be  pi-'operl'F  secured  tn  tUtu  v, 

Framing-Independent  of  '.Vails  -e.uiec  to  tne  bases. 

( n )  ill V e ry  portion  of  3  steel  s’^e'^etn'n  c-Vioii  >,0  -^  + 

wUhout  relying  upon  the  walls  inclosin-y^  tho  frame  °nd  nl°^?-  '^•0  carry  tne  superimposed  load 
ed  continuo-usly  with  riveted  connectionf  'vhe—  ^oe-  ft '  ^^^all  be  conne 
of  the  building.  i  rn  the  foundations  to  the  ton 

Inspection 


erection  i or  the  purposes  of  inspection,  cleaning  aL  paifting!  "  accessible  afttr 

STEEL  ANL  I.ROUGHl  IP.GN  COLULI’IS 
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Least  Thickness  of  I.Iutal 

^a)  it  further  ordained  that  na  lain  part  of  a  steel  or  wrourht  iron  column  h«  t.-.. 

:,nan  five-sixteenths  ("—Id)  of  an  inch  tr,i-k,  not  o"  les'  tic-w.- 

of  U3  upsupportoc  .nc'h  -i.hu,  oC  tr:-;-  ovoiuh;  dx  .oL  rivh,  oh'  pdp  -ixtaeuth  (1-15) 

Ireatest  Unsupported  Length 

^b)  No  wrought  iron  or  ^rolled  steel  columns  shall  have  an  unsupported  len-^th  of  mo-e  t>.an 
iOi't^:  timob  11.3  least  Gimension  or  diameter.  “  ^-*a^ 


(,c)  The  ends  of  all  colunns  shall  he  faced  ‘o  a  -iiono  +  •  ux  ->  x  i.v 

tne  colanns.C:  '  °  ^  p---..-e  -.vxixa-s  at  ri^ht  angles  to  the  axis  of 

Connection 

Pivets^^  connection  hetv.'een  colunns  shall  be  nade  •;ita  splice  places. 

a''cSn-e-io-^-o-ae?  t -■  tc  spliced  is  ;uc  .  tnat  sy-ce-  nlai  s  can-ot  be  used, 

stiess!"  "  -  ^  to  properly  distribute  the 

Thickness  of  Stay  Plates 

(i)  i:.nc^and  intermediate  stay  plates  are  to  have  a  thiernes  of  n- t  1  ss  than  1-^0  of  the 

J-HSU.  6  0  Widtih  .!1630U.l'6Ci  l'3nS  Vt;  1' 3  c  ly  tG'tV.*6Gl'l  I’jVGtj  CGnticl'S. 

End  stay  plates  shall  nave  a  length  no'  less  than  the  Greatest  '•'id-'-'  of  the 
rfurabei'  of  Iiivets 

tg)  Interned  late  sta3'  plates  ai'-  o  nave  n6t  les  ■  t;.an  four  (■''■  'f'ivets. 

Lattice  Ears  '  ‘ 

th^  Lattii^e  bars  shall  be  proport ionec.  to  tne  size  of  t^'e  nu'^bei' . 
they  must  not  be  less  than: 

Proportional 

T'vo  inches  in  width  for  nenbers  nine  inche  ■  o;/  less  i)i  width. 

Two  and  O'le-iiuar tei'  incixes  in  width  for  nevibers  nine  inches  to  twelve  in^’hes  i’^  -'idth. 

i-wo  anc  one-half  inch  s  in  width  for  ne’-^ber  '.welve  inch  s  to  fiftcor^  i'  ches  in  I'ddth. 

Thickness 

(i^  Sin;3_c  lactic  -  bars  shall  have  a  tnich_ne-;s  of  n  t  ss  than  1-4C  of  the  distance  beta^een 
rivet  centers  connecting  then  to  a  raenbei-. 

Loufle  Lattice  cars 

Louble  la  tice  bai  s  must  be  connect-d  b;/  a  I'ivet  at  tne  intersection  and  bo  not  less  in 
thickness  than  1-6C  of  the  distance  bet-  en  idvet  centers  -on.  octin-’  then  to  the  nenbers. 
Single  Lattice  Ea  s  "" 

tj)  _3in^le  lattice  bars  shall  be  inclined  not  loan  +T'.  n  6C  degrees  +o  the  a  is  of  the  member 

and  double  lattice  bars  at  not  less  than  45  ceare  s  tc  '-he  a  ia  of  the  wether. 

Length  of  Columns 

(k)  Steel  and  wrouy.t  iron  colunns  shall  '-e  m  d'e  i"  -ne,  +.-o  or  three  story  lengt-  s  and  the 
material  shall  e  i-ollec  i  ■  one  length  wherever  -racti  able  to  avoi  intei-wec  iate  snlices. 
-tilling  plates  '  ' 

^1)  i.here  anj^  part  oi  s  c^ion  of  a  column  Ti'c^^ects  beyont  that  of  '■.he  coilimn  below,  the 

difference  shall  ce  made  up  c^’’  lilling  plates  'ecui’od  to  columr  by  tho  propei"'  numbei’  of  I'ivets 
Shoes 

v,in)  S-soes  of  iron  or'  steel,  as  described  foi'  ca  e  row.  colu'ins,  oi’  built  -hoes  of  plates  and 
shapes  a-ry  be  u-eo,  complyi'-j  with  a;.r  r-eQuii'ements . 
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r" 


I 


I 


I 


•^east  Thickne  ;s 


(a)  Ee  it  further  ordained 
than  one-tw3;lfth  the 

five-oijnts  of  an  i.ich. 
;..inlmua  Lia-met(xr 


that  tire  ti.ickviess  of  a^t^l  cast 
yr  atest  lateral  cine'-sio'-is  of  ci'oss 


iron  columns  shall  le  not  les 
section  but  nover  less  th  n 


(t)  cast  Iron,  Column  shall  errceed  in  hei'^ht  thirt;'  tiaus  its  least  horizon.tal  di-rensions 
without  having  lateral  suppoi't . 

Test  Moles 

(c)  All  cast  iron  columns  shall  be  of  good  woi'kaanship  ant  material,  and  shall  be  estec  and 
inspected  before  being  placed  in  position. 

The  sh^-11  be  drilled  with  two  one  half  (y)  inch  test  holes,  one  on  the  lower  surface  and  one 
on  the  u  per  surf ■  ce  of  the  columns  as  cast. 

Impei'x''ect  Castings 

(d;  \iherevei'  blowholes  or  imperfect  o"s  are  found  in  a  carst  iron  column  with  reduces  the 
■  rea  of  the  cross  section  at  that  point  ten  (1C)  per  ,  such  colu"in  shall  be  condemned. 

Faced  at  End 

v.e)  All  columns  shall  be  f  ■  ced  at  the  ends  tc  a  :  lane  ui-f-'.ce  at  right  angles  t the 
a  is  of  the  column. 

Connection 


(f)  Cclum.ns  s'-all  be  c  nnected  to  each  other  by  not  less  th"n  foui'  three  quartei-  inch  bolts 
thi'ough  the  two  flan:es  and  tl.e  inter- neciste  plate. 

Increased  Thickness  of  Metal 

'>g)  If  the  core  of  a  column  below  a  connection  is  larg.:.!'  than  that  above,  the  thic!-ness 
of  the  metal  in  the  toy  of  t..e  loiver  column  sh- 11  be  increased  to  make  up  the  difference. 
Thic  increased  thlcknes'-  shall  be  tapered  down  for  a  cist' nee  of  not  loss  than  six  (6)  inches 
from  the  end  of  the  colu:mn. 

Ei'ackets 


(.h)  Ever^'  beam  supported  on  the  side  of  t  e  cast  iron 
projecting  out  from  the  surf  ce  of  the  colsmn  no  less 
Lepth 

The  dei  th  of  the  bracket  shall  b^j  not  less  th- n  twice 
encash  to  carry  the  f'ull  load  of  t  -  e  beam, 
ti  S  1 

U)  The  metal  in  brackets  lugs  and  flanges  shall  be  no 
and  lugs  and  flanges  shall  Strengthened  by  fillets  and 
3:^1  not  r'.est  on  ’wood 

(j)  Cast  iron  columns  .;hall  not  set  on  "'ood  in  any 
pi' off  buildings  theg'  shall  not  be  set  on  s.tcne  plnitn-; 


column  shall  be  carried  osfa  bracket 
tlian  tnree  (”)  inches. 

its  projection,  and  it  shall  be  strong 

t  less  than  one  (1)  inch  thick,:  and 
three  quarter  inch  bracing  ribs. 

building  and  in  firepi'oof  or  serai-fire- 
where  liable  to  be  subjected  to  fire. 


2J 


Shoes  Under  Botto-n  Tier 

'‘k)  Iron  01'  st^el  shoes  or  plates  shall  be  usee  uncei'  the  tofeton  tier  of  columns  nhen  necessary 
to  propei'ly  distribute  the  load  on  the  foundation. 

Sr.oos  shall  be  planed  on' top  and  bottom. 

F100r.S  Aint  P.OCF  ElAMS 
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vtuality 

''.a)  Be  it  fui'tiier  ordainet.  that  all  floor  and  I'oof  beams  shall  be  full  weight,  sti'aight  and 
f r  6  f rom  d  ef  ect  s . 

Bolts  and  Separators 

(b)  Uhen  two  or  more  beams  are  used  together  they  shall  e  connected  by  bolts  and  iron  separa- 
toi'3  at  intervals  of  not  mo  e  than  five  (5)  feet. 

All  beams  twelve  (12)  inches  -nd  ovei'  in^  depth  h*  11  have  at  1  a  t  t'-'o  bolt  to  each  se  aratcr. 
Listance  between  Tie  i...  us 

''c)  The  distance .  between  ti.e  rods  in  i'loors  sh-  11  :iot  exceed  eight  (6)  f  et  and  shall  not  exceed 
time  s  the  depth  of  floor  beams  and  t’oelve  inc._  s  and  un  er. 

Lia.neter 

(d)  The  tie  rods  shall  be  not  less  than  three  quai'ters  of  an  in^h  i*^  diamc.  ter,  and  shal''  have;-* 
nuts  at  both  ends. 

Bolts  and  tie  Straps 

te)  Beams  resting  on  gii'dei's  shall  l:e  riveted  or  bolted  to  same. 

Then  bea  :s  are  jointer  on  a  jii'der,  tic  s' raps  shall  be  ;..s- d  . 

Secured  Against  Buckling 

'^f)  The  compr-ession  flange  of  plate  g’rders  shall  b  socui-ed  ajainst  buklin-. 

Stiffenei's 

(g)  Stiffeners  shall  be  provided  ovei  'upports  and  undei'  concenti-atod  load';;  they  shall  be  of 
sufficient  strength  s  a  colums  to  carrp'  the  loads  and  shall  be  corrected  wibh.  a  sufficient 
number  of  I'ivets  to  sransmit  the  t  es^es  izi' o  the  we  plate. 

^n)  Stiffenei's  shall  fit  so  as  to  support  t  e  flanges  of  the  girder. 

RIVETS 
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Listance  fi'om  Edge  of  biatei'ial 

da)  Be  it  furtner  ordained  that  the  distance  from  the  centoi'  of  a  rivet  hole  to  the  edge  of 
the  material  shall  not  be  less  than  one  axe  one-  alf  (l-l)  times  the  diametei-  of  the  rivet. 

V.hei-ever  possible,  ho  ever,  t  e  distance  shall  be  e  r?!  to  "x-o  dia-eters. 

"‘achi’''e  Eriven 

(b)  All  rivets,  where- ei'  practicalle,  shal  be  ’cc’r'i’"'-.  d:  i';-.r^_. 

x.ivets  in  connections  shell  bo  pi'oport ionoc  anc  lace'  to  suit  the  stress  3. 

Fitcn 

c )  Ihe  pi  , ch  ol  I'ivets  in  s  tructnual  work  sh'  11  be  I0...J  "han  tni'ee  (3)  diameters  of  the  I’ivet 
nor  more  than  six  (6)  inches. 

G'us  sets 

pd)  LrU  set's  snail  lovided  v/nei'evei'  reguireci  o^  gUj.  icient  trie  In  C' s  '  anc  si  e  to  a  c  c  -■  mmo  d  at  e 
the  number  of  rivets  neco-sary  to  ma;:e  the  cor'  oeti  ns. 

Bolt  connections 

'^e)  No  bolts  shall  .e  used  in  the  connection  of  I'iveted  trusses  exc.ttiong  when  riveti'-s  is 
impractible  and  then  the  holes  shall  be  I'oa'sed  in  place  a-'d  tux-  ed  bolds  used. 

Field  Bolts 

(f)  All  fiild  bolts  cai'rying  shea,  snail  be  provided  with  washers  a  least  one  quai'tei'  (r)  of  a  • 
inch  thick. 
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Resign 

(a)  Be  it  furtr.er  ordained  that  trusses  shall  be  of  such  design  that  the  st  esses  in  each 
member  can  be  calculated. 

Lateial  and  Sway  Braces 

(b)  Al  1  trusses  shall  be  heldrigidly  in  position  ly^fficien'  ystems  of  lateral  or  '"c^ax  br'=*cln^ 

(c)  Any  member  of  a  truss  subjected  to  tran-, verse  sti-.ss,  in  adcition  to  direct  tensio’-'^of 
compressiong,  shall  have  the  stresses  causing  such  ^rain  added  to  t^e  cSii'ect  combing  on  the 
member  and  the  total  stresses  thus  formed  sh-ll  in  no  case  ex'.ed  tee  working  stresses  -tated 
in  Section  120  of  this  Code 

Area  of  Tension  Uernber 

(d)  For  tension  members,  the  actual  net  ax-ea  only,  a.  ter  deducting  rivet  holes  one-ei-ht  of 
an  inch  largex-  than  the  rivets,  shall  be  considered  as  resisting  the  stress. 

Bending  Strain 

(^g)  If  the  axis  of  two  adjoining  web  members  do  not  intei'sect  within  t  e  line  of  the  chords 
suif icient  area  shall  be  added  to  the  chord  to  take  up  the  bending  sti-ar  s,  or  the  web  members 

shall  be  connected  by  plates  so  ai'ranged  that  the  axis  of  the  we'  members  nroloncjed  will  intei' 
sec"  on  the  axis  of  the  chore.  "  ° 

Fin  Holes 

''f)  All  pin-holes  shall  be  bored  true,  and  at  r-ight  angles  to  the  axis  of  the  members  end 
must  fit  the  pin  within  tne-t  irty-xecond  (1-3^)  of  an  inch. 

Listance  Center  to  Center 

^g)  The  distance  of  pin-holes  from  centei’  to  center  for  corresnond  ing  ne^^bers  shall  be  alike 
so  that  when  piled  upon  one  another,  pins  will  t  rouxh  both  end-’,  without  forci''’.x.  ’ 
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Faintec  before  Assenil'ling 

they  3^11  ®ach  other 

heccec  in  Conci’ete  *“ 

t6L^e''JfcoScret“or''Lw;'f”o.J°F”?^'’^  "hlch  Is  to  te  thoroushly  em-  I 

in  riveteC  vior:;  c.vae  In  contaA.  nlth‘ o Jch' ot^ior ojimst  the  lotal,  excent  nhsre  suffaces  | 
Cleaned  and  Fainted 

clLneJ^rS?!  3oa?er*'ci-”°‘'h,':f:A=  he  oateCtec!  in  concrete  or  o  nent  grout  shell  he 

suite  ie  pa?nA  e?"e  erocC,R‘?i  rust  ano  thorou  ;hl;-  co-  tec  cl^het  least  oA  coat  of 
IntptcWoS  Skrt  rlintAf  =  -  accitional  coat. 

htFa?tttnt''t?  Ir^pectlon  by  the 

^*etal  Under  \veter 

(e)  All  iron  or  steel  used  .aider  watei  shall  be  enclosed  with  concrete. 

FAERTCATFl  3AF:  -TEEL  F0I3T 
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I 


h'se  a^c 


ini tat  ions 

quirenen+s  shal’l^te^^rat  ^teel  ^oi  t  complyin,^  wiih  the  following  re- 

Soler^^la^aSpSs  ( ^^JriJzS^IVE)  ^ 

Contour  Lefined  ./  v- ^  oo.  ;  . 

of^a  tr'U33''o?^(-?io''s  ic-^- K  ®  s^ructunal  nember  in  the  Torn 

be:  Form  Lefined  ceptns  tha  u  na.v  be  re  ;uired  to  neet  structural  conditions. 

A  Eabricatec  bar  steel  /oist  nay  be  nade  up  of  varjo’.’s  ne-bers  consist i-n  ••  of  +  on  'r,fi  itrtf  +  ca 
tions  of  thrioad''inpSed?'^  internediate  length  divided  i>ito  spaces  to  ^properly  meet  the  concl 
Construe  t ion 

j. c  )  A  fabricated  bar  steel  joint  shall  be  constructec  that  all  nenbers  are  united  ’-'i'h  a 
positive  necno'^nical  connection  to  delvelop  the  full  strength  of  the  con-onmt  menber 
Tne  enc  of  bars  shall  be  provided  with  bearin'  plates.  rncrnbei  . 

Max:nu:n  Lef lection 

».e)  .-o  labricateci  bar  steel  joist  she. "I  unde  its  calculated  lo-d  hare  a  deflection  ex- 

Cceoing  l-3u0  Oi  uhe  .3p:*n 


Allov’atl.^  Stresses 

steel""*^  allowable  ’unit  stresses  shall  not  exceed  t  e  stresses  allowed  for  structural 


I 


CtiSTFUCTIOM 


Floor-  Spacing 

(a)  Jo  fabricated  bar  steel  j,oist  in  floor  construction 
P'.oof  3  pacing 

^b5  For-  roof  const;  uction  aaxinun  spacin  ;  shall  be  .3L  in 
(c:Spacin3  Angles 

All  :^abricated  bar  steel  joist  shall'  be  set  with  top  and 
follo'’'s: 


shall  be  spaced  to  exceed  26 
0  .  C  .  '  s  . 

■  otton  notched  spacing  .^ngles 


in  0 


as 


12  Ft.  and  Under- 

For  lii  ft.  spans  and  under,  no  t  les  >than  two,  located  top 
^vei-  12  ft. 

For  spans  over-  12  ft  not  le  s  than  three  on  tor  ard  tvo  on 
hired  in  Place 

The  spacing  angles  shall  be  thoroughly  w  ir  ed  i’^  rl-  ce. 

Iinr  er-at  ive 

The  notched  spacing  angles  shall  be  thoroug;  ly  ••ired  in  pl-'ce. 

Tension  bridging 

^d)  .All  fab.  icated  bar-  steel  ^oisi.  shall  be  br'idgud  v.'itn  tension  diagonal  bridej-T'^ 
six  feet  .Pleasured  along  lengths  of  joist,  located  as  follo’^'s:  ""  ^ 

12  Ft  and  Under 

For  12  ft.  spans  undtir,  one  line  of  bridgir.g. 

ever  l;c  "'t  . 


and  bottos. 
bottom . 


evei-y 


.  C. 


For  spans  over-  12  xt.  two  lines  of  bi-idgin.'. 
bridging  V. ire 

Liagonal  bridging  shall  be  for-med  of  No.  14  gauge  galva’-ized  double  "'ir-€  ,  and  -hall  be  f-'t-t-eri 
in  short  lengths,  extending  over  three  joist. 

Tension 

Bridging  Shall  be  pulled  tight,  -naking  it  impose, ibl  for  ,,;ists  to  move  latora''lu 
Cpt ionel 

The  diagonal  bridging  map'  be  optional, 

V.all  Bearings 

'e)  The  bearings  for  fabricated  bar  steel  joist  when  surported  on  concrete  or  ma-onrv  walls 
3h..ll  not  be  less  than  4  incher.  " 


Beams  and  Jirder  jBearin^s 

f )  The  hearings  for  fabricated  tar  steel  joist  when  supp  i^tec  on  conci'ete  or  masonrj/  walls 
sh''ll  not  l:e  less  the.n  4  inches. 

Bear ingnSi^snsions  :•/  - 

(g)  The  atove  dimensions  for  hoaPing  s  shall  be  measured  along  the  length  of  the  joist  and 
for  the  full  width  of  trie  flange  of  the  ,oist. 

Suproi'ting  Sections 

'^n)  iJo  sucn  steel  bearing  shall  be  connected  '  g  i  ots  or  bolts  to  supportin’  structural  sec¬ 
tions. 

Fainting 

(i)  .All  fabricatec  bar  steel  joist  shall  be  paintec  wit:,  one  coat  of  naiiii?  at  the  factory  rriorl 
to  shipment.  *  *  I 

hind  Pressure 

C  j)  In  no  case  shall  labricatec  bai"  ste  1  joist  consti'uction  be  considered  at  resisting 
wind  pressure. 

FLOOR  LATH 

Secured  in  •‘^'lace 

l.a)^  hherever  formed  sueel  joists  (metal  Lurabei')  ai  e  _  ei'mitted  to  be  used  undei'  the  provisions 
of  L.hic  Code  met-’l  latn  shall  be  firmly  secui'ec.  to  the  top  of  floor  side  of  all  such  joists. 
Requirements,  Spac  ng  and  w’ei.ght 

(b)  .expanded  metal  latn  used  i  or  this  purpose  shall  meet  the  followin'*  requii'e.ments  for 
spacing  and  weight. 

FOR  STAND AP'X  LATH 

Standard  Lath  Spacing  12  in.  0.  C. 

i^c)  Foi  a  maximum  spacing  of  12  in.  0.  C.Ss  shall  wight  not  less  than  3  pounds  pei'  square 
yard. 

Spa  cing  16  in.  0.  C. 

(d)  For  a  maximum  spacing  of  16  in.  0.  C.,  Shall  weigh  not  less  th'^n  3.  '  pounds  rer  square 
yard  . 

FOR  RIB  LATH 

Rib  Lath,  Spacing  24  in.  0.  C. 

(e)  For  a  maximum  spacing  of  2^  in.  0.  C.'s  usin-  ”/8  i'-.  rib  lath,  shall  weigh  no"  less 
than  4  pounds  per  square  yard. 

FLOOR  CONCRETE 

Minimum  fhicknes: 

^a)  In  buildings  of  f ii'oproof  construction,  such  floor  lath  shall  be  covered  ’"'ith 
Portland  Cement  concrete  at  least  two  (2)  inches  in  thickness  over  the  entire  floor  area. 

Mixtui’es  and  Strength 

^b)  All  such  concrete  shall  be  a  (1-2-4)  mix  and  of  such  .,uality  that  its  maximum  crush¬ 
ing  steength  at  the  age  of  thirty  (30)  days  shall  not  be  less  than  'vjo  thousand  (2  CCC) 
pounds  per  square  inch  ’ 

Viooo  Floci-  Strips 

'.c)  Buildings  in  which  requirements  not  to  exceed  one  (1'  hour  nrotection,  the  use  of  ■  ood 

nailing  strips,  as  described  in  para^.raph  (FIRE  RESISTIVE)  hereunrer,  wil^  be  -er  litt  d 
FITEPLOOF  ’  j  ■  -  .  .  v-j.  i j.  1/ u  u . 

Metal  Lath  Ceilings 

O 

In  buildings  of  fireproof  or  other . construction  in  which  not  less  ihan  (1)  hour  protection 
is  leq^uix’ed,  the  u'^'cer  side^of^the  steel  joists  shall  in  every  case  be  protected  by  a 
meual  lath  ceiling  as  specilied  in  pai’agraph  (FILE  Pi. OTECTIVE)  hereundei’. 

FILE  RESISTIVE 

v'vooG  Floor  Strips  (a)  In  buildings  classed  as  fii’e  resistive  where  not  ^^reater  tha’^  one  (1) 
hour  protection  is  required,  a  two  (2)  inch  wood  nailing  screed  he  attached  through 

the  lath  directly  to  the  steel  joists. 

Dimensions 

(b)  Nailing  strips  snail  not  exceed  two  (2)  inches  j'”  width. 

Concrete 

vc)  Concrete  two  (ti)  inches  thick  shall  be  filled  b6t’.:'.-en  nailing  strips  and  wood  floor 
appliSG  ovei'  concrete  and  fastened  directly  to  the  nailing  strips. 

NON  FIi.EFROOF 

Steel  and  Wood  Joists 

In  buildings  where  formed  steel  joists  are  used  in  position  whei'e  '’’oed  io^'^ts  ai'e  ■perw’t  +  ed 
no  fire  proofing  shall  be  required  on  top  of  joists  o"her  than  that  required  for  x-^ood '  joists . 

CIILTNG  LATH 

Requirements,  Spacing  and  Weight 

(a)  Expanded  metal  lath  for  ceiling'  attached  in  contact  with  the  lower  flan-’es  of  for.med 
steel  joist  (metal  Lumber)  suall  meet  the  following  requir  .-.raents  for  spacing  and  -eight': 

FOR  STANDARD  LATH 

Standard  Lath,  Spacing  12  in.  0.  C. 

^b)  For  a  maximum  spacing  of  12  in.  0.  C.  shall  weigh  not  less  than  3  pounds  per  square  yard. 
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>er  square  yard 


Spacing  16  in.  C.  C. 

^ ^ ^  ^ ^  ^  ^a xiiTi\u.ui  spacint^  o"^  In  iti  o  r* 

yarc .  ’  ’  •  ■  H  not  lu  -s  than  3.<  pounds  er  square 

Spacing  -^G  in.  0.  C. 

'«.c'  Foi-  a  naxinun  soac'n,-  of  SO  in  n  r  v*  x 

yard  '■  o  ...  all  eignt  not  less  than  3.f  pound-,  per  squai'e 

Spacing  24  in.  0.  C. 

(.e)  For  a  naxinun  spacin  ;  of  £^'  in.  0  r  s>oti  - .k  v,^+  n 

Spacing  '^C  in.  C.  C.  -  m.  u.  o.  ,h  not  less  tnan  4  pounds  p 

Ud)  For  a  rnaxirnun  spacin-  of  30  -n.  0  0  s’—.n  -v.  v,o+  i  4.- 

vai-r  .  ^---  -*-1  ei^h  not  l.^s  ■  tn -n  4  pounc  s  per  square 

FCL  RIB  L-'SK 

Lit  Lath,  Spacing  20  in.  0.  C 
(.s)  For  a  maximu-n  spacing 
pounds  T?e:  square  yard. 

Spac  ng  24in.  0.  C. 

tt)  For  a  naxinun  spacin' 
pounds  per  sq-uai'e  yai’d  . 

Spacin  30  in.  0.  C. 

'.c)  For  a  naxinun  spacin'; 

4  pounds  pei-  squai-e  ^'^aro . 

FCI.  FLAT  RIB  LATH 

Fla"  r.ib  Lath,  Saacing  20  in.  0.  C. 

P^-  Of  1..  0.  C.  uolns  rit  lath  shall  woi  ih  not  lo  - s  than  t  p„„„,3 

3ECURIMS  LATH 
Rigidl--  attached 

snail  be  rigidly  att-chec  to  steel  joi  -ts  not  to  exced  6  in.  0.  C.'s  usin'?  not 
les?  .nan  Ho.  Ic  gau 'e  galvanized  and  annealed  nine.  l.  u.  s  Uong  not 


c 

. 

0  ^ 

20 

in . 

0. 

0. 

us  in  ; 

Ve-i-. 

rib 

lath 

shall 

weigh 

not 

less  than 

of 

2^ 

in . 

0. 

C . 

using 

3/c  i-. 

ri> 

la"h 

shall 

weigh 

not 

less  than  4 

Ox' 

30 

in . 

0. 

C. 

us  ing 

Z/ o  in. 

rib 

lath 

shall 

we  1  'h 

not 

less  than 

:LIT; 


St  a'n  f"  ai'd 

„nen  a  uc  al  la  ^n  ceiling  i suspendec  under  steel  joist  it  shall  conforn  '.o  the  usual  standar'd 
specifications  for  suspendec  ceilings.  usual  sxancaic 

FIRE  Pi.CTE.^TIVE 
Plastered 

V.hen  used  as  a  fire  protective,  the  ceiling  lath  sv-all  be  nla  -tered  to  a  total  thir’.r^ess  of 
not  less  tnan  ;/4  oi  an  inch. 


FCi.hEL  STEEL  JCT3T 
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(HETAL  LLTBEJ.) 


use  and  Limitations 

/-f  further  ordained,  that  formed  steel  joists  complying  -ith  the  follo"’in^^  requirements 
snail  bo  cermec  to  be  f  irepr  oof  •  construct  ion  for  all  buildings  or  parts  of  buildings  for  w^Lh 
the  .able  of  Live  Loads  in  Section  IIC  of  thic  Code  specifies  a  live  load  of  not  more  than 
6C  po'unds  per  s^^uare  oot. 

Conto'ur 

(b;  A  formed  steel  joist  shall  be  defined  to  mean  a  section  similar  in  general  contour  +o  an 
I-beam  and  that  is  made  up  of  shapes  formed  from  s-trir  oi'  sh  et  steel,  secui’elv  snot  •  elded 
or  riveted  to  'etber.  '  "  ' 

»efe-ThiCftne3s  .  ^  . 

U)  The  striu  steel  or  sheet  -usee  in  prod.;ci-ig  formec  ste  1  joist  shall  in  no  case  be  less  than 
seventy  two  chousano  ns  (.Oi^)  oi  an  inen  in  thichness. 

Haxi -;um  Eef  lection 

<0  foi’med  stee  goist  snail,  undei'  its  calculated  loac  ,  have  a  deflection  exce^^din-  nne 
thre^  /u-dred  sixtietx.  (1-36C)  of  the  span.  '  ^ 

"lange  -.icth 

^  c;  j  ihe  i  langfc  wicon  oi  i  or..iec  steel  joiscs  shal^  no.  exceed  one-half  of  theii'  depth  except¬ 
ing  tnat  flanges  of  joists  five  (5)  inches  or  less  in  deptii  may  be'  t  ree-fourths  of  ^ 

joist  deptn.  ' 

Allov.'able  Stresses 

''f)  The  allomabl'--  unit  stresses  shall  not  exced  the  stresses  allosie-  for  structural  stee.. 

ccfst:  uctioh 

Floor  S.acing  I 

"a)  I.’o  formed  steel  joist  in  floor  construction  shall  be  spaced  to  exceed  twenty-four  (■ /")  I 

inches  on  centers.  ‘  ) 

-.oof  Spacing 

'•b)  Foi-  I'w'jff  constr-ucti  on  maximum  spacing  shall  be  thirty  (3"')  i-iches. 

Bridging 

Kc'j  All  roomed  steel  joi  ts  snail  be  bridged  w'th  tension  bridgi-i;;  every  six  (6)  feet  measui'- 
ed  along  the  lengths  of  the  joists. 


Via  11  Bearings 

(d)  The  bearing  for  for.-ned  steel  joists  when  supported  on  concrete  or  ’nasonry  walls  shell 
not  be  less  than  one-half  (^)  the  depth  of  the  joist  and  in  no  case  less  than  four  (4)  inches 
Beam  and  dirder  Bearings 

(‘e)  The  bearing  of  formedsteel  joists  'vhen  supported  on  rolled  beams,  riveted  girde..  s  oi’ 
other  steel  members  shall  not  be  less  than  two  and  one-h?lf  inches. 

Bearing  Dimensions 

(f)  The  above  dimensions  for  bearing  shall  be  measured  along  the  leng'‘;h  of  the  joist  and 
for  the  full  width  of  the  flange  of  the  joist. 

Supporting  Sections 

(g)  Mo  such  steel  joists  shall  be  connected  by  I'ivets  oi'  bolts  to  supporting  sti-uctural  sec¬ 
tions  . 

Pa int ing 

(h)  All  formed  steel  joists  shall  be  painted  with  one  coat  of  paint  at  the  factor^'  prior  to 
shipment . 

V. ind  Pi'essures 

(i)  In  no  case  shr  11  formed  steel  joist  flooi'  construct  j  on  be  considei'ed  as  resist  jn'"  "'ind 
pressures. 

FLOOR  LATH 

Secured  in  Place 

(a)  V.heruver  formed  steel  joists  (metal  lumber)  are  pei-mitted  to  be  used  undej:-  the  provi'^ions 
of  thisCode  metal  lath  shall  be  firmly  secured  to  the  top  of  floor  side  of  all  such  joists. 
Requirements,  Spacing  and  height 

(b)  Expanded  metal  lath  used  for  this  pui'posp  sbm'll  meet  the  follo'''ing  requirements  for 
spacing  and  "'eight. 

FOR  STAtlDARD  LATH 

Standard  Lath,  Spacing  IB  in.  0.  C. 

^c)  Foi-  a  maximum  spacing  of  IB  in.  0.  C.'  s  all  weigh  no  + 
yard  . 

Spacing  16  in.  0.  C. 

(d)  For  a  maximum  spacing  of  16  in.  0.  C's.  shall  weigh  not 
yard  . 

FOR  RIB  LATH 

Rib  Lath,  Spacing  B4in.  0.  C. 

(.e)  Foi'  a  maximum  snacing  of.  B4  in.  0.  C's  using  3/b  in.  rib  lath, 
than  4  poun'‘s  per  square  yard. 

FLOOR  CONCRi-TE 

M  i  n  i  mu  '-i  T  h  i  c  Icn  e  s  s 

(a)  In  buildings  of  fiin.pi-oof  construction  such  floor  lath  shall  be 
Cement  concrete  at  least  two  (B)  inches  in  thicknes.s  over  the  er^.ire 
liixtui'e  and  Sti'ength 

(.b)  All  suen  concrete  shall  be  a  (l'*"B-4)  .mix  and  of  such  quality  ■'hat  its  maximum  c:ushin.- 

strength  at  the  age  of  thirty  (30)  days  shall  no'  be  less  than  t  o  thousand  (k,,CCO)  pounds"^ 
per  square  inch. 

Wood  Floor  Strips 

(c)  Buildings  in  whic  requii'ements  not  to  e-^ceed  ane  ( t  hour  protection,  ■t.be  use  c'’  ""ooc 

nailing  strips,  as  described  rs  paragraph  ■'ESIS'?!””)  hereunder,  ill ’be  permitted. 

FIREPROOF 

;.:etal  Lath  Ceilings 

In  buildin.s  of  fireproof  or  other  consti-'uct  ion  in  hich  not  le 's  '  ha’^  one(l)  hear  pi’otection 
is  I'e-iUii'ed,  the  ‘user  side  of  the  steel  joists  shal’’  in  every  ca  'e  be  ’'ro'^ected  by  a  metal 
lath  ceiling  as  'pecified  in  paragraph  (FIRE  PROTECTIVE)  heieunder. 

FIRE  RESISTIVE 

V.ood  Floor  Strips 

(a)  In  buildings  classed  as  ^  ix'e  resistive  ■ ‘"here  not  greatei’  'han  one  (1)  ho'ui'  protection 

is  re..iUii'ed  a  two  (B)  inch  wood  nailing  screed  may  be  attached  thi-ough  the  lath  dii’ectlv 

to  the  'teel  joists.  "  '  '■ 

Limensions 

^b)  Nail  ng  strips  shall  no  exceed  two  (^.)  inches  i"  width. 

Concrete 

(c)  Concrete  two  (B)  inches  thic!:  shall  be  filled  between  nailing  strips  and  a  wood  flo-r 

appliec  ovei'  concrete  and  fastened  directly  to  the  n"i'ing  strips. 

NOM-FIREFFiOOF 

Steel  and  Wood  Joists 

In  buileings  wher^  formed  st  el  joist.s 
not  fire  proofing  sh.all  be  ro  ^'uired  on 

CSILIMJ  LATH 

R--,uirem-uts  ,  Sp.-ciixg  and  V, -ijht 

(a)  Exp  nded  metal  lath  for  ceilings  nttachec  i'^  contact  -."ith  the  lower  f Ian'-,  s  of  for 
steel  j  ist  (metal  lumber)  shall  meet  the  fallowing  requirements  for  s'^acing' and  mei^ht 


ai  e  'u.sec  in  positions  "'here  wood  joic'  s  ai'e  permitted 
ton  of  jo1s'-.s  other  than  th-.t  rov^uired  for  "'ood  jo-'sts. 


shall  weigh  nc''  less 


covers'  v/ith  Foi-tlanc 
floor  E;rea. 


less  than  3  poun.'s  pr-i  squ-''re 
less  ■'•.ha”'  3.^  pounds  per  sque  e 
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FCR  STANLAilL  LATH 

Sta-carc  Lath,  Spacin^  1£  R 
(t)  Foi-  a  'naxi’nu.i  acac ing  c 
Sprcinj  16  in.  C.  C.* 

(c)  '"'o;-  a  '.laxinum  snacir,  •  c 

Spacing  k.C  in.  0.  C.‘ 

(£)  For  a  naxinun  spacing  c 
Spacing  2'  in.  C.  C. 

(f)  For  a  naxi^un  sp-.cing  oi  TC  i  .  0.  C.  shall  iv  igh  noi  les- 
FOR  LIE  LATH 


c.. 

1£ 

. 

in . 

0. 

C. 

shall  -'ei 

15 

in . 

0. 

C. 

shall  I'Jei 

BC 

in . 

0. 

C. 

shall  wei 

no"  Ittss  than  3.4  pov.nc's  ’^er  square  yard. 
Vcign  not  less  ‘han  3.6  pome's  per  square  yard. 

S'  than  4  pounds  per  square  yard. 


nax 


pound  per  square  yard 


Lit  Lath,  Spacii;  uC  in.  0.  C. 

^a)  Foi'  a  maxi  nun  s'ca'^i'"'  ■  o  i-T  in  o  n  .  ’^/c  ■ 

T.-"  pounds  per  smare  yard.  ....  min,  o/&  ir .  ril  latn  shall  reigh  not  les-  tha- 

Spacing  £'  in.  0.  C. 

(t)  nQj.  g  naxinum  spa-’in-  oT  £5  in.  0.  C 


4  nc'J 


'e: 


3.,uar .  arc!. 


Spacing  30  :'n.  C.  0. 

(,c)  For  a  naxinn  i  spacin  od 
4  poun;  "  Pol-  Svguare  var.  . 


iO  m 


■-/ b  in  rit  lath  snal^  '"eigh  ’'^ot  loss  'ha'" 


using  3/8  .  i-ib  lath  snail  neigh  not  less  than 


^CR  FLAT  F;T! 


-ATE 


using  fla"  rit  la^h  shall  ei;h  not  losi  than  3  pounds 


Flat  Rit  latn.  Spacing  £0  in.  0.  C. 

(a)  For  a  naximura  snacing  of  isO  in.  0. 
per  square  yar.  . 

SFCriJI”!-  LtTi-' 

r.i^icly  Attached 

(a)  Ceiling  lath  shall  e  i  igidly  attacned  to  steel  ^oist  n  t  to  exceed  6-in.  0  C's  usin^  nnt 
less  .nan  Jo.  18  gau^e  galvanized  and  annealed  v;ire.  ’  ’ 

3USPZIXEI  C3ILINS 

Standard 

'Ahen_a  metal  lath  ceiling  is  supended  under  steel  j  ist  i-  shall  conform  to  the  usual  standard 
specifica  tions  for  suspended  ceilings.  o.anaaic 

FIRZ  PROTICTIVZ 

Plastered  j 

leS  than  3/4%f"an  inch!'"^^  shall  to  plastered:  to  a  total  thlC'ness  of  not 

RETdXCLCZZ  CCFCPXTZ  GONSTRUCTIOIT 
310TICZ  155 
Eefinition  or  Terra 

(a)  E^  t  fuitrer  ordained  tnat  tne  genei'al  term  ^R-einf orced  concrete"  in  this  Code  shall  tp 
uncersmoc  m  mean  an  approved  concrete  reinforced  by  teel,  so  alaced  a-  'o  ta'-e  the  tenslonal 

stresses  anc  ^nen  necessary  assist  the  concrete  in  the  re-’  t  ce  to  -hear  and  com"re-s1nn 
Application  ‘  '  'U'-l  c-'^-i-un. 

te)  Reinforced  concrete  may  be  used  for  all  classes  of  ''uildings  urovided  desi-/n  i-  in 
accorcance  vjith  ;ooc  engineering  practice  as  set  fort>  ,  m  the  rerort  of  the  Uo  i  nt '  nonmi  tt  pp 
on  stancard  specifications  for  concrete  end  rei-forced  concrete,  as  nubli 'bed  i’-  Aupust  14  1^2^ 

ant  issued  by  t  e  American  Society  for  Testing  raterials  and  subsequent  revision  thermf  ’  ' 

Ke qui rements  for  Permit  ‘ 

m)  ii-efore  permission  to  fcr>:.ct  any  reinforced  concrete  structure  is  is3,;ed,  complete  nlan-  and 
ppecif  ications  signed  by  the  architect  cr  engineer,  snail  b«  :iled  r;i'h  "he  Commissioner"  of  ' 
Buildings,  and  remain  on  file  for  public  inspection  until  the  completion  of  the  structure." 

dc)  All  details  of  construction  shall  be  shorn  including  the  size  and  'Donitio'-  of  all  rpinfnm-- 
ing  members  and  t..o  composition  of  tr.e  concrete.  ‘  “  j-eirnuit.  = 

Access  to  Computations  -  I 

^e)  The  Inspector  of  Buildings  shall  hr  ve  access  to  all  computations,  ’-'hich  shall  -^ive  the 
loacs  assumed  separately,  such  as  dead  and  live  lo  c:-,  ind  and  impact,  if  any  and  +me  result  in.f^ 

StiI’63S63*  ^*o 

Records  of  Progress 

(f)  An  exact  record  shall  be  kept  of  tn^  progress  of  each  operation  "'here  the  same  can 
be  inspected  by  the  commissioner  of  Buildings. 

Beta iis 

(g)  This  record  shall  show  ".he  date  of  placing  of  all  concrete  and  the  date  of  the  •"■emoval  of  t^xl 
forms,  and  ?hall  be  turned  over  to  the  Commissioner  of  Buildings  when  the  Building  '  is  corarlet-  ■ 

Bearing  V. a  11s 

(h)  There  reinforced  concrete  is  used  for  bearin_,  alls,  the  thickness  shall  he  in  accordance 
with  the  table  for  reinforced  concrete  bearing  mall  construct io  in  Section  5^. 


2UDV' 


CEMENT 


SECTION  IE 6 
Quality 

(a)  Ee  it  further  oi'dainec  that  onl^  Poi'tlant  cement  ohall  le  used  in  reinforced  concrete 
construction. 

Portland  Cement 
Foi'tlanc  Cement 

Portland  cement  shall  conform  to  th’.  Standard  Specifications  and  '^ests  foi’  Portland  Cement 
Oi  the  Amer'ican  Society  for  Testing  r'lat-rials  and  Su’seeuent  I'evisr'ons  thei'eof. 

Neat  Cement  Test 

Age  Near  Cement  St  re'  -t'- 

h4  hours  in  moist  air  3CC  lbs.  per  sq.  in.  V  dan's  (Ida-  -‘n  Moi"".  air, 

6  cays  in  vi  ter) . ECClbs.''  ..i  s...  in. 

£6  days  (1  day  in  moist  aii' 

day  in  ""ater)  .  .  . h7E  It  .  per  sq.  in. 

Subse.^uent  fest 

(t)  ^'ests  oi  cemeni  used  in  building  opei'ation  shall  be  m  de  fi'om  ime  o  ‘  i  me  under 

tne  supei'vision  oi  the  Inspector  of  Buildings,  in  Accordance  ’'ith  "‘he  preceding  speci  f  ica"^.  i  ons 

when  so  demanded. 


FINE  AGGRECA  M 


•..te  shall  con'Ust 
OX'  a  combination 
from  ■  J 

or  other  deleterio 
range  in  size  fr  m 


of  sand  or  othe:  a  ni oved  inert  mat  rials  with  similar 
thei'c  f,  having  clean,  hare,  strong,  durable,  uncoatec 
injurious  amounts  of  dust,  lumps,  soft  oi-  flahy  particlen,  shale,  alhali 


IS  substances  . 
fi  .e  to  foarse  within 


he  dolloming  limi' 


:io.  4  sieve  not  less  than  95  cer  cent. 


no 


Sand,  Etc. 

(a)  Fine 
chai'acter  ist  ics 
^rains  anc  fis  e 
oigani"?  matter,  loam 
Fine  aggregate  shall 
Tests 

Passing  Through  No • 

Fa  ss  inr 
Sieve 

The  sieves  and  method  of  nahing  sieve  analysis  shall  conform  to  the  Standard  Method  of 
Test  for  Sieve  Analysis  of  Aggregates  _or  Concr'-t,,-  of  the  Amei'icah  Society 
materials 
Briquettes 

(b)  Briquettes,  cyli  iders  or  pi'  sms  made  of 
Fci'tland  cement  and  three  parts  by  weight  of 
with  the  methods  described  in 
snail  show  a  tensile  oi'  comnressive 


thro'ugh  No.  5C  sieve. 


more  tnan  30  per  cent;  not  lesa  thai  1C  rei'ceni 


f  or 


’-'cr  ; 
f  ino 


the  Standai'd  S’ 


‘.I’S,  "cns i st i'-'u  o'?’ 
a  ggi-e-ate  ,  mi  -ed  ' 


eat ing 


me i "h' 


strength 


Oi'  than  of  1  '03  staneai'd  Ottawa  sand  mortr-r 
cem.  nt . 

Tests 

Concrete  tests  shall  be  made  in  accoi dance  wi  3 
Tests  of  Concrete. 


e  c  :  f  i  c ' 

ag.n. 


.ac’-'s 
7  to 


Qce  ;-ar  b 
nd  tested  in  accor 
and  Tes^s  for  Portland  Cement 


or 

ance 


cays  not  lessthan  ICC 


of 


he  sale  rlnsticit- 


ma  c 


ei'  cent 
smme 


the  fen  tat ive  Methods  of  Making  Compression 


COURSE  AGGREGATE 


Stone  Gi'avel 

U)  Co-urse  aggregat.,  shal’  cons-'st  of  crushe  stone,  gravel  or  other  approved  inert  materials 
wi^h  similai  chaiacoeristics,  oi'  combi  nations  uhei'^oi  ,  naving  cleai',  hai'c,  strong,  dui'able 
uncoatec  narticles  free  f  rom  _  in  jui'ious  am  unts  of  soft,  fi'iable,  thir’,  elon-ated  or  lam¬ 
inated  pieces,  alkaii,  prganicc  or  othoi’  deleterious  matter. 

Gi'ade 

Coarse  ag._. ro^a^e  ohal.^  lange  in  size  .rom  fine  to  coarse  wi'^hin  t 'me  folloi'M'"’^  limits. 


Normal  Maximum 
Sizv^  Qf 

-o  in 

inCiiv^s  ■ 


Percentage  by  height  Passing  Through  Standai'e  Sieves  Percentage  passin 
with  Square  Openings  Not  More  Than 


_ 3in . 

^  9  5 

£ 

Is 

1 

3/4 


Sieve  Sizes 

^b)  ihe  test  foi'  size  anc.  grading  of  aggregate  shall  te  made  in  accordance  with  the  Standard 
Metuod  of  Test  fox-  Sieve  Analysis  of  Aggr  gate  for  Concrete. 

Permissible  Variations 

"c)  Coarse  Aggregate  which  does  not  conform  to  the  above  requirements  may  be  used  only  when 
approved  by  the  Inspector  of  Buildings  and  then  in  such  pi'opcrtions  as  he  may  reouire  “ 

Cinders  ^ 

(d)  Cinders  shall  not  be  used  for  reinforced  concrete  construction,  but  mav  be  used  for 
fireproofing  and  for  unreinforced  concrete  worh  where  the  allowable  load  on" the  material  does 
not  exceed  100  pounds  per  square  inch. 

Cinders  shall  be  staiile  and  not  liable  to  d  ec ;  mposit  i  on ,  anc  shall  contain  not  more  +han  1'=^ 
percent,  by  weight,  of  combustible  material,  and  shall  be  aprioved  by  the  Buildin.'^  Commissioner 


Bin . 


Ifrin  . 


40-75 

o  c. 


I  in. 


5/4  i 


in . 


iu -sieve 


4C-7F 

cc 


40-75 

95 


55 


10 

10 

10 

10 

10 

10 


’'^0.  8 
sieve 
5 
5 
5 
5 

5 


28 


STCR.A3Z  OF  AZOREGAT] 


Stora^’e  of  A^gre.’ate 

Aggregate  shall  le  so  stored  as  to  avoid  the  inci  0=! i nn  n-f  + 

Frozen  a, ^negate  or  aggregate  containing  lunps' of  f rozen^nat .  riai  sLir'^^ tha.ved  before  usin., 

O 


\';a: 


"‘ei'icral  heLgairenents 

'later  for  cancrete  shall  be  clean  anr  f-rc.o  f ■; v,  a, 

Tiatter,  or  other  deleterious  substance  i*-J-riou3  amounts  of  oil,  acid,  alkali,  organic 

The  "Sanlitv'oJ  u^t!?  ^0^"' if  b^^if cesired  guantitg  in  successive  batches 

Ja.<.r  usee  3...II  be  the  niniuun  necossarg  to  ri'oeuce  concrete  of  a  wor 


workabilit-- . 


PRCPCi.TlC.;i  'G 


U  it  of  treasure 

The  unit  of  neasui'e  shall  be  the  cubic  foot . 

*' 'Doun<„3  of  cement  (one  bp  ■*  nn  i  ^  ^  ^ 

Kea3.iom=nts'of  Aggregates  ^  ^  ®  ^o-sidered  as  one  cubic  foot. 

The  method  of  measui'ement  ^h.-ll  be  sue-  n  con'  --  '  -  .  x  H 

Th=  a^sre.- t63  shall  he  meashieFsararatel;/?;"rra“e  t"  prorortions  in  each  hatch.  | 

In  volume  measure  ment  the  fine  a'-re-'ntp  -.nr.  ,  a.  ,  ' 

as  throrn  into  tn  .neaiureing  device, "anc  struck  o_f?  e  shall  be  measured  loose, 

Concrete  s.nall  be  mixed  in  the  proportions  3  ecified  or  di^-ec+ed 
Variations  '  >-  . 

hpo“app?ova?  f?"t#e°l'chi?Ld"of°igi;;fer;nc-hFiucfc‘"pthj;oSrons^  hr'LPdlJgt!''' 

REI’F^CRCERENTS 

^"06  g1 

(a)  _3teel_reinforcoments  shall  conform  to  the  r^iquirement 3  of  the  Joint  Committee  on  standard 

speci.ica  ions  i  or  concrete  anc  reinforced  concrete  of  tests  for  steel  of  thrAmericL  G^rie^v  for 
lestin^  Materials  and  subsequent  re  ision  thereof.  i^-ieiican  oocie  .y  i  or 

iiillet  Steel 

Sr  oil icat ions 

1.  (a)  T'nese  specifications  cover  three  classes  of  billet-steol  concrete  1  einf orcement  bars 

namely:  plain,  ceiormed ,  and  -old-tuisted .  ’ 

u'l'S  G  6  S 

haL  c^fored  bars  are  of  three  grades,  -pv-ielt';  structural-steel,  intermediate  and  . 

Structural  Grade  H 

£.  (a)  T.ie  struct  ral  steel  grade  sh.all  be  used  urZes.s  othoj-is'e  specified.  “ 

£>ars 

U)  ir  desired,  cold-tnisted  bars  .may  be  used  on  tr...  ba;ij3  of  ter.ts  of  the  hot-rolled  bars 
p^a?pLr3"of'^?ruc^r^:-stee^3S^^^^  jov.^nanc  snail  conform  to  ^he  requirements  for 

RAIPJFACTUI.E 

Proeess 

L'mitations  snail  be  made  'y  either- or  both  the  following  processes:  Jesseraer  or  open-hearth. 

(b)  The  bars  snail  be  rolled  fro  new  bilets. 

Bars 

.  .  Col  -tuiste:  bars  shall  be  wistec  cold  with  one  complete  twist  in  n  length  not  over  12  times  the 
thickness  of  the  bar.  ‘  " 

FAIL  SLZLL 

3p . cif ications 

1.  These  specifications  cover  "hree  classes  of  rail-steel  concrete  reinforcement  b^T^  namplv 
rl?!'",  deformed,  an-  hot-twisted.  '  • 

:,'.A;.h,'7,-,.7’j:  z  — 

Process  ^ 

k;.  .he  bars  shall  be  roled  fr  a  standard  section  Tee  Flails. 

Eai's 

3.  Hot-twisted  ba.s  sh-11  have  one  co.mplete  twi.s-^,  i'-  n  length  not  over  12  times  the  t^ic''ness  of 
the  tar.  . . 

RIXI.LG 

Machine  mixing  H 

(a)  Tne  mixin^  of  concrete,  unless  otherwise  authorized  shall  be  done  in  a  batch  mixer  or  apnrovH 
type  which  will  insure  a  unifor..i  disti-i  but  ion  of  the  materials  throughout  the  mass  so  that  the 
mixture  is  unifoini  in  coloi-  and  homogeneous. 

Equipment 

The  .mixer  shall  be  equipped  with  suita’-le  charging  hopper,  water  storage,  and  a  waterGmeasurein" 
device  controlled  from  a  case  whic'r.  can  be  kept  loc.ked  and  10  constructed  that  the  water  can  be 
discharged  only  while  the  mixer  is  being  charged. 

Locking 

It  shall  also  be  equip  ed  witn  an  attachment  foi’  automatically  lodging  the  discharge  lever  until 
the  batch  has  been  mixed  the  required  time  after  all  materials  are  in  the  nixei-. 


I^ischarf;];e 

Ths  entii'G  contents  oi  the  Gi'’u.'n  shall  he  cischar  'ec,  '  ci  Oi'c  rech' r^in-" . 

Cleaned  -  •  o  -  o 

The  mixer  shall  he  cleaned  at  fre.^uent  intervals  nhile  in  use. 

Volume 

The  volume  oi  the  mixee  matei'ial  pei'  ];a':^-h  h^ll  not  exc-^eC  the  manufacturer's  I’ateii  capacity 
of  the  mixer. 

Time  of  Mixing 

(b)  The  mixing  oi  each  hatch  sh""!!  onti'iue  not  less  than  one  minute  alter  all  the  materials 
are  in  the  mixer,  c’ui'ing  which  time  the  m'xer  ■•'hall  rct.-^te  at  a  ■  eriphei-al  sa  .  ,c'  of  about 

SCO  ft.  per  minute. 

Kane  Mixing 

(c)  1/vhen  hand  mixing  is  authox'izod  i  shal_  be  done  on  a  wat  ..i’- “■  i  sht  *  latf  oi''" . 

The  cement  and  f  ne  aggregate  shall  first  bo  mixed  drj^  until  t  e  '.vhole  is  o"  a  U't? ''or-’  colo" 
Water 

The  uatei'  and  coai'se  aggregate  shall  then  ’o  'deed  an.  the  entiie  m^'  ■  'ur  vid  at  least  three 

timus,  or  un^il  a  homo  >neous  mixture  of  t-.e  repaired  co-'.isVn:  is  obtained. 

Sot^m^  -l  ing 

(-)  ..he  i  -  -  erap>..x  in^j  o.  concr-"^.,  o.  lO"  ".'..ic  h  j  h  ce  .ed,  th.  t  is,  i'emTX''n''  'it^^  or 
"ithout  additional  cement,  aggregate,  or  -/at.n-,  will  not  be  emitted. 
r.EFC3ITT-^0  COriCRSTE 

ta)  Before  beginning  a  run  of  concrete,  hardenec.  co'sci'ete  and  foreign  .materials  shall  be  re- 
moved  1 1 0  Ti  "the  itinGi'  Seif’iacss  oi  tp!o.e  mjxiji'^  '^nc'  6 

Ap^xuval  '■  “  '■ 

(b)  E-.xC)i'c  u.^po3 1  u  in^-,  Cunci'-jto,  M-.bx  is  Siiull  '  xwmeved.  from  the  snace  o  be  occ’uried  b"  the 


j  --^.y  («.-;X''.^pt  in  f  X  .y 


ecuro-  in  rositi..'-  and  anni'ovoc' 


rroa.  ti;-  i  )  Oi 


the 


_  XxyU  . 

n  'ineor . 


conciete;  form  s  shell  bv,  snoi'ou 
Fioiniui  ctimvy-nt  Sx.all  b.,  ti.oi-ou'-'  1 
Handling 

(c)  Conciete  shall  be  Lane, Ice  fro.”i  the  mixei’  to 
pi'acti cable  I'p  methods  whicn  shall  pi'event  the  s 
Leposited 

It  shal.l  be  deposited  in  the  foi'm'3  as  nearl--  as 

Tin^ 

It  s..aii  be  SO  doposit^xu  ac  to  lain  ain,  until  t 
approximately  norizontal . 

Forms 

Foiras  ioi'  malls  oi'  othei'  thin  sections  of  cohsidei'able  hoi  'ht ,  '-’h  11  be  r 
01 0  xhei  devices,  that  will  pci'mit  tno  conci'otc  to  be  clacod  ■'n  a  mann-.r  t 
accumulations  of  hardened  conci'ete  on  t:ic  forms  or  .metal  I'e irioi'cemert . 

Restirction 

Uncei'  no  c ircu.ms  xancos  .mall  concrete  hat  had  partially  hardened  be  depo.3i'.ed  i'-i  the  '’/qi-r. 
C-iJflt.V 


tiiC  '■  1  ■  c e  of 

nal  derosit  a-'  rapi.  1 

i.  as 

pai'a'ion  or 

1  0  -1 

of  the  ingredi  en'^-s  . 

rac  '.  i  ca  le 

2 

ts  inal  po.s.'^'ion  to 

av :  i  d 

e  compl.  t  ?■  on 

of 

t-.e  un-'t,  a  ’’’lastic 

surf  a 

ovleec  witr.  openings 
that  ".’ill  aboid 


size  and  design  as  to 

e.  The  an_le  of  the  chute  wit.,  the  horizc"tal  sh^l 
Ion  without  sep.aration  of  t:,e  in  r  dien  a. 


g  puipment 

(c)  Vvuen  co'ucretj  is  'lo  ivep'ec  bp'  chutj  -i  •,  the  'Tant  sh-.ill  be  of  uch 
insure  ?,  practically  continous  flow  in  the  h'ute. 
be  of  such  as  to  allo'"  the  concrete  to  f 
Angle 

An  an^le  Ox  c:.?  de__,.,  or  one  ver'^ical  to  two  horizontal,  is  the  minim-um  lo-ie  which  is  con-^iderec 
perma  sible.  ‘  '  xccxeu 

Vertical 

Chuting  through  a  vertical  wipe  is  sa+isfaetory  ••’ho"  the  lo-  r  end  of-  the  -ine  is  mai“+ained 
as  nearly  as  p'racticable  to  the  s-urfaco  of  depc-  :t,  arid  t' g  -j^e  full.  "  ^ 

I  el i Very  ....  '  ‘ 

The  celivery  end  of  the  ch'..  e  shall  "o  as  do  e  as  rcs-jvi,,,  to  the  -.'cint  of  de-csit 


c.iscnarge  i.nto  a 


When  tne  operation  is  intei-  .i 'xtent ,  she  spout  shal' 

Flushing 

The  chube  shall  be  thoi'oughly  1  lushed  '  ith  water  befoi'e  and  aftei'  each  run’  the  wetei'  u=  r 

for  this  pui’p..  Sc  snail  be  discharged  outside  the  .'orms.  '  ’  *  . 

Compacting 

(e)  Concrete,  during  and  immediately  a:ter  depositing,  shad  be  dscroughl-  co'spacted  by  -neans  of 
suitable  tools.  -t"  r  .ica.is  ux 

Tapping 

For  thi  walls  or  inaccessible  ''ortions  of  t:.e  forms,  where  redding  or  forhin-  is  imrrac+icanc 
the  concrete  chap  be  ascicteC  into  place  by  tapriny  or  ■.tcrlns  Vne  .  ores  oSnool 
depositee  co'icrete.  -- 

Worked 

The  concr  te  shall  be  thoroughly  worked  around  the  reinforcement,  and  around  embedded  fi-tures 
ane  inoO  tne  coi'necs  of  the  foiwis.  oxesD 

Fiemoval  or  Water 

(i)  Water  shall  te  re'iovod  from  excayations  before  concrete  is  de'rsitee  rrless  o+hervn'^P 
ciiectec.  •  >  ■  encxv/x 

Fi'otection 

(g)  Exposed  sur.  acGS  of  concrete  shall  to  projected  from  p:  enature  drying  for  a  neriod  of 
at  least  sevc n  days  after  being  deposited. 

Fr'.rEZIUG-  VjEATHER 


Te“:perat'jre  of  Conctete 

(h)  Concrete  when  deposited  shall  have  a  te-perat'aro  of  -ct  less  tha”  ^0  de-  ^  - 
than  ICO  i.  e  g .  p .  -•  -  <  o  •  ■  •  • 


or  more 


Freezing 


I 


I 


perf?urfof  "rieast's^dei!  Tf \  =  the  concrete  at  a  te«- 

has  thoroughly  hardenec.  hours  aft  r  placing,  or  until  the  concrete 

Keat ing 

OhLna!;^'  materials  and  protecting  the  concrete  shall  be  approved. 

^  ^  ^  ^  niicslSj  or  othsi’  fiorsi-^n  ni3  li0  3'*ifiic'  QVinin  r^r\+  v  *  ^  -j.’ 

of  preventing  freezing,  unless  approved  bj  the  Eiginee^!  "  concrete  for  the  purpose 

i^EFOSITING 
Cont inuously 

practicable  until  the  unit  of 

paragraph/°jointS!«  ^L?einde??^  provided  for  in  the  plans  shall  be  made  in  accordance  with 
Bonding 

retio-htened  ‘’?hr‘irffcr^''?hf se?  “S''"”®?  concrete  nhich  has  set,  the  forms  Shall  be 

Contract 

S%;rearormo?tS°trinLrrJoSL"“*'  concrete,  shall  contain 

Junctions 

junction  of  the  hardened  an  the  newly  deposited  concr  te 
iSrfao^'"  saturated  surfaces  of  the  hardened  concr  te,  including  vei^ticiranrincnned  ’ 

conSretrshSli'be^nfLpri  «  coating  of  near  cement  grout  against  which  the  new 

concrete  shall  be  placed  before  the  grout  has  attained  its  initial  set. 

LAITANCE 
Formation 

Great  care  shall  be  exercised  to  disturb  the  concrete  as  little  as  possible  when  it  is  bPina 
Deposited  in  order  to  avoid  the  formation  of  laitance  .  fos.iDie  wnen  it  is  being 

Removed 

sumed”^^^^^'"^'^  ^  section  of  concrete  the  laitance  shall  be  entirely  removed  before  work  is  re- 

FORIiS 
General 

(a)  Forms  shall  conform  to  the  shape,  lines  and  dimensions  of  the  concrete  as  called  for  on 
the  plans. 

Lumber 

Lumber  USSQ  in  forms  for  exposed  sur  faces  shall  be  dressed  to  a  uniform  thickness  and  shall 
be  free  from  loose  knots  or  otner  defects.  '  ’ 

Joints 

Joints  in  forms  shall  be  horizontal  or  vertical. 

For  unexposed  s'urfaces  and  rough  work,  undressed  lumber  may  be  used. 

Reused 

Dumber  once  used  in  forms  shall  have  nails  withdrawn,  and  surfac  s  to  be  in  contact  with  concretp 

thorougnly  .leaned,  before  being  used  again. 

resign 

(b)  Forms  shall  be  substantial  and  sufficiently  tight  to  nrevent  leakage  of  mortal’'  thev  shall 
be  properly  braced  or  tied  together  so  as  to  maintain  position  and  shape. 

Shores 

If  adequate  foundation  for  shores  cannot  be  secured,  trussed  supports  shall  be  provided 
Vrorkmanship  r  . 

tc)  Bolts  and  rods  shall  preferable  be  used  for  internal  ties;  they  shall  ^e  so  arranged  that 
when  the  forms  are  removed  no  metal  shall  be  within  1  in.  of  anv  sui-face . 

Ties 

Wii-e  ties  will  be  per  itted  only  on  light  and  unimportant  work;  they  shall  not  be  used  through 
surfaces  where  discoloration  would  be  objectionable.  ® 

Successive  Stories 

Shores  supporting  successive  stories  shall  be  placed  directly  over  those  below,  or  so  desi.^ned 
that  the  load  will  be  transmitted  directly  to  t  ern. 

Alignment 

Forms  shall  be  set  to  line  and  grade  and  so  constructed  and  fastened  as  to  produce  true  lines. 
Special  care  shall  be  used  to  prevent  bulging. 

...old  ings 

(d)  Unless  otherwise  specified  suitable  moldings  or  bevels  shall  be  placed  in  the  an'^les  of 
forms  to  round  or  bevel  the  edges  of  the  concrete. 

Inspect  ion 

'■e)  Temporary  opening  shall  be  provided  a  the  base  of  column  and  wall  forms,  and  at  other  H 
points  where  necessary  to  facilitate  cleaning  and  inspection  immediately  before  dbpositin??  H 

concrete.  I 

ReiTioval 

(f)  Forms  shall  not  be  disturbed  until  the  concrete  has  adequately  hardened. 

Restrict  ion 

Shroing  shall  not  be  removed  until  the  member  has  acquired  sufficient  strength  to  safely  support 
its  weight  and  load  upon  it. 


I 
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I 


I 

I 


Excfcss  Loading  .  . 

Members  subject  to  additional  loads  during  construction  shall  be  adequately  shored  to  support' 
both  the  member  and  construction  loads  in  such  a  manner  as  will  protect  the  membei-  from  damage 
by  the  loads. 

Strength 

Shoring  shall  not  be  removed  until  the  member  has  acquired  sufficient  strength  to  safely  support 
its  weight  and  the  load  upon  it. 

LETAILS  OF  CONSTRUCTION 

Re  inf  orcements 

(a)  Metal  reinforcement,  before  being  positioned,  shall  be  throughly  cleaned  of  mill  and  rust 
scale  and  of  coatings  that  will  destroy  or  reduce  the  bond. 

Cleaning 

Reinforcement  appreciable  recuced  in  section  shall  be  rejected. 

Inspection 

Vihere  thei'e  is  delay  in  depositing  concrete,  reinforcement  sha’’!  be  re-in  spected  and,  when 
necessary  cleaned. 

Bend ing 

(b)  Fteinf orcement  shall  be  c  refully  formed  to  the  dimensions  indicated  on  the  plans. 

Cold 

Oolc  bends  shall  be  made  around  a  pin  having  a  diaraetei'  of  four  or  more  times  the  least  dimension 
of  the  reinforcement  Lars  foi’  steel  of  structural  grace  and  eight  or  more  times  that  for  s  +  eel 
of 

REINFORCEMENTS 
Straightening 

^c)  Metal  reinforcement  shall  not  be  bent  or  stra i nght enec  in  a  manner  that  will  injure  the 
material. 

Bars  wi^h  kinks  or  bends  not  shown  on  the  plans  shall  not  be  used. 

Heating 

eating  of  re  ini orcement  will  be  permitted  only  when  the  entire  operation  is  approved  by 
Engineer . 

S;acing  Units 

Placing 

(.d)  Metal  reinforcement  shall  be  accurately  positioned,  and  secured  against  displacement  by 
using  anealed  iron  v'Jire  of  not  less  than  No.  lei  gauge  or  suitable  clips  at  intersections,  and 
shall  be  supported  by  conci'ete  or  metal  chairs  oi’  spcicers,  or  metal  han-ers. 
i'^iniraum  Spacing 

The  minimum  clear  distance  between  parallel  bars  shall  be  1^  times  the  diameter  of  round  bars 
or  li  times  the  diagonal  of  square  bars. 

Anchoring 

If  the  ends  of  bars  are  anchoi-ed,  the  clear  spacing  nay  be  made  equal  to  the  diameter  of 
round  bai  or  to  the  diagonal  of  square  bars,  but  in  no  case  shall  the  spacing  between  bars 
be  less  than  1  inch,  nor  less  than  1^  times  the  maximum  size  of  the  coarse  aggregate. 

Embedding 

Bars  parallel  to  the  face  of  any  member  shall  be  embedded  a  clear  distance  of  not  less  than 
one  diameter  from  the  face. 

SLABS  ANB  BEAMS 

Splicing,  Siabs  and  Beams 

^e)  -i-nslabs,  beams  and  girders,  splices  of  reinforcement  shall  not  be  made  at  points  of  maximum 
stress  without  the  approval  of  Engineei'. 

Lanping 

Sjblices  where  permitted,  shall  provide  sufficient  lap  to  transfer  the  stress  between  bars  bv  bo¬ 
nd  and  shear. 

In  such  splices  tne  bars  shall  be  placed  at  the  minimum  distance  pecified  under 
"SPACING  UNITS'*  Adjacent  bars  shall  not  be  spliced  at  the  same  point. 

Columns 

Splices  in  columns,  piers  and  struts  shall  provide  sufficient  lap  to  transfer  the  stress  bv 
bond  . 

Offsets  in  Column  Reinforcement 

^f)  U'here  changes  in  the  cross  section  of  a  conpiessi  on  member  occur,  the  longitudinal  re¬ 
inforcement  bars  shall  be  sloped  for  the  full  length  of  the  member  or  offset  in  a  rerion  where 
lateral  support  is  affordeo.  _  u  ■ 

Where  offset,  the  slope  of  the  inclined  portion  from  the  a:i  of  the  member  shall  not  be  more 
than  1  in  6. 

Future  Bonding 

Exposed  reinforcement  bars  intended  for  bonding  with  future  externsions  shall  be  protected 
from  corrosion.  ^ 

PROTECTIVE  CONCRETE  COVERING 

Moisture  Protection 

(a)  ‘“etal  reinforcement  in  wall  footings  and  column  fodtings  shall  h  ve  a  minimum  covering  of 
3  in.  of  concrete.  ® 

At  sui’faces  of  concrete  exposed  to  the  weather,  metal  reinforcement  shall  be  protected  bv  not 
less  than  2  in.  of  concrete. 

Tire  Protection —  Agregate 

y,b)  Metal  reinforcement  in  fire-resistive  construction  shall  be  protected  by  not  less  than  1  in. 
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of  concrete  in  slabs  and  walls,  and  not  les=;  than  ?  -iv,  v, 

provided  a^'^^'^'rec'ate  3hovvin'7  an  in .  in  beams  ano  girders  and  columns 

trap  rock  ?s  ustd  ;,heri^tractlSM;  t  '"atetlally  graa  or  than  that  of  llmeatcne  or 

coverin.c»  shall  be  1  in  thiricnpr  ’  S  o  tain  aggregate  of  this  grade,  the  protective 

not  exceeding  i  in.,  pUced  l'  in.  TrlnThl  f inKhed^sST^ce'''  openings 

1  ire  r-.azard,  Limited  ■‘■ux.'Duec  soiiace. 

In  s t rue t ur es  where  the  firt^  hat^arn  +  j. 

nearer  the  exnneed  .nnfa.p  5/^  ■!  the  _metal  reinforcement  shall  not  be  placed 


nearer  the  exposed  sturface  than 
columns . 

JOINTS 


74  in.  in  slabs  and  walls  or  1^  in. 


in  'earns,  girders  and 


Not  Inc icated — Laitr.nce — Contact 

the  streSgth'^aid^SppeaJancrof^the^stJuctm^e  ^^Trurev^nt^l  as  to  least  impair 

cess  water  shall  be  removed  from  the  surf  ace 'forSirg^Ihf  j  J?:^rrft^^"denos^o?ng^, 

cleanec  ant.  wette  d  before  depositing  is  resumed,  and  any  lait- 


Surfaces  of  contact  shall  be 
ance  shall  be  removed. 

Shear 

V;here  additional  resistance  to 
bedded  in  such  a  manner  as  to 
formed  in  the  concrete. 


^^horizontal  shea:-  if  required,  stones  shall  be 
r.ey  with  the  adjoining  concrete;  or  mortices  or  keys  shall 


artially  em- 
be 


COLUiCJS 

Joints  in  Columns 

columns  shall  be  made  at  under  side  of  the  floor, 
snail  be  /!  =  —  - - 4.  _  x.  ,  ,  .  . 

At  least 
posit ing 


considerec.  as  part  of  and  to 
two  hours  must  elapse  before 
in  beams,  girders,  or  slabs. 


iiaunches  a  nd  column  capitals 
act  continuous  with  the  floor. 

depositing  concrete  in  the  columns  or  walls  before  de- 


^LCORS 


tec_near_the  middle  of  spans  of  slabs,  beams 
this  point,  in  which  ca  e  the  joints  in  the 
e  the  width  of  the  beam, 
e  of  inclined  reinforcement. 

ilding  100  ft.  or  more  in  length,  shall  have 
the  joint  and  extending  a  sufficient  distance 
th  of  the  reinforcement  by  ? ond . 

site  face  of  tne  me'^bei'  from  the  main  tension 
eincoatec  metal  anchois ,  not  less  than 
section  of  the  members  cut  by  the  joint 


Joints  in  Floors 

^c)  Construction  joints  in  floors  shall  be  loca 
or  girders,  unless  a  beam  intersects  a  girder  at 
giideis  shall  be  offset  a  distance  equal  to  twic 
Adequate  provision  shall  be  made  for  shear  b-' us 
Construction  -joints  in  Long  Buildings 
'kc)  Construction  joints  made  cross  wise  of  a  bu 
special  reinforcement  placed  at  right  angles  to 
on  eacn  side  of  the  joint  to  delvelop  the  stz  eu:-' 

Le  uirements  "  ^ 

ihis  I e inf orcement  shall  be  placed  near  the  oppo 
re  inf ocement ;  the  cross  sectional  area  of  such* r 
forecement  shall  be  less  thanO.5  ptr  cent  of  the 

EXPANSION  JOINTS 

Plac ing 

(e)  Expansion  joints  shall  be  so  detailed  that  tne  necessary  movement  mav  occur  with  thp 

minimum  resistance  at  the  joint.  " 

,  -"he  structure  adjacent  to  the  joint  shall  preferably  be  supported  on  separate  columns  or  walls 
F.estrict  10ns 

Reinforcement  shall  not  extend  across  an  expansion  joint;  the  break  between  the  two  sections 
shall  be  complete.  Exposed  edges  of  expansion  joints  in  walls  or  abutments 
shall  be  rounded. 

Exposed 

Exposed  expansion  joints  between  two  distinct  concrete  members  shall  be  filled  wi^h  an  eiafetin 
joint  filler  of  approved  quality.  elastic 

Expansion  Joints  in  Long  Buildings 

(f)  Buildings  exceeding  200  ft.  in  length  and  of  width  less  than  about  one-hslf  the  leni^th 

shall  be  divided  by  means  of  expansion  joints,  located  neat  the  middle,  but  not  more  than 

200  ft.  apart  to  minimize  the  destructive  effects  of  emperature  changes  and  shrinkacfe* 

fthere  there  is  an  abrupt  change  in  the  width  of  a  building,  an  expansion  ioint  shall^'bP  nrnvidPd 
Sliding  Joints  ^  -  ^naii  oe  proviaec. 

(g)  The  seats  of  sliding  joints  shall  be  finished  to  a  smooth  plane  surface  and  allowed  to 

harden.  ‘ 

Building  Paper  ■ 

Two  thicknesses  of  building  paper  shall  he  placed  on  the  seat  before  depositin'^  superimposed  B 
concrete ,  o  r  •  f 

Water-Tight 

V.here  construction  joints  are  required  to  be  water-tight  the  method  of  construction  shall  be 
as  follows: 

Water-Tight  Construction  Joints 

(h)  1.  Horizontal  joins  shall  be  constructed  by  forming  a  continuous  keyway  In  the  lower 

portion  of  concrete  before  the  concrete  has  hardened.  "  "  « 

Cleaned  H 

Before  placing  the  superimposed  concrete  the  joint  shall  be  thoroughly  cleaned  of  laitance  ® 
or  over  foreign  material,  saturated  witi.  water  and  coated  with  neat  cement  grout. 

Superimposed 

The  superimposed  concrete  shall  be  placed  in  such  a  manner  as  will  insure  an  excess  of 
mortar  ovef  the  entire  surface  of  the  joint. 

Vertical  joints 

2.  Vertical  joints  shall  be  made  by  a  metal  water  stop  approved. 

Seepage 

Seepage  water  shall  be  collected  and  drained  from  the  forms;  where  required,  vent  pipe-;  shall 
be  closed  after  the  concrete  has  thoroug.-ly  hardened. 


WATERPROOFING  AND  PROTECTIVE  TREATMENT 


WateriDroof ing  Requirements 

Concrete  required  to  be  water  tight  shall  be  made  with  strict  adherence 
specii  ications  regarding  the  choice  of  materials,  proportions, 
protecting,  ana  workmanship.  ^  ^ 

Compounds 

compouncs  shall  not  be  used  for  waterproofing  unless  specifically  authorized. 


in  these 
placing. 
Integral 
Integral 


to  all  prov’sions' 
consistency,  mixing 


CILFROOFING 

Requirements 

Concrete  containers  for  light  mineral  oils,  animal  oil 


ercial  liquids  shall 
placed  in  service. 

Floors  or  other-  surfaces 


certain  vegetable  oils  and  other  comra- 


be  given  an  nside  coating  which  snail  be  applied  before  the  container  is 
exposed  shall  be  similarly  protected. 


load  tests 


^reparat ion 

(a)  The  contrac  or  shall  be  preparec  to  make 
concrete  construction  within  a  reasonable  time 
attained  an  age  of  45  days,  as  may  be  required 
values 

(b)  Such  test  shall  be  made  under  the  direction 


or  in  the  presence  of  his 
will  sustain  a  load  equal 
designed . 

Panels  Covered 
(c)  Each  test 
with  a  maximum 
sign  of  failure. 

Other  Types  of  Reinforced 


authorized  representative,  and 
to  two  and  one-half  (2h)  timrs 


load  tests  on  any  portion  of  the  reinforced 
after  its  erection,  bu  not  un  il  it  has 
by  the  Euilding  Commissioner. 

of  the  b’uilding  Comitiissioner ,  in  his  presence 


shall  show  that  the  construction 
the  live  load  for  which  it  waa 


load  shall 
deflection 


cover  two^or  more  panels  and  shall  remain 
at  the  end  of  that  period  to  exceed  1-600 


place  at  least  2^^  hours, 
the  span,  and  with  no 


-  Concrete 

t  e  BuiWi_ng  Con,mI.,sione?. 

show  an  ultimate  strength  not  Ipss  ‘han  three  and  one-half  fsJ-') 
deac  loao  for  which  it  was  desisned. 


(e)  Such  construction  shall 
the  combined  live  load,  plus 
V,  a  ived 

^f)  The  test  may  be 
that  the  construction 
tested  to  estruction 
Requirements 


t  i'^- 


waived  by  the  Building  Commissioner  if  it  can  be 
has  elsewhere  stood  up  to  substant ially ' the  same 
under  competent  and  impartial  d  ii-ect i o-^^ . 


satisfactorily  shown 
require  ments  when 


''g)  Tne  re  uireraents 
licable,  shall  appl  y 
Construction." 

Specif icat ions 

(h)  The  latest  specifications 
and  reinforced  v^oncrete  shal 

GENERAL  ASSUMPTION 


for  test  load  and  all  other  provisions  of  this  regulation,  where  arp- 
0  all  construction  sallo'ved  unc  ei-  the  headings  of  "Other  Tvres  of" 


the  Joint  Committee  on  Standard  I 
on  points  not  covered  in  this 


govern 


Ipccif  ications 
Code . 


of  Concrete 


Design 

The  design  of  reinforced  concrete  members  anu  stress  in  steel  and  o  v 

to  standard  enineering  practice  as  set  forth  in  t^rf  oJmulas  and  tea.  V  '  f 

joint  Committee  of  standard  specifications  for  co  crete  and  re?n  the  report  of  the 

August^l4,  1924  and  issued  by  the  American  Socle V?oJ%:S^iirSa?^?ifirSSrJubXqS^^^:L5Sn. 


STRESSES  IN  CONCRETE 
Standard 

Stresses  in  concrete  shall  be  based  upon  t'-e  formulas  and 
Joint  Committee's  report  referred  to  in  precedinp  paracrai 

STRESSES  IN  REINFORCEMENT 

Stiesses  in  reinforced  steel  shall  be 
report  and  indicated  in  the  following. 

Tension  in  Steel 

(a)  Billet-steel  bars: 

(1)  Structural  steel  grade,  16,00Clb.  p 

(2)  Intermediate  grade,  18,0001b.  per  s 

(3)  Lard  grade,  18,000  lb.  per  sq.  in. 

(b)  Rail  steel  bars,  18,000  lb.  per  sq 
^c)  Structural  steel,  16,000  lb.  per  sq 
(d)  Cold  drawn  steel  wire: 

(1)  Spirals,  stress  not  calculated. 

(2)  Elsewhere,  18,000  lb.  per  sq.  in. 

Compression  in  Steel 

(a)  Bars,  same  as  Billet-steel  (a)  and 


calcula' 

'h. 


ions  as  set  forthin  the 


not  less  than  tho  o  sot  forth  in  the  joint  Committee'S 


in 


(b). 


(b)  Structural  steel  core  of  composite  column,  16,000 
Reduced  for  slenderness  ratio  (see  report). 


n.  per  sq.  in 


(c)  structural  steel  column,  16,0001b.  per  so 
Keduceo  for  slenderness  ratio  (see  report'). 
Compiession  in  Cast  Iron 

Composite  castGiron  column,  10,000  lb.  per  sq 
r.ecuced  for  slendernes  ratio  (see  report) 

DRESS  2D  STONE  FACIxNG 


in 


in . 


SUB  SECTION  1 


sqwed  or  dressed  square  Stone  Ashlar  facing,  3  in.  or  mo]o  in 
a  veneer  over  wood  stud  wall  construction,  in  buildings  not  exceed} 


SECTION  157 

Stone  Ashlar  Facing 
^a)  Be  it  ordained,  that 
thickness,  may  be  used  as 

two  stories  high,  or  oser  masMrv  ,  construct  lor ,  In  lulldlngs  not  exceed: 

when  securely  athcLrto  “f tulloings  not  over  three  torles  high; 

less  than  1/8  in.  x  1  in.  in  section.^  ^  galvanizec  or  asphalt  coated  metal  anchors  not 
Anchors 

in/ength!  anchors  to  all  stones  over  181n 

Frame  Construction 

vc)ii^ror  frame  construction,  each  anchor  shall  be  ast.necl  with  one  ten-penny  galvalized 


I 


ns 


I 


STRUCTUF.AL  STONE  FACINGS 
SUB  SECTION  2 


facing. 


3  in. 


not 


exceed ing 


or  moi'e 
thEEe 


Stone  Ashlar  Facing 

Be  it  further  ordained  that  sawed  or  dressed  Stone  Ashlar 
may  be  used  as  facing  on  masonry  bearing  walls  in  tuiidin-^s 
Properly  Bonded  ^ 

properly  bonded  into  the  backing  as  hereinafter  provided, 
cdicing  .tT^eights  ^ 

Such  facing,  4  in  or  more  in  thickness  when  so  bonded  may  be  used  for  building's  of  anv 
Thickness  of  Vvalls  °  • 

(a)  Stone  Ashlar  faced  walls  shall  have  a 
thickness  for  Brick  or  Hollow  Tile  Vkalls. 

■‘■'ond 

Vb)  Stone  Ashlar  facing  shall  compl  ith  the  re-:  uirements  for  bond 
a  part  of  the  wall. 

••alls  Made  ThickBr 

).b)  Such  walls  shall  have  at  least  15^  of 


in  thickness 
stories  high. 


he ight 


:otal  t  lc''ness  of  not  le- 


hen  the  renuired 


and  '-'hall  be  figured  as 


thicker 


than  the 


the  supei'iicial  area  of  the  wal!!  facing 


made  4in 


throughout  the  available 


form  bond  stones  and  shall  be  uniformly  distributed 


which  is  more  than  9 
in.  thicker  than  the 


in.  thick 
f acin" . 


shall  have  a  simil  r  area  of  uniform- 


remainder  of  facing,  to 
area  of  wall. 

For  Thick  halls 
dc)  Stone  Ashlar  facing 
distributed  bond  stone  S 
Stone  Courses 

_d)  The  height  of  facing  stone  courses  shall  not  exceed  eight  times  the ' thickness  of  said 
Ashlar  excepting  that  spandrel  and  othei'  recessed  panels,  when  appro' ed,  ma‘-  exceed  this 
height,  provided  they  are  of  the  minimum  thickness  as  herein  pr-o  ided. 

Stone  to  be  Anchored 

square  foot  in  area  and  not  a  bond  stone  shall  be  anchored  to  the 
or  asphalt  coated  iron  or  steel  anchors  3-16  in.  x  1  in .  in  section 
into  backing  masonry. 


I 


V 


'•e)  Every  stone  over  ^ 
backing  with  galvanized 
extending  at  least  8  in 
Anchois  ivequired 
de)  Thei-e  shall  be  at  least  one  anchor  to 
each  stone  more  than  2  feet  in  length  oi'  3 
Facing  Stones 

^e)  Facing  stones  over  12 
of  superficial  face  area. 


ach 
sq 


st 
ft . 


ne  and  not  less  than 
in  supcrficaal  area. 


two  anchors  for 


s.^.  ft.  in  area  shall  have  at  lea-t 


one  anchor  for  each  4  sc.  ft 


width  faced  with  Ashlar  shall 
bond  stones  need  not  exceed  the 


have  bond  stone 
reqiiirement  specif i 


Free  Stamding  Piers 

df)  Free  standing  piers  24  in.  or  less  in 
in  every  alternate  course  but  the  area  of 
in  clause  ( b) . 

Facing  For  8  in.  Trails  How  Builfi 

(g)  Thiere  an  8  in.  thickness  of  brick,  hollow  tile  or  concrete  bloc'-  walls  are  permitted 
or  dwellings,  sheds  and  private  garages,  walls  built  of  a  sqwed  or  dressec  stone  facincr  thre 
inches  in  thickness^  bonded  into  a  six  inch  thick  backing  of  hollow  tile  or  concrete  blocks 
by  header  stone  two  inches  thicker  than  the  facing  anc  equal  to  -t  least  15^,  of  the  face  area 
may  be  used . 


ed 


I 


BEEDING  OF  SANDSTONE 


SUBSECTION  3 
Natural  Bed 

^a)  Be  it  further  ordained  that  sandstones  and  other  laminated  stones  showing  pronounced 
cleavage  shall  be  laid  on  their  natural  bed. 

Cornices  and  Projecting  Members 

(b)  Cornices  and  other  projecting  members,  shall  have  the  grain  oi  bedding  plans  vertical 
and  at  right  angles  to  the  face  of  wall. 


ALLOV^ABLE  LOADS  ON  STONE  ASHLAR  MASONRY  AND  ASHLAR  .'’AGED  MASO:'ir..Y 


.‘<0 


SUB  SECTION  4 
Unit  Stress 

Be  it  iurther  orcained  that  the  loading  on  sawed  or  dressed  stone  shall  not  exceed  the  f'llowing 
unit  stress  in  pounds  per  square  inch: 


Schedule  Pounds,  Per  Sq.  In. 

Lnii’oi,.'  -ore. rate'  load  rer  load  n  i- 


in . 


Uniform  concentrated  load  per  load  per 


■Limestone  and  Granite 

Solid  Limestone,  and  Granite  Set  in  Lime  Mortar. 

i:,quivalent ,  1:3  mix . 

Set  in  Cement  and  Lim  e  Mortar,  or  Na^^-ural  Cement 

Mortar  1:3,  mix . 4Q01b 

Solid  Sandstone: 

Sandstone 

Set  in  Lime  Mortar,  equivalent,  1:3  mix . lEOlh. 

Set  .in  Cement  and  Lime  Mortar  or  Natural  Cement  Moi'tar. 

11:3  mix . 

Ashlar  Facing 

Ashlar  Faced  Brick,  riollow  tile  or  concrete  block  V7  lls. 

-nit  Loading 

Unit  loaoing  on  entire  r^ctional  area  of  walls  built  of  brick,  hollow 
blocks,  faced  '"ithstone  Ashlar,  shall  not  exc  ed  the  allow  ble  loadl'- 
of  backing  masonry  used. 

RUrELE  AND  RANDOM  ASHLAR  liASONRY 

ROUGH  OR  ORDINARY  RUBBLE 

SECTION  153 
Sub  Section  1 


sq.  in. 

sq.  in. 

2001b. 

250  lb 

4Q01b. 

5001b. 

1501b. 

2001b. 

300  lb. 

4001b . 

tile  or  concrete 
’  on  he  particualr  class 


Field  Stone  Ashlar 

^a)  Be  it  ordained  that  raasonr^’-  wails  composed  o 


coursing,  shall  be 
required  for  brick 


at  least 
walls . 
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OUT,  regularity  of 
thicker  than  that 
Boulder  liiork 

(b)  Boulder  work,  snake  ashlar  and  other  forms  ol 
be  included  in  this  classification. 

COURSED  RUBBLE 


1  unsquare  or  field  stone  laid  in 
in.  thick  and  in  no  case  less  " han 


mortar 
4  in . 


with 


stone  Masonry  laid  without  level  beds  shall 


SUB  SECTION  2 
Roughly  Shaped  Stone 

Be  it  iurther  ordained  ^hat  solid  Masonr.v  walls  co.mposec  of  roughly  shaped  stone,  the  full  thick¬ 
ness  of  wall,  fioted  appioxiraatel3^  on  Iveel  beds  fehall  be  of  the  same  thickness  as  required  for 
brick  walls  under  similar  conditions. 

RANDOM  RUBBLE 

SUBSECTION  3 

Roughly  BhapedStone 

Ca)  Be  it  Iurther  ordained  that  Masonry  walls  composed  of  roughly  shaped  stone,  laid  without 
regularity  of  coursing  but  fitting  togethi.r  ’■-.'ith  approximately  level  beds,  when  built  of  stone 
extencing  the  full  thickness  oi  wall  may  be  of  the  same  thickness  as  brick  walls. 

Header  Stone  Bonded 

(b)  At  least  10;^  of  the  face  area  of  such  walls  shall  be  header  stone  bonded  at  least  four  inches 
into  the  backing  masonrj'. 

SOLID  8  IN.  STONE  WALLS 

SUB  SECTION  4 


hollow  tile  or  concrete  block 
sawed  or  roughly  dressed,  coursed 


When  and  How  Permitted 

Be  it  further  ordained  that  where  an  8  in.  thickness  of  brick, 
walls  are  permitted  for  dwellings  and  sheds,  solid  walls  of 
or  random  jointed  stone  8  in.  in  thickness,  may  be  used. 

random  ASHLAR 

SUB  SECTION  5 

When  and  How  permitted  Thickness  of  Walls 

U)  Be  it  f^th^r  ordained  that  walls  built  of  a  facing  of  sawed  squared  stone  of  various  sizes 
bonded  into  the  masonry  backing  built  of  brick,  stone,  hollow  tile  o  concrete  blocks  bv  header 
stone  four  inches  thicker  than  the  facing,  equal  to  at  least  10%  of  the  face  area  may  be  of 
the  same  thickness  as  brick  walls  under  similar  conditions. 

Bond  Stone  and  Anchors  Wall  Thickness 

'•b)  Where  less  than  the  specified  minimum  of  bond  stone  is  employed  in  Random  Ashlar  facinc- 
aetal  ashlar  anchors  shall  be  used  in  supplement  thereto,  for  all  of  the  larr^er  size  facing''’ 
stones,  in  order  that  such  facing  may  be  counted  as  a  part  of  the  wall  thickness.  ^ 
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l\2 


Area  of  Bond  Stone  : 

solid^Sall.°^^^  shall  the  area  of  tone  stone  be  equal  to  loss  than  1%  of  the  superficial  area  of^ 

ALLO\iiA^Li  LOAEb  CN  RUBBLE  AN!  RAULO’!  ASHLAR  MASONI Y 
SUE  SECTION  6 
Concentrated  Loading 

I 

SOL IE  WALLS  * 

Schedule 
Ordinary  Rubble 

OoLseriSt?^”” -  -^1- 

haLol°Rubtir''^^‘^  Rubble,  loading  equal  to  that  on  brick  -/alls.  | 

^c)  Solid  Random  Rubble,  loading  e.ual  to  that  on  brick  -alls.  ■ 

VLNELH  WALLS 

Schedule 
Random  Rubble 

Ram.om“shlar“  «'«  1°*“'!  permitted  on  backing  mao  nrv. 

(b)  lalis  faced  with  RanCom  Ashlar,  85^  of  the  load  permitted  on  backing  masonry. 

TILE  ANE  CONCRETE  JOIST  CONSTRUCTION 

SECTION  159 
Subsection  1. 

•‘•erm  Eefined 

^a)  Be  io^lurtn«r  ordained  tnat  the  term  Tile  and  Concrete  Joist  Construction  is  hereby  def'Aned 
to  mean  a  sysuem  oi  floor  cnnstruction  in  which  reinforced  concrete  joists  are  used  in  com¬ 
bination  wioh  hollow  clay  tile  or  with  concrete  block  and  tile. 

Tile  Units 

U)  The  provisions  relat 'ng  to  reinforced  concrete  construction  shall  appl-  as  far  as  applicable 
to  this  system.  ' 

n.olloiv  clay  tile  or  concret.  block  or  tile  used  in  this  form  of  floor  construction  shall  con-  m 
iorm  in  every  respect  to  the  requirements  for  load-bearing  h  ^low  clay  nile  and  concrete  block  I 
ana  tile,  speciiied  elsewhere  in  this  Code.  H 

Tile  Q  uality 

ic)  All  tile  shall  be  hard  burned  terra  cotta  tile  of  uniform  quail  y,  free  from  shrinka^^e 
crac.-^s,  with  true  bec.s  and  having  an  ultimate  comnres  e  -trenf^th  of  not  less  than  ^  nnn 
pounds  per  square  inch  of  net  area  of  surface  tested.  '  ' 

Stresses 

The  following  stresses  and  value',  shall  not  be  exceeded. 

Extreme  fibre  stress  (compressive)  on  hollow  tile,  5CC  pounds  per  squ  re  inch. 

Shear 

^hearing  stress  on  hollow  tile,  200  pounds  per  square  inch. 

Adhesion 

•chesion  between  tile  and  1:2:4  concrete  or  1:3  cement  mortar,  40  pounds  ner  square  inch 
Modules  of  iilasticity  ^ 

Ration  of  modulas  of  elasticity  Oi  steel  to  that  of  tile  ivith  cement  mortal’  joints  10 

SPECIAL  PROVISIONS  FOR  TILE  A^T  CONCRETE  JOIST  CONSTRUCTION 
SUB¬ 
SECTION  2 

Soaked  with  Water 

(a)  Be  ir  f'orther  ordained  that  the  hollow  tile  shall  be  thoroughly  soaked  wi'h'ater  at  t-e 
time  concrete  is  po’ared,  and  be  kept  drenched  at  least  thirty-six  hours  afterwards. 

Joints 

(b)  The  joints  between  tiles  shall  be  staggered,  buttered  and  slushed  f  11  of  mortar  consistincB 
of  one  (1)  part  of  Portland  cement  and  three(3)  parts  of  clean,  sharp  sand,  thoroughly  mixed.  H 


TERRA  COTT"  TILS  COLUMNS 
Sub  Section  3 
Height  of  '-olumn 

(a)  Be  it  further  ordained  that  columns  of  solid  terra  cotta  or  of  hollow  terra  cotta  ^n  which 
the  sectional  area  of  the  open  holes  in  each  block  shall  not  exceed  twenty  (20)  per  cent  of 
the  gross  sectional  area  of  such  block,  may  be  used  foi’  sti'uctural  purposes  provided  the 'height 
of  such  column  shall  not  exceed  twelve  times  the  least  dimension. 


Stress 

(B)  The  allowable  stress  shall  not  exceed  350  pounds  per  square  inch  and  shall  be  subject  to 
the  reduction  formula  given  in  Section  539,  Paragra’^h  (f )  . 

Quality  Compressive  Strength 

(c)  All  terra  cotta  tile  used  for  construction  of  columns  shall  be  hard  burned  terra  cotta  ti 
of  uniform  quality,  free  from  shringage  cracks,  with  true  beds,  and  having  ultimate  compressive 
strength  of  not  less  than  6,000  pounds  per  square  inch  of  net  area  of  cross  sect  ■•on  of  samples 
tested  • 

iiilortar 

(d)  Mortar  used  in  setting  terra  cotta  walls  and  columns  to  be  composet,  of  o’^e  (1)  part 
Portland  cement  and  three  (3)  parts  clean,  sharp  sane,  thore'Ugr.ly  mixed. 

SPECIAL  PROVISIONS  AS  TO  UORKMANSKIP  IN  TILE  COLUMN  CONSTRUC f ION. 


SUB  SECTION  4 


Setting 

(a)  Be  it  further  ort.ained ,  that  all  terra  cotta  shnl''.  be  thoroug  !;'■  wet  before  using  and  when 
used  in  columns  shall  fe  set  on  end  with  he  voids  runni’"''  verticall.”  and  directly  over  each 
other,  and  with  t;  e  webs  in  direct  line  of  pi-essui'  . 

Vertical  Joints 

^b)  All  veriiical  joints  must  be  stag  ei'  anc  tei'i'a  cotta  bl’.cks  shall  be  of  rronei’  dimensions 
to  meet  this  condition,  as  no  b  oken  tile  will  be  allowed. 

Horizontal  Joints 

(c)  All  work  s  all  be  set  plum  ,  with  unifoim  horizonfal  joints,  thickness  to  avei-a  -e  ( Vs  of 
an  inch. 

Time  Before  Load 

(d)  The  ininim'am  time  which  shall  elapse  between  the  finishing  of  the  work  and  before  any 
load  is  placed  thei'eon  shall  be  n  t  less  than  seven  day:  . 

TEPJIA  COTTA  GRAIN  BIN  CONSTRUCTION 

SUBSECTION  5 


Cylindrical  Foi'ra 

Be  it  further  ordained,  that  fire  proof  storage  bin,  gi'ain  elevatoi'S  and  grain  warehouses  may 
be  built  in  cylindrical  form  with  teri'a  cotta  rile  of  such  hei-ght,  diameter  and  thickness  as  is 
allowec  by  safe  engineering  practices,  provider  *hat  the  material  shall  not  be  stressed  in 
exce-3s  of  tne  limits  presci'ibec  in  this  code  for  walls  and  colum’  s. 

TERRA  COTTA  ARCHITECTURAL 


SECTION  160 


I 


Standard  Specifications 

Be  it  further  ordained,  that  all  terra  cotta  work. for  architectural  embellishment 
executed  in  strict  confoi'mity  with  the  stand-i-d  snecif ications  for  the  "anuf^'eture 
and  Setting  of  Terra  Cotta,  adop'ed  by  the  National  Tei'ra  Cotta.  Society  and ‘■shall 
following  general  conditions  of  this  Code. 


shall  be 
,  Furnishing 
meet  the 


DESIGN  AND  STRUCTURE 
■^nds  Vvalls  and  ■  Partitions 

1  (a)  Viialls  shall  not  be  less  than  one  inch  thick  and  partitions  shall  be  of  such  thickness 
and  so  spaced  as  to  per .  orm  fhe  ir .  proper.,funct  ions,  with  regari  to  form. and  structu  e. 

Anchor  Holes 

(b)  Each  piece  of  Terra  Cotta  snail  be  provided  with  the  necessary  anchor  holes  a'^d  ho''ps 

and  shall  so  formed  as  properly  to  engage  the  structure. 

Beds  generally  shall  be  not  less  than  4  inches  deep'i  . 

INCONNECTION  WITH  STRUCTURAL  STEEL 

Supporting  Metal  Work  and  Anchors 

2 — Beams,  channels,  angles,  T ' s ,  plates  and  fabricated  members  for  supporting  Terra  Cotta 
and  which  are  not  secured  to  the  structural  steel  by  rivets  or  short  bolts,  shall  be  provided 
according  to  Terra  Cotta  standard  specifications. 

In  C0NN"Ci’I0N  WITH  STRUCTURAL  CONCRETE 

■  Supporting  Metal  Work  Imbedded 

■  3— All  supporting  metal  work  shall  be  imbedded  in  concrete  and  all  shelf  angles  and  continuous 
rods  shall  be  provided. 

SETTING 


solid  Bed  of  Mortar 

4— (a)  All  tersa  cotta  shall  be  set  true  to  a  line  and  carefully  laid  in  a  solid  bed  of  mortar 
No  Voids 

^.b)  All  rebates  in  bed  and  cross  joints  from  front  to  back  and  top  to  bottom,  shall  be  filled 
solid  with  mortar,  leaving  not  voids. 

Tamped  in  Place 

Each  piece  of  terra  cotta  shall  be  tamped  into  place,  excess  mortar  cut  off  and  ^oint  struct  with 
a  jointer  or  trowel.  ^ 

Sills  and  Capping 

<c)  All  sills,  wall  copings  and  other  capping  co-urses,  shall  be  set  in  a  thick  bed  of  mortar  and 
well  pounded  down  so  that  the  mortar  fills  all  spaces  around  bottom  of  webs  of  terra  cotta. 
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BACivIIia 

Simulianeously  wi-'.h  Setting 

onrioSee\ge:r:? 

Backed  up  solid  uacKing. 

Each  piece  of  terra  cotta  shall  be  backet-up  solid  with  brick  and  mortar  ^o  as  to  make 
perfect  bone  ano  homogeneous  mass  between  i - -  ' 


wall  lines. 

when  necess  ary  to  structural  stability. 


Beyond  Vi,all  Line 

This  backing  shall  ©ctend  beyond  the  wall  line 
PROTECTION 
From  Local  Injury 

6.  All  uncompleted  walls,  inducing  terra  eotta  ..nc  b  ckin-'  shal^  be 
covering  at  night  ant.  at  any  time  when  liable  to  injury  .rom  storms  o 


rrotected  by  "’aterproef  c 


of  fr  ezing. 


A  NCKORS 


can 


Coated  V.itn  Faint 

or'securiii  tei^rr'cottas^d^^ coweli,  rods,  pins,  etc,  for  supporting 
hot!  "  cottashall  be  thorougnly  coated,  where  manuf  cturec,  with  asphaltum  applied 

V.r ought  Iron 

ScclaStJ  ^-Vooifiostlons  of  the  flmerl 

'^c)  Li  mens  ions 

6oLl“sSan"be  lnte,;Mty  Oe-.e:„ls  on  Iron,  sizes  of  hangers  and 

rlangers  and  Bowels 

urses  4  in.  igh  and  under,  in.  hanger,  5/8  in.  dowel. 

Courses  4  in.  to  10  in.  hi-h,  5/8  in.  haner,  3/4  in.  dowel. 

Co’orses  over  10  in  nigh,  3/4  in.  hanger  and  7/8  i  .  dowel. 

Self-Supporting 

(e)  Self-supporting  coui'ses  shall  be  secured  to  raming'or  masonry  by  strap  anchors  of  I/4 
in.  square  iron  cut  and  bent  to  propai’  sizes  at  building. 

PROTECTION  OF  METAL 

Imbedded 

8  (a)  Metal  work  of  ever  description,  supporting  terra  cotta,  shall  be  imbedded  t;h0rsughly 

in  the  ^  masonr  tacking  and  when  not  so  imbedded,  metal  work  shall  be  so  protected  a<^ainst 
corrosion  by  encasing  witn  cement  mortar  or  in  cement  moi’tai'  masonry* 

jincasing  Mortar  ‘  » 

^t)  then  the  bacic  of  a  .erra  coota  course  comes  in  contnet  with  iron  or  structui'al  concrete  j| 
in  such  manner  as  to  prevent  the  encasing  of  supporting  iron  from  the  rear,  an  openin'?  shall  ® 
be  made  in  the  top  to  ac mit  of  tne  placing  of  the  encasing  mortar  as  required  above. 

MORTAR 

Portland  Cement 

.^a)  ^All  cement  ’.^ec  for  setting  mortar  shall  be  of  a  standard  brand  of  Portland  cement  ful- 
^^3  the  requirements,  botn  physical  and  chemical,  of  the  standar('  specifications  for 
Portland  cement  adopted  by  the  American  Society  for  Testing  Ilateriais. 

‘'"and  "  ^ 

^ b)  All  sand  used  for  setting  mortar  shall  be  clean,  sharp  and  well  graded  in  size 
Broportions 

(c)  All  mortar  for  set  ing  and  pointing  shall  be  comp„  ed  of  one  volume  of  Portland  cement 
to  three  volumes  of  sand. 

Lime  Lime,  hot  to  exct-ed  I-5  of  a  sack  of  lime  to  a  sack  of  cement,  shall  be  added. 

Mixture 

^d)  Tne  sand,  cement  and  lime  shall  be  thoroughly  mixed  dry  before  any  water  is  added. 

POINTING 

As  Setting  Progresses 

10— (a)  All  joints  in  t  erra  cotta  shall  be  pointed  and  struck  as  the  setting  progresses  • 

except  in  freezing  weather.  _ 

Freezing  Weather  ;■ 

In  freezing  weather  and  when  repointing  is  necessar;^,  all  joints  shall  be  raked  or  cut  out  '■ 
to  a  depth  of  ^  inch  and  pointed  with  same  mortar  as  specified  for  setting  or  with  an  approved 
elastic  cement  in  t  he  construction  mentioned  below. 

Fro._ecting  Cornices 

(b)  All  joints  inpro^ecting  cornices  over  hanging  terra  cotta,  balustrades,  sill-courses 
parapets  and  free-standing  features,  shall  have  joints  ’  I'aked  out  one-half  (|-)  inch  and  pointed 
with  Vulcatex  or  othei  elastic  cement  of  equal  quality. 

PARAPET  WALLS  || 

Back  Facing 

11 —  All  parapet  walls  with  front  face  of  terra  cotta  shnl''  be  faced  on  the  back  with' 
vitrified  or  sewer  trick  set  in  cement  mortar,  with  horizontal  joints  not  over  J  inch. 

WASHES , '/.EEP  HOLES  ANE  TRIPS 

Projecting  Courses 

12 —  (a)  Washes  shall  be  provided  on  all  projecting  courses;  and  saddles  stall  be  provided 
in  ornamental  details  sufficient  to  shec  water  readily. 
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Voids  and  Weep  Holes 

(b)  If  voids,  in^which  T^'eter  is  liable  to  accumulate,  remain  in  bhe  terra  cotta  aft  r  it  has 
been  backed  up  and  bonded  properly  and  allsuppoi't ing  iron  has  been  encased,  as  per  these 
specifications,  then  weep  holes  shall  be  provided  at  luch  points  as  may  bo  necessary 
for  drainage  and  air  circulation. 

Drips 

^c)  All  ppojection  couises  such  as  sills,  belts  cornices,  copings,  etc.,  shall  have  drips 
so  that  water  will  not  run  down  face  of  walls. 

PROVISION  FOR  RECEIVING  FLASHING 

Haggles 

Haggles,  not  less  than  3/4  inch  deep,  shall  be  pi'ovided  in  terra  co  ta  to  receive  flashing 
when  the  terra^cot^ta  pitches  inwar  against  supeiirapo  ed  ’-ork:;  for  all  balcony  floor-;  for 
all  gutter  linings  anci  at  all  othei'  points  necessax’y. 

JOINTS 

Dimensions 

^Standard  specif icat ions  requires  all  joints  to  be  approzimately  ^  inch  wide. 

Standard  spec  ix  icat  i  .  n  ■■  eoes  not  lequire  ,jOintj  to  be  rubbed. 

MATERIAL 

Physical  Characteristics 

15  Physic-’l  characteristics  i^",  terms  of  crushing  strr.ngths,  densi"-ies,  and  elasticit  or 
spec  it  icat  io  s  for  tests  shall  be  accoi'.ing  to  terra  cotta  tandard  specifications.  * 

CONCRETE  BLOCKS 

SECTION  161 

Be  it  ordained  that  the  manufacture  of  concrete  blocks  shall  be  under  the  following  terms 
conditions,  restrictions  and  penalty  in  violation  theieof:  ’ 

EIOENSING 


secue 


SUB  SECTION  L 

Manufacturer,  Selling  Agency,  Dealer 

Every  manufacturer  of  such  tile  or  concrete  block  spiling  agency  or  dealer  therein  shall 

a  license  for  the  manufeature  or  sale  for  use  for  building  purposes  for  such  block  or  tile 

in  the  City  of  Fort  Wayne,  for  ’.wch  license  there  shall  be  paid  to  the  Building  Inspector 

for  the  use  of  the  City,  a  license  fee  at  the  rate  of  f’l'^O.OO  per  annun  or  for  anv  part  of  any 
calendar  year.  -  v^x  anj 

Expiration 

All  such  licenses  shall  expire  on  Decembei'  31st,  of  each  vear. 

Tests  filed 

Said  license  shall  be  granted  as  soon  as  certificate  of  test  has  been  obtai’^ed  and  approved 
by  the  Building  Inspector  showing  that  the  concrete  blocks  proposed  to  be  sold  have  met  the 
requirements  of  this  Code. 

Name  of  Manufacturer  Filed 

The  name  of  the  firm  or  corporation  and  it  responsible  officers  making  application  for  such  kicensJ 
shall  be  issued.  ■ 

Change  in  Ownership  Filed 

Ali  changes  iheoWhershipcor-managoneatidoftanyeiicenSelshalii  be.  reported  in  writingnwlthin  S'- 

gayenthereaf ter  to  the  Building  Inspector. 

Transfer  Fee 

In  ease  of  such  change  any  such  license  may  '' e  transferred 
a  transfer  fee  of  $3.00/ 

I 

SUB  SECTION  2 


by  the  Inspector  on  the  payment  of 


Definition  of  Term 

(a)  Be  it  further  ordained  That  for  the  purpose  of  this  Code,  all  masonry  building  units  mace 
of  Portland  Cement,  whter  and  fine  aggregate,  or  fine  and  coarse  aggregate  consisting  of  sand 
gravel,  crushed  stone ,_ crushed  air-cooled  blast  furnace  slag,  steam  boiler  cinders  5r  other  ' 

equivalent  material  suitably  graded  from  gine  to  coarsd,  shall  be  termed  concrete  block 
Hydrated  Lime  xuufv. 

Hydrated  Lime  not  to  exceed  10  per  cent  of  the  volume  of  the  cement  used  may  be  added  to  tho 
mixture  of  the  afore  mentioned  material. 

Portland  Cement 

(b)  The  Portland  Cement  shall  conform  to  tre  Standard  Spdeif ications  and  Tests  for  Por+aand 

oeraent  adopted  by  the  American  Society  for  Testin-  Materials.  -diciau 

Aggregate 

All  aggregate  shall  be  clean  and  free  from  deleterious  substances  and  approved  bv  +he 
Commissioner.  ggxuveu  .ne  i^uixcing 

The  concrete  block  when  completed  shall  be  sound  and  well  seasoned. 

Proportions 

Materials  shall  be  so  proportioned  that  the  block  at  tbea-e  of  twentv-ei  ht  (SB')  davs  or  whan 
hereinatte/spetlfled/"®  compression  and  aLittitlon  test, 

Identification  of  Branding  > 

(c)  All  concrete  clock  used  in  t he  city  of  Fort  Wayne  for  building  construction  purposes  shall  ha 
have  cesigna  ed  thereon  such  mark  of  identification  as  will  indicate  the  name  of  the  manufacturer 
and  the  prircipal  place  of  business  of  such  manufacturer. 


Filed  with  cuilding  Cornmissioner  ' 

A  facisraile  of  suchmarks  of  i  dpnt  t  f -i  ^0+ t  +  j.,  . 

business  of  such  manufacturer  shall  be  filed  '-^ith  ^he  name  and  principal  place  of; 

ce  Hied  wi.h  anc  approved  by  the  Building  Commissioner. 

SUE  SECTION  3 


Tests  Required 

'■a)  Samples  f  all  concrete  block  3 
block  which  will  be  exposed  to  soil 
ot^*.  r  suitable  protective  covering') 
is  approved  by  the  Eepartment  of  Bui 
Number  of  Tests 

These  tests  shall  be  mace  on  at  leas 
stqnding  acceptable  to  the  Buildin^'^ 
Sample  Required 

Samples  may  be  used  for  the  absorpti 
are  used  for  the  compression  test. 
Certified  Copy  a 

A  certified  copy  of  the  results  of  e 
Commissioner  for  his  records 
Production  Plant 

A  plant  for  the  production  of  concre 
before  official  tests  are  made. 

SUB  SECTION  4 


na..l  be  subjected  to  a  compression  test,  and  all  concrete 

finished  work  (withou  stucco,  plaster  or 
shall  be  subjected  to  an  absorption  test  before  their  us( 
Idin.ys. 


I 


>t  three  samples  in  any  testing  laboratory  of  recognized 
Commissioner  ano  shall  be  paid  for  by  the  manufacturer. 

on  test  where  the  absorption  test  is  required,  before  they 


ach  laboratory  test  shall  be  filed  with  the  Building 
te  building  units  shall  be  established  for  operation 


I 


Methods  for  i^aking  Tests 

Samples  -for  Tests  by  a  representative  of  the  Department  of  Buildings 

IS?  ?deni?fi???iL^VLrL?:&^jrBS?^ii^3?°"^^ 

In  case  of  .  failure  of  the  i  iret  three  specifmens  to  meet  the  recuireraents  ac  ditional 

the  .peolrnens  meet  the  requlrementrjjk?:,  piovlL\t; 

These  bests  shall  be  made  in  accordance  with  the  standard  methods  ;->rescr Ibed  liv  •''e 
atnc^ro^retn^afldinrHi?!'  specifications  for  concrete  build  ing ‘block 

Tdigie  Kequirements  . 

Tne  Building  Commissioner  shall  .require  at-least  every  six  month  a  laboratorv  test  -nd' 

?'?epre\^eni??i?^  ^e?ar??e?f  orB^iSi^g^!"  --8  --Pl-  selecte 

Samples  Selected  -  - 

The  Bonding  Coamiseioner  may  require  tests  te  be  made  on  sample  -  .selected  by  ■■.  ...  ,,h  nev 
Code  "hetrer  the  product  meet  s  the  .standard  prescribed  by  th 


from 

k  ■ 

led 

ests 


d  by 


t 


t  r  i  rK  i 
is 


SUB 


CCTI ON  5 


a 


Standards  of  Quality 

'a)  aafore  aproval  is  given  the  product  of  a  y  manufacturer,  compression  and  absorbtlon 
JlSfrrments'ofhMs  SjnL?'  recognized  stanclngshall  sho»  that  the  material  meets  the 

e?ine'’cj$er!ig'ne:a'’ne1"b:ies?ed"?c”aJsS?pt”S’: 

Compressive  Strength 

The  ultimate  compressive  strengt.n  of  ho' low  and  two-piece  u  its  twenty-eirrht  CBS')  davs  nid  nr 
when  delivered  to  the  building  site  shall  average  not  less  than  eight'  hundred  (srof^u^ds 

per  square  inch  of  the  gross  cross  sectional  area  of  t  e  unit  as  used  in  +he  wali°  pouncs 
Unit  Test  "  v;axj.. 

No  unit  shall  test  less  than  six  hundred  (600)  pounds  per  square  inch  over  the  pross  are 
Gross  Area  '  tvoo  ox  o 

The  gross  cross  sectional  are  of  hollow  building  units  shall  be  considered  the  product  of 
len-th  by  the  width  of  the  unit.  procuct  01 

Gross  Section 

The  gross  cross  sectional  area  of  a  two-piece  of  concrete  building  unit  shall  be  ohe-half 
product  of  the  length  of  the  cunit  by  the  width  of  the  wall  for  which  the  units  are  intend 

Absorption  and  Temperature 

The  apsorption  anf  three  test  samples  when  dried  to  a  constant  weight  at  a  temperature  be¬ 
tween  212  and  250  degrees  Fareinheit  and  immersed  in  clean  water  for  a  period  of  t->net v-f our 

(24)  ho'ors  shallnot  exceed  14  pounds  per  cubic  foot  of  concrete  (acbnral  volume')  contained 
in  a  y  block.  ''  cori^ainea 

SUE  SECTION  6 

Construction 

All  concrete  block  shall  be  laid  in  Portland  Cement  mortar  with  vert -'cal  ioin+q  hmiror,  ar,ri 
with  all  courses  thoroughly  bonded.  ’ 

Cement  Mortar 

Portland  Cement  mortar  shall  consist  of  1  part  cement  to  not  more  than  3  part  of  sand  in 
ac  ordance  with  the  requirements  of  (a)  and  (b)  ’ 

Hydrated  lime  not  to  exceed  10  ,  er  cent  of  the  volume  of  cement  used  may  be  added  to  t'-e 
mixture. 


the 

the 


I 


I 


Bonding 

All  masonry  facing  of  concrete  block  or  concrete  block  facing 


the  kind  of 
with  stucco 


facing  used, 
or  plaster  the 


of  other  masonry  units  shall 


mortar  joints  shall  be 


be  bonded  to  the  backing  as  required  for 
Whe^'ever  concrete  block  is  to  be  covered 
struck  off  roughly  and  not  pointed, 
bearings 

All  bearings  on  hollow  or  colid  concrete  block  construction  shall  be  not  less  than  4  inches 
Vertical  Cell  Construction 

VVheie  vertical  ceil  construction  is  usee  the  load 
masonry  bearing  plat .s  of  sufficient  thickness  to 
course  shall  be  filled  with  concrete. 

SUB  SECTION  7 


shall  be  distributed  by  means  of 
distribu'e  the  Imposed  load,  or 


metal  or 
the  supporting 


Wall  '-i-'hickness 

(a)  Other  equivalent  methods  of  construction  may  be  used  if  appi’oved  by  the  Building  Commissioner] 
Wherever  a  change  occurs  in  the  thickness  of  wAlis  or  piers  of  hollow  concrete  block  laic  with 
the  cells  vertical,  unless  the  webs  and  shells  are  properly  superimposed,  the  bearing  loads 
shall  be  distributee  upon  the  wall  below  by  means  of  metal  or  masonry  bearing  plates,  or  the 
supporting  course  shall  be  made  of  solid  block. 

used  if  approved  by  the  Building  Commissioner. 


Other  equivalent  methods 
Slots  or  Chases 
No  concrete  block  shall  be 
Eiraens ions 

All  slots  shall  be  built  in, 
outside  face  of  the  wall. 


of  construction  may  bu 

broken  into  in  order  to  form  a  slot  or  recess 


and  no  slot  shall  have  less  than  8  inches  thickness  toward  the 


SUB  SECTION  8 
Approval  in  Vvtiting 

(a)  All  concrete  block  used  in  the  City  of  Fort  wayne, 

Building  Commissioner. 

Such  written  approval  may  be  obtained  upon  applicatio'^ 
in  accordance  with  the  pro-,  iisone  of  (Sections  3,  4  and  5.) 

Approval  Fee 

^b)  When  the  blocks  are  found  to  comply  with  all  the  requirements,  the  written  approval  shall 
issued  upon  payment  of  Twenty-five  (|k,5. 00)  Eollars  to  the  city  treasurer,  which  amount  is  to  ^ 
creditec  to  the  public  safety  fund. 

Each  approval  shall  expire  on  the  la  t  day  of  January  of  each 


shall  be  approved  in  writing  by  f-e 
ind  submitting  the  certificate  of  tests 


Registration 


year . 

who  man/ifacture  the 


block  shall 


is  approved  under  this  section 


violate 
not  less 
se . 


The  name  of  the  pe  son,  firm,  or  corporation  and  its  officeis 
be  placed  on  file  with  the  Building  Commissioner  as  a  record. 

Changes  Se'ported 

All  changes  of  ownership  or  management  of  any  plant  whose  block 
shall  be  reported  in  writing  to  the  Building  Coraraiss  ionei- . 

Subsequent  Tests 

(c)  If  at  any  time  after  the  appro\’al  of  the  concrete  blocks  the  Building  Commissio  't'r  finds 
it  necessary  to  require  subsequent  tests  in  accori anco  with  Section  4,  and  such  tests  disclose 
that  said  block  do  not  meet  the  requirements  of  said  section,  then  the  Building  Commissioner 
may  forthwith  revoke  the  approval  of  such  ]Dlock  thereto  fore  given. 

VIOLATION  OF  CODE 

SUB  SECTION  f 

Penalty 

(a)  Be  it  further  ordained  fhat  why  person,  firm  or  corporation  or  agent  who  shall 

ahy  provision  of  this  code  shall  be  subjet,  upon  conviction  thereof,  to  a  fine  of 

than  Ten  (|10.00)  Collars  or  more  than  One  Hundred  ($100.00)  Dollars  for  each  Offe 
Separate  Offense 

<b)  Tne  continued  vilations  of  any  provision;  shall  constitute  a  separate  offense  for  each 

an&  everv  day  such  violation  of  a  y  provision  hereof  shall  continue. 

CONCRETE  BLOCK  CONSTRUCTION 

SUB  SECTION  10 

Requirements 

Be  it  further  ordained,  that  hoi ' ow  concrete  building  bloc'  s  may  be  used  where  said  blocks  mon¬ 
form  to  the  requirements  of  this  code. 

WALLS  BUILT  OF  CONCRETE  BLOCKS 

SUB  SECTION  11 

Foundations  and  Bearing  Walls 

(a)  The  tnickness  of  foundations  and  bearing  wills  for  "Concrete  Block"  shall  be  to-wit  as 
follows;  ’ 

Minimum  Thickness  of  Walls  in  Inches  for  "Concrete  Blocks". 

Schedule,  Dimensions  of  Walls 

Basement  F  First  Second  Third 

He  ight 
Onestory — 

12  inch  8inch 

Two  story — 

12  inch  8  inch  8  inch 

Three  story — 

16  inch  12  inch  10  inch  8  inch 

except , 


(1-3) 


One  Story  Buildings  t  ’ 

mltt°ed  construction  is  per-  .3, 

Outside  Fire  Limits 

niL  of  »OonorS?e  Hjck”"»aUs'"ahan"no(  ‘i';‘PlcMs  outside  the  fire  limits,  the  thlck- 

trenty  (.0)  feet  In  height  and  t-alve  (1.)' in^^^s  ?L’"neif  f  JSr?e:n^a4rfeer?rLlght ! 

Openinj^”"®^  “'''*  non-loaf  tearing  -all  is  permitted  in  gatles.  V 

ioLJStSiiS;^  :nh\“%aifororL;=?rof^?en“no; 

ultimate  crushing  strength  of  the  eall  as  laid  up  in  mortar  as  specified  in  sL??on  ?our 
Tenement  House  Vvalls  ■ 

bPredScef  tf  eishf  ;^Sl°(ncher®"'t?°"r''  °‘'  «'•'>  t^ccment  mav  ll 

lenath  than  thiitv^Anl  ?  -JI!  Presided  that  no  such  mall  has  a  gr  ater  horizontal 

,Q??^o  ^hiity  (30)  feet  without  a  cross  wall,  or  acevaa^o  pilaster  not  less  han  ninetv-siv 

,^,  square  inches  in  horizontal  cross  sectional  area,  in  addition  to  the  wall, 
w 8  .X  i^©ci\ic  w  ion 

Such  ’’’all  reduction  shall  be  limited  to  f  urteen  (,19)  f  eet  in  heip’ht. 

Interior  Vvalls  “ 

J^oad  bearing  "Concrete  Block"  walls  of  any  residence  duplex  or  double 
^£0^  feS  less  than  eight  (8)  in-hes  thick  for  the  uppermost  twnety  ' 

feet  anc  twelve  (1^)  incnes  thick  for  the  next  lower  fourteen  (14)  feet  in  height, 
ripe  uhases 

iil  Chases  shall  not  be  cut  in  "Concrete  Block"  walls  or  pilaster-  bu"  sha'l  be  provided 

for  bv  properly  former  "Concrete  Blocks".  piovicea 

Eepth 

be  over  one-third  (1-3  of  the  thickne  s 


No  such  chase  shall 
Beds 

(g)  The  bed  of  the 
Business  Euilciggs 

(h)  Nothingin  thi' 


"Concrete  Block"  shall  be  considered 


f  the  wall, 
as  the  thickness. 

to  eiyht  (8")  inches  for  the 


-  section  shall  prohibit  a  wall  reduction  ^o- ;  anunes  i  or  me 

buildings  or  structures  loacted  outside  of  the  fire  district,  provide 
ing,  the  seconc  story  is  usdd  exclusively  for  office  oi-  housing  unit  puroo 'es 


Piers 

(i)  The  unsupported  heigh 
least  dimension. 


of  "Concrete  Blocks"  piers  shall  not  exc.^ed  ten  (10)  times  their 


LAYINg  OF  CONCRETE  BLOCKS 


SUB  SECTION  12 


Foot ings 

(a)  Be  it  further  ordained  that  the  bottom  courses  of  "Concrete  Blocks"  laid  up  in  anv 
wallof  any  bui'ding  or  structure  shall  have  a  footing  under  the  wall,  not  less  than  four  (4) 
inches  wider  than  the  wall  and  at  least  four  (4)  inches  thick  vertically,  or  a  continuous 
course  of  concrete  of  similar  dimensions. 

Wetting  Blocks 

(b)  All  concrete  block  shall  be  thoroughly  saturated  with  abater  before  being  set. 

Joints 

^b)  All  vertical  and  horizontal  joints  shall  be  flushed  full  with  mortar. 

Nortar 

^c)  All  mortar  for  "Concrete  Blocks  "  shall  bo  composed  of  one  <1)  part  cement  to  three  (3) 
parts  of  clean  sharp  sand  with  not  over  one  (1)  part  hydrate  of  lime  proportioned  by  ^  ^ 
volume. 

Mix  d  And  used 

The  mortar  used  shall  be  mixed  in  small  batches  and  used  immediately. 

“^nder  Joists,  Beams  and  Sills 

(d)  The  la-t  course  of  "Concrete  Blocks"  immediately^  under  any  goists,  beams,  door  sills  or 
v-incow  sils  shall  be  solid  blocks  or  cfilled  with  solid  concr  te. 

Supporting  -^intels 

(e)  Piers  and  buttresses  supporting  lintels  with  a  load  in  excess  of  five  (5)  tons  shall 
be  built  solid. 

Supporting  Heavy  Loads 

Fic-rs  and  pilasters  supporting  heavy  loads  shall  be  built  solid,  and  shall  be  as  large  in 
area  as  required  by  ’he  load,  which  in  no  case  ife  to  exceed  one-tenth  (1-10)  of  t  e  ultima’-p 
strength  of  tue  area  of  support. 

Lintels  and  Sills  reinforced 

^f)  Concrete  lintels  and  sills  shall  be  reinforced  with  steel  bars. 

Supports  for  Lintels 

The  supports  for  lintels  shall  rest  upon  s  lid  "Concrete  Blocks"  immediately  under  the  lintels 
or  sill 

Header  Courses 

(g)  Where  walls  and  piers  are  built  of  more  than  ome  row  of  blocks  in  the  thickness  header 
courses  shall  be  provided  ever  thir  course  of  Blocks. 

Blind  Headers 

Blind  headers  may  be  used 

Cffsets  (h) 

Where  there  is  an  offset  in  any  Concrete  Block  wall  the  last  course  or  ledge  course  of  blocks 
shall  be  made  solid  blocks. 


w. 


4S 

With  Brick  Backing 

(i)  Where  the  face  only  is  of  hollow  concrete  luilding  block,  and  the  backing  is  of  brick,  the 
facing  of  hollow  concrete  blocks,  shall  be  stiongly  bonded  to  the  brick,  either  with  headers  pro-| 
jecting  4  inches  Into  the  brick  work,  every  fourth  course  being  a  heading  course  or  with  anproved 
ties;  no  brick  backing  to  be  less  tha  eight  inches, 
hond 

^ Where  the  walls  are  made  entirely  of  hollow  concrete  blocks,  buf  where  said  blocks  have  not 
the  same  width  as  the  wall,  every  fifth  course  shall  extend  through  the  wall,  forming  a  secure 
bond . 

Uses  OF  GOriCRETB  BLOCKS  IN  BUILDINGS  OR  STIiUCTURDS 
SUB  SECTION  13 
Chimney 

(a)  Be  it  iurther  ordaine^  ,  Lhat  "Concrete  Blocks"  are  used  for  chimney  ■  the  blocks  shall  be 
in  no  case  less  than  33/4  inches  in  thickness  and  web  not  less  than  1  inch, 
riue  Lining 

The  f'ue  shall  be  lined  from  top  to  bottom  with  approved  fire  clay  lining. 

Pilasters 

(b)  In  "Concrete  Block"  walls  where  pilasters  or  piers  are  required  the  sane  shall  ’ e' made 

of  solid  blocks  or  hollow  blocks  filled  solid  with  concrijte  from  top  to  bottom  of  the  pilaster 
or  pier. 

WHERE  CONCRETE  BLOCKS  SHALL  NOT  BE  USED 
SUB  SECTION  14 

Building  for  Oil  Storage  or  Explosibos 

Be  it  further  ordained,  that  "Concrete  Blocks"  shall  not  be  used  for  partition  or  beariw;:?  alls 
in  oil  houses  or  any  building  where  explosive  fumes  are  liable  to  diffuse  the  hollow  space  . 

FIREPROOF  CONSTRUCTION 
SECTION  162 


in 


or  o-^Ht  wood  Interior  finish,  wood  frames 
narrow  vertical  wood  strips  nay  be  built 


Foundation  and  Walls 

^a)  be  it  further  ordained  that  inundations,  retaining  ■•"alls,  beai’ing  walls  and  piers 
firegroof  buildings  shall  be  made  of  brick  or  stone,  laid  ing  cement  mortar,  or  of  concrete 

plain  or  reinforced,  or  of  iron  or  steel  columns  and  i  earns  enclo  oc,  in  brick,  tile  or  concre-^e 
masonry. 

Wood  shall  not  enter  into  their  constr-...ct ion . 

Floors  and  Roof  Slab 

(b)  Floors  and  roofs  shall  be  constructed  of  beams  mace  of  steel  or  of  leinforced  concrete  nro- 
spaced  and  anc  spanned  with  arches  or  slbbs  made  of  fire-resisting  materials,  and^of 

suiiicient  strengtn  to  carry  tne  loads  for  which  thex- are  designed. 

Partitions 

^.c)  Fii'eproof  paititions  subdividing  the  spaces  on  tne  floor  of  the  fireproof  builcin^*  may  be 
built  of  steel_or  iron  uprights  spacec  accoi-ding  to  the  provisions  of  Section  122-C,  c-overnin- 
he  minimum  weignts  of  metal  lath_  anc  metal  ch  nnels  and  attachment  of  metal  study,  if  lathes'^ 
with  metal  lath  ano  plastered  both  "ides  to  a  toaal  thickness  of  partition  not  less  than  13/^ 
inches.  '  ^ 

Hollow  Blocks 

partitions  may  be  built  of  hollo-  burnt  lay  or  other  incombustible  hollow 

building  blocks. 

To  provided  foundation  for  wood  door  and  window  tri 
may  be  set  up  in  the  partition  for  the  openings  and 
in  for  other  wood  finish. 

Door  and  Window  trims  (e) 

(e)  Partitions  subdividing  space  on  the  floor  of  a  fireproof  buxldincr  must 
the  fireproof  floor. 

Wood  Iloors  Sleepers  Bei ded 
Cf)  The  flooi iag  may  be  of 
in  concrete  to  the  uncer  side  of  flooring. 

Interior  Finish 

(g)  ihe  interioi'  1  ini  h,  window  frames,  sash  and  f oors 
after. 

Construction  of  Stairs 

(h)  The  stairs  and  staircase  landings  shall  be  constructed 
steel  or  a  combination  of  there  materials. 

Staii'  •‘^^alls  Enclosed 

(i)  In  all  fireproof  building?,  if  exceeding  three  stories  or  forty  f  et  in  height  the 

be  inclosed  in  each  story  with  fireproof  material  same  as  required'  "'or  elevator!  to 
enclosure.  ^ 

Office  Building 

^j)  fireproof  office  bui’^^dings  the  stair  way  shall  ’‘e  entirely  cut  off  by  a  fireproof 

ofncrpSposes?"  “  X  other  part  of  the  hullding  not  used  exclusively  for  o 

WIRED  GLASS  WINDOWS 
SECTION  163 

Openings  to  be  Protected,  W'ire  Glass 

(a)  Be  it  further  ordained,  that  every  building  which  is  more  than  two  stories  in  hei^^ht  above 
the  curb  level  shall  have  approved  wired  glass  -windows  In  metal  frames  on  every  exterior  win- 
oow  opening,  above  the  first  story  thereof,  and  with  approved  fireproof  frames  'Ind  doors  on  door 
openings,  if  any,  excepting  the  following; 


in  Concrete 
wooc ,  nailed  to 


be  set  forth  upon 


wood  sleepei’s  not  two  inches  by  four  inches,  imbedded 


may  be  of  wood,  except  as  provided  here 


of  bfick,  stone,  concrete,  iron  or 


stairs  shall 
form  an 


Buildings  Excepted 

^xcepting,  private  dwelling  houses,  churche; 
iiXcept  On  Front 

Excepting,  on  the  fron  openin  s  of  buildings  fronting 


feet,  and  facing  the  same 


tenements  and  schools. 

on  streets  wnich  are  more  than  thirty 


Wired  Glass  Windows  Abo”e  hoof  of  .Ad joiningnBuilding. 

iny  sLi']!  hkewlsf  b^pro^eo^eS® 

FIREPROOF  SHUTTEfiS 


SECTION  164 


Fireproof  Shutters  as  a  Substitute  for  E'irec'  Glass 
Be  it  further  ordained  that  when  satisfac'ory  to  the  Euildi 
writers  having  jurisdiction  standar  fireproof  butters  and 
01  approvea  wired  glass  metal  frame  windows. 


ng  Comrais 
doors  may 


i 


I 

oner  and  the  Under- 
be  deemed  the  equivalent 


FIREPROOF  FLOORS, FILLING  BETWEEN  i:E.ARS 


SECTION  165 


beams  may  be  placed  arches  made 


I 


Floor  -billing  of  Brick  or  Hollow  Tile 

^a)  Be  it  further  ordained  that  be  tween  the  steel  f loor 

of  brick  or  of  hollow  tiles  or  hard  urnt  clay,  semit  porous  terra“ cotta  of  uniform  density  an 
bareness  of  burn,  or  the  space  between  1  he  beams  may  be  filled  witn  floor  filler  of  steel 
joist,  c OHo t r J.C t i on ,  witn  tuotsl  la  jh.  and  plastor*  not  les  tlaan  throo— eju^rt ors 
(3/4)  of  an  inch  in  thickness  applied  ohly  tn  the  lower  flanges  of  the  joists  either  attach¬ 
ed  directly  tnBreto,  or  suspended  therefrom  and  having  a  conci'ete  slab  over  the  metal  lath 


and  plaster  ceiling  beneath. 

buch  steel  ^oist  floor  construction  shall  be  deemed  a  floor  filler  for  all  light  occupancy 
buildings  where  the  liloor  loads  shall  not  esceed  more  than  one  hundred  and  twenty  (120) 
rounds  per  square  foot,  and  such  steel  joists  shall  not  support  loads  or  stresses  except  the 
superimposed  floor  load  directly  on  same. 

Retails  Submitted 

But  in  any  case  detait  plans  and  strain  sheets  shall  be  submitted  to  the  Building  Commiss¬ 
ioner  showing  the  details  of  proposed  construction.  ° 

V.crking  Stress 

(b)  .mO  material  in  any  part  of  the  design  shall  be  subjected  to  a  greater  working  stress 
than  is  prescribed  in  this  Code. 

Actual  Test  May  Be  Flequired 

^.c)  The  Building  Commissioner  may  require  thafi  an  actual  test  be  made  of  the  proposed  floor 
construction. 

Such  test  shall  be  made  under  the  supervision  a  nd  at  the  expense  of  the  owner  or  contractor 
and  the  floor  construction  be  subjected  to  a  fire  test  under  a  maximum  floor  load. 
Authenticated  Records  of  Previous  Tests 

(d)  Duly  authenticated  records  of  tbsts  heretofore  made  of  any  system  of  fireproof  floor 
filling  and  protestion  of  the  exposed  parts  of  the  beams  may  be  presented  to  the  Building 
Commissioner,  and  if  the  same  be  satisfactory  to  said  Building  Commissioner  it  shall  be 
accepted  as  conclusive. 


INCASING  I.’JTERIOR  COL'JriNS 
SECTION  166 


Incasing  Interior  Columns  Metal  Columns 

(a)  Be  it  further  ordained,  that  all  cast  iron,  or  rolled  steel  columns,  including  the 
lugs  and  brackets  used  for  vertical  supports  in  the  interior  of  any  fireproof  building,  or 
used  to  support  any  fireproof  floor,  shall  be  entii-ely  protected  with  not  less  than  three 
inches  of  hare  burned  brick  ?;ork  terra  cotta,  concrete  or  other  approved  fireproof  material 
secui  ely  applies  . 

No  Flqster  Used 

(b)  Plastering  on  metal  lath  may  be  used  as  a  protectio’"  to  steel  or  cast  iron  columns  in 
nor-f  ireproof  buildings.  Metal  lath  shall  be  securely  dinned  or  btherwisb^sebuhbdbtosthai  mbiial 
column  at  intervals  not  exceeding  eighteen  (18)  inches  on  center,  and  be  properly  furred 

out  from  the  column  to  perserve  an  air  space  cf  not  less  than  one  inch  between  column  and 
metal  lath,  and  be  covered  by  plaster  to  a  thicknes  ■  of  not  less  than  three  quarters  (3/4) 
of  an  inch.  H 

Insulating  Material  •  H 

(c)  No  single  block  or  unit  of  insulating  material  used  for  column  covering  shall  have  a  ^ 

greater  vertical  dimension  than  12  inches  when  placed  in  position,  nor  shall  the  shells  and 
web  of  hollow  tile  or  terrsa  cotta  blocks  be  less  "han  five-eights  inch  in  thickness. 

Laid  V.ith  Portland  Cement 

These  blocks  shall  be  laid  up  with  Portland  cement  mortar,  and  shall  be  suitably  tied  or 
anchored  together. 

Projections 

(d)  The  extreme  outer  edges  of  lugs  bracket  s  and  similar  su"porting  metal  may  project  to  H 
within  seven  eights  of  an  inch  of  the  surface  of  the  fireproofing. 

Covering  from  Floor  to  Ceiling  _  _  * 

(e)  The  fireproof  coverings  shall  start  upon  the  fireproof  floors  and  continuously  extend 
to  the  fireproof  ceilings  or  underside  of  girders  and  be  entirely  independent  of  any 
ornamental  base  or  capital. 
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Jacketing  . 

if)  Where  the  fireproof  protection  of  columns  is  exnosed  o  damage  from  trucking  or  handling  ‘ 
of  merchandise,  such  firenroof  protection  shall  he  jacketed  on  the  ou'^side  for  a  height  ’''ot  les 
than  four  feet  from  the  floor. 


INCASING  EXPOSED  SIDES  AND  BOTTON  ANT  TOP  PLATES  y-ND  FLANGES  OF  G'RDEFlS  AND  BEANS 
SECTION  167 


Gr  iders 

ia)  Be  it  further  ordained  that  the  exposec  side  of  rolled  steel  girders,  supporting  walls, 
or  steel  floor  beams  or  supporting  floor  arches  of  floors  shall  be  entirely  encased  with  hard 
burned  clay,  porous  terra  cot^a,  concrete  or  other  approved,  firopi'oof  material  not  less  than 
three  inches  in  thickness. 

Material  and  Thickness  of  Insulation 

(b)  The  bottom  and  to"  pi  '..es  and  flanges  of  such  girdei'S  shall  have  not  less  than  two  inches 
in  thickness  of  such  insulating  material. 

Beams,  Material  and  Thickness  of  Inuslation 

Cc)  The  bottom  and  top  plates  and  flanges  of  all  rolled  steel  floor  and  roof  beams  and  all 
exposed  portions  of  such  beams  below  the  abutments  of  the  floor  arches  or  filling  between  the 
floor  beams  shall  be  entirel;/  incased  with  hard  bui-ned  ex'---,  oi'ous  teri-a  cotta , '^condrete  or 
other  approved  fir-proof  material. 

Such  incasing  material  sha^l  be  not  less  than  two  i  ches  in  thickness. 

Securelj^  Attached 

id)  All  enclosi.ng  material  shall  be  securely  attached  to  the  girders  and  beams  and  where  con¬ 
crete  is  used  for  fire  protection  for  enclosing  matei'ial  it  shall  be  I'einforced  by  expanded 
metal  or  other  metallic  mesh,  securely  wrapped  ai'ounc  the  girder  or  beam. 

Thickness  of  Shells  and  bebs  of  hollow/ 

(e)  The  shells  anc  ■•-ebs  of  hollow  tile  blocks  sh-N  1  be  not  less  than  f  ive-eights  of  an  inch 
in  thickness  and  shall  be  laid,  up  with  Portland  Cement  m  rtar,  and  the -said  blocks  shall  be 
suitably  tier  or  anchore'  together. 


INCASING  INTERIOR  COLUMNS  ANT 


GIRDERS  IN  LTNfFIREFRCCF  BUILDINGS 


SECTION  168 


Thickness  of  Insulation  in  Non-Firepi  oof  Euild.  ings 

^a)  Be  it  lurthei'  oroained  that  in  all  non-f  ix-epi-oof  buildings  exceeding  two  stories  in  height 
where  iron  oi'  steel  structural  members  are  incorporated  in  the  construction  of  the  buildinc 
shall  be  as  follows: 

All  iron  or  steel  columns,  girders  and  beams  shall  le  incase,  as  de  cribed  in  Sec  ions  16.'^  and 
167  of  this  Code,  except  tnat  the  thickness  of  such  insulating  material  shall  be  not  less 
than  two  inches,  provided  that  such  inculating  mateiial  shall  consist  of  two  (L)  layers  of 
plaster  and  expanded  metal  lath  separated  by  one-naif  (^^)  inch  air  apace  and  with  a  one-half 
(s')  inch  air  space  between  the  inner  layei'  and  the  structural  iron  oi-  steel. 

IIRELIMITATION  AND  FIREPROOF  DUILDINGS 


SECTION  169 . - 

Euildxn.gs  when  Considered  Fireproof 

^a)m  Be  it  further  ordained  that  unless  otherwise  specified  in  this  Code,  btiild  jngs  iwill'-be 
considei'ed  of  fireproof  construction  when  they  are  built  throughout  of  incombustible  material, 
with  the  exception  of  the  floor  covering,  interior  finish  and  window  frames  and  shall  include* 
standard  mill  construction  ;vith  sprinkler  system. 

Vvithin  Fire  Limits 

(b)  No  frame,  veneered  or  ironclad  building  sh'-ll  be  built  within  tr.e  PRIMARY  FIRE  LIMITS 
of  the  City  of  Fort  “avne,  except  temporary  sheds  nrovided  for  in  Section  33  of  this  Code. 

Frame  Buildings  Repaired 

Cc)  No  existing  frame  structure  within  the  PRI^UARY  rjre  LIMITS  shall  be  altered  or  repaired 
except  as  provided  for  in  Section  32  of  this  Code. 

Tenement  and  Apartment  Houses  Vvhen  Fireoroof 

(d)  All  tenement  or  apartment  houses  within  or  without  tr.e  PRIMARY  ^IRE  LIMITS  ,  if  more  than 
three  stories  and  a  basement  in  height,  shall  be  of  fireproof  construction  and  all  exterior 
walls  shall  be  of  solid  masonry. 

MAXIMUM  TNLIVILUAL  FIRE  LIMITS  AREA"'.  SPRINKLER  SYSTEMS 
SECTION  170 

Non-Fireproof  Buildings 

(a)  In  all  non-f ireproof  stores,  warehouses,  lofts  and  factories  no  single  fire  limit  area 
between  brick  or  concrete  .ire  walls  of  a  thickness  corresponding  to  the  ma:n  bearing  -alls 
shall  exceed  the  i'ollowing: 

Without  Sprinklers 

(b>  When  such  building  is  without  an  appro  ed  system  of  automatic  sprinklers  the  area  shall 
not  exceed  7,500  square  feet. 

With  Sprinklers 

(c)  When  such  building  is  provided  with  an  approved  system  of  a  tomatic  sprinklers  the  area 
shall  not  exceed  11,250  s^^uare  feet. 

nireoroof  Building 

(d)  In  all  fireproof  stores,  warehouse-,,  lofts  and  factories  no  single  floor  limit  area  be¬ 
tween  fire  walls  sha  1  exceed  the  following: 

Without  Sprinklers 

(e)  When  such  building  is  without  an  approved  s  stem  of  automatic  sprinklers  the  area  shall  not 
exceed  15,000  square  feet. 


ai  ea  than  tiiosu  naraeo  in  this  section  without  special 


j  e  d  s 
per- 


With  Sprinklers 

shall'not  ex^Jed^i^soO  squ^rj eet approved  system  (b£  automatic  sprinklers  the  area 
Kept  in  Working  Order 

recuired  in^this^  sect  ion'^'^-hai  "'ater  supplies  in  connection  therewith  hereby 

o^-^capaS  It  X-nTTre^Aet  ""  mst-lled  and  Kant  In  Perfect  worKlng  order  by  the  OKnar,  leaaee 

Prohibiting  the  Removal  of  Walls 

shill°tr.^Loverto  pJofuce^a  lai'lll  — -  -  — -  tuilcring  nor  in  anv  building  hereafter  erected  s 

mit  from  BuiBing  Commissioner. 

C  mmunicating  'I'eas 

doublets  andar^  fire  donr^^°+hp°^  fireproof  buildings  communicate,  although  protected  by 

lei's^^wben  occunier  c-tm  ’  ^  ''  provic.ec  with  a  system  of  a  proved  automatic  sprink 

lei  s  ^j^nen  occapiec  as  stoies,  ^vai'enoases  anc  factories. 

Openings  in  Fire  Walls 

ciL°rfeerirwidth^^nrV^''®  +  r'^^in°^  ’  ecif  ied  in  this  section  shall  in  cases  ex- 

be  a  curtain  wnii  hat  na  height,  and  above  each  such  opening  there  shall 

of\h5\all?^^^"  provicec  with  stancard  automatic,  self-closing  fire  doors  on  both  side'i 

Sprinkelers  for  Stoi’es,  Wareh  uses,  Eofts  and  Factories. 

Sto  es,^  warenouses,  lofts  and  factoreis  wnen  exceeding  four  storaes  in  height,  whether 
t "^rou"'^ou+ °°  i-fooi  ahall  be  pi'o\  it  ed  with  an  appi’oved  system  of  automatic  sprinklers 

Theaters  and  Other  Places  of  Amusements 

with 


I 


(m)  Tneaters,  opera-houses,  rooms  for  moving  picture  shows,  or  other  places  of  amusement, 

a  seating  capacity  of  50C  or  more,  shall  be  constcuted  of  fireproof  material  throuc’hout  excetn 
tne  stage  proper,  whicn  shall  be  constructeo  in  accordance  with  Section  239. 

SMOkenouses 

(n)  All  smoke  houses 
If  they  o  en  into  anv 


hereaf  .er  to  be  builfi  shall  be  constructed  fireproof 
other  buildings  oucn  openings  shall  have  fireproof  doors 


throughout . 


STAftXPIP33--FIRE  APPLIANCES 


SECTICN  171 


Buildings  Rs  uired 

(a)  Be  ib  lurther  ordained,  that  all  buildings  exceeding  a  height  of  seventy  (70)  feet  shall 
be  equipped  with  st  ndpipes  as  follows: 

Number  of  Standpipes  One 

One  Cor  each  division  of  the  building.  One  for  each  ten  thousand  (10,000)  square  feet  ground  ■ 
area  or  fsaction  thereof,  or  for  each  end  street  front.  H 

Limensions  of  Pipes  | 

(b)  Such  standpipes  shall  not  be  less  than  four  (4)  inches  in  ciametei-  for  buildings  not  exceecln 

one  hundred  and  twenty-five  (ls5)  feet  in  heig  t.  o  - 

(c)  Six  (6)  inches  in  ciametei-  for  buildings  exceeding  one  nundred  and  twentv-five  (12*^)  feet 

in  height.  ..  v  ^  ; 


(d)  Except  that  where  existing  buildings  are  now 

three  (3)  and  four  (4)  inches,  respectively. 

i-'Ut  the  number  of  standpipes  must  conform  with  the 


Bv^uipped  with  standpipes,  the  diametei’  may  be 
above  requirements. 


Eat  er ial 

(e)  All  standpipes  shall  be  of  wrought  iron  or  galvanized  steel,  and  together  with  fittings 
and  connections  shall  be  of  such  s  trengtii  as  to  safely  withstand-three  hundred  (300)  pounds 
of  water  pressui'e  to  the  sq-uai  e  inch  wnen  installed  ready  for  service  without  leaking  at  the 
joints,  valves  or  fittings. 

Loaations 

(f)  They  shall  be  loeated  where  the3^  are  easily  accessible  in  any  public  portion  of  the  building. 

If  placed  in  closets  or  shafts  the  doors  to  the  same  shall  not  be  locked  and  sh^ll  be  nlainlv 
marked  "FIRE  HOSEE  '  '  b  ^  i  ^ 


ROSE  COrP-rSCTIONS 


SECTICN  172 


Standpipes  and  Connections 

V.a)  Ee  it  further  ordained.  That  all  s  tandpipes  shall  e  tend  from  the  cellar  to  and  through 
the  roof,  with  a  hose  connection  located  from  four  (4)  to  six  (6)  feet  above  each  floor  level 
Hose  Connections 

(b)  Tne  hose  connection  shall  be  fitted  with  approved  stia ight”'ay  composition  valves  in  each 
story,  including  the  cellar;  also  a  hose  connection  provided  abo'e  the  roof. 

Ccuplings 

(c)  All  couplings  shall  be  the  same  hose  thread  as  that  used  by  the  City  Fire  Department. 


STEAMER  C0:JNCSTI0N3 
SECTION  173 


Siamese  Conn  ctions 

(a)  Be  it  further  ordained,  that  all  stanppipes  shall  be  provided  with  a 
ection,  located  on  the  outside  of  the  building  and  of  easy  access  to  the 
The  inlet  pipe  from  tne  steamer  connection  to  the  standpipe  shall  not  be 
the  largest  standpipe. 


eiaraese  steamer  conn- 
Fire  Department, 
less  in  diameter  than 


47 


Check  Valves 

(b)  The  Siamese  steamer  connection  shall  be  provided  with  check  valves  in  the  Y  and  substantial 
brass  or  gun  metal  caps  provided  to  protect  the  thread  on  the  connection. 

Lrip  Pipe 

(c)  All  portions  of  the  Siamese  connection  or  standpipes  that  are  in  danger  of  freezing  shall  be 
provided  with  a  drip  pipe  and  valve  for  the  purpose  of  draining. 

Water  Supplies 

(d)  In  addition  to  the  provisions  for  steamer  connections  to  standpipes  the  water  suppl3’'  shall 
be  as  follows: 

City  Water  '.’’here  the  pressure  is  sufficient 

Sutomatic  fire  of  seven  hundred  and  fifty  (750)  gallons  or  more  per  minute. 

Elevated  tank  or  steel  pressure  tank  of  not  less  th-’n '^en  thousand  (10,000)  gallons  capacity. 
Automatic  Supply  for  Certain  buildings. 

(e)  In  all  buildings  coming  under  theses  regulations  as  to  ’■^eight  which  are  occupied  for 
sleeping  puposes,  such  as  hotels,  lodging  houses  hospitals  and  asylums. 

The  standpipe  system  shall  have  at  least  one  of  the  sutomatic  supplies  heretofore  described. 
Check  Valve  Under  Tank 

df)  Where  such  standpipe  is  connected  to  a  tank  there  shall  be  a  straightway  check  valve  in  the 
horizontal  section  of  tue  pipe  between  the  first  hose  outlet  below  tne  tank  and  the  tank. 

Tanks 


(g)  Such  tank  shall  be  filled  by  a  separate  pipe,  and  not  throng: 
tank  is  used  for  the  house  the  house  -.upply  shall  extend  into  the 
reserve  not  less  than  sixty-five  hundred  (6,500)  gallons  of  water 
Location  of  Pumps  and  Boilers 

(h)  Where  pumps  constitute  a  supply  to  standpipes,  they  shall  be 
feet  above  the  floor  level. 

(i)  The  boilers  upon  which  the  pumps  depend  shall  be  so  arran  ed 
under  same  will  be  impes  iMe. 

If  the  pumps  are  operatec  by  motors,  the  motors  shall  be  protected 


:  the  -ta^dpipe,  and  whei-e  sue 
tank  to  such  a  height  as  will 
for  firs  purposes. 

placed  not  less  than  two  (2) 

that  the  flooding  of  fires 

againsi  wetting. 


h 


DRY  CLEANING  ROOMS 


SECTION  174 


Steam  Pipes 

(a)  Be  it  further  ordained,  that  dry  cleaning  rooms  shall  be  equipped  with  steam  pipes  extend¬ 
ing  around  the  said  rooms  at  the  floor  and  ceiling  lines. 

Steam  0  e  s 

(b)  From  these  st  am  pipes  there  shall  be  opening-  or  jets  at  intervals  not  exceeding  twelve 
(12)  inches. 

Control 

(c)  This  steam  s^^stem  shall  be  controlled  by  a  lever  valve  located  outside  of  s^id  drv 
cleaning  room. 


SPRIiKLEF:  PIPES  IN  BASEMENT  AND  CSLLAP'.S  OF  MERCANTILE  AND  MAilUFAC TURING  BUILDINGS 


SECTION  175 


Where  Required 

(a)  Be  it  fui’ther  ordained,  that  in  all  buildings  hereafter  constructed  or  alt  red,  within 
PRIMARY  FIRE  LIMITS,  used  or  occupied  dor  mercantile  purposes  there  shall  be  provided,  in  adciti 
on  to  the  standpipes  required  in  section  170  to  173  inclusive,  an  a.  pi'oved  system  of  automatic 
sprinklers  placed  at  the  ceiling  of  eacn  story  below  the  first  or  grade  floor,  nc  extending 
to  the  full  length  and  breadth  of  the  building  and  properly  "upplie*  fiom  the-  city  water  main 
or  gravity  pressure  tank.  '  *  ■  "  * 

Conflagration  Breeders 

'b)  Buildings  df  large  area  which  are  occupied  for  mercantile  or  manufacturing  purposes,  when 
located  within  tne  PFilLIAi-Y  FIRE  ‘  LIMITS ,  forming  in  the  opinion  of  the  Commissioner  of  Buildincs 
or  Chief  of  the  Fire  Department,  “Conf lagral^ion  Breeders,"  shall  be  nrotected  throughout 
the  entire  building  with  automatic  sprinklers. 

Pipe  Sizes 

(c)  The  pipe  sizes  and  spacing  of  heads  for  said  sprinkling  system  shall  conform  to  the  schedule 
and  piles  recommended  by  the  National  ire  Protection  Association  which  are  hereby  made  a 
part  of  the  requirements  of  this  Code. 

Siamese  Connections 

^d)  Said  s  rinkler  pipes  shall  be  connected  with  a  pipe  not  less  than  four  inches  in  di-meter 
leading  to  the  outside  of  building  and  there  provided  with  an  approved  Siamese  steamer  conn¬ 
ection  latter  to  be  installed  under  requirement  set  forth  in  Section  173  of  this  Code  and  shall 
be  under  the  control  and  for  the  use  of  the  Fire  Denartment .  ’ 

Direction  Plate 

(e)  A  suitable  iron  plate  with  raised  letters  shall  be  securely  attached  to  the  wall  near  said 
steamer  connection,  reading  "Cellar  Sprinklers"  (wher  s  i  inklers  areinstalled  in  cellars  only') 
and  reading  Automatic  Sprinilers,  "  where  +he  entiie  l uilt ing  is  to  protected. 

FIRE  ESCAPES 


SECTION  176 

Be  it  further  ordained,  Thai  the  following  shall  be  a  part  of  the  Building  Code  of  the  '-ity  of 
Fort  Wayne . 

STATE  LAW,  APPROVED  MARCH  6,  1909— BUILDINGS--FIRE— MEANS  OF  ESCAPE 
SUB  SECTION  1 
Buildings  Required 

^a)  Be  it  enacted  by  the  General  AssemJ)ly  of  the  State  of  Indiana,  That  evei-y  building  now  or 
hereaf ter 'used  in  whole  or  in  part  as  a  public  building  public  or  privale  institution. 


sanitarium,  surgical  institue,  asylum,  scoolhouse  (  ormitorv  church  theater  nublic 
place  of  assemllage  or  place  of  putlic  resort  cnurcn,  theatei ,  putiic 


hall. 


oj\ercanliiror“fhe?  establishment above  the  second  story  In  a  factory,  workshoift 

or\e^ImSt^h^^iie  apartment  house,  toarding  house,  lodging  house,  club  house, 

or  tenement  house,  m  ^hich  persons  reside  or  lodge  above  the  second  story. 

riroVthe°^v’;vr^h^V?^^  mercantile  orother  establishment  oi  more  than  two  stories  in  height 

Sufficient  for  the  proper  ways  of  egress  or  mea-s  of  escape  from  fire 

in  such  buildings. 

Egress  and  Means 
^f)  All  such  ”.’ays  o 

repair  and  ready  for  use  at  all  times 
pLOoms  Above  Second  Story 


IT 


use  of  all  persons  acoommod  ted,  assembled,  employed,  loc'ged 


or  resi 


ding 


agress  aru  means  of  escape  shall  be  kept  free  from  ob, struct  ion. 


in  good 


I 


(g)  All 
way  of  egres 
room  leadin 


rooms  abo.e 
or  esca 
to  fire 


* 


e  secone  story  in  such  building  shall  be  provided  with  more  than  one 
Ji  e.  ’hiaced  as  near  ac.  r^r  rt  ■ifvc.'hi  „+  ---osite  ends  of  the 

stairways  on  the  in- 


'laced  as  near  as  pr  cticable  at  on 
outside  of  such  building  or  to 


;e  1  rora 

i-Lic  escape  and  on  the 
side,  provided  with  proper  railings. 

Outside  Doors 

cooi’s  Subject  to  the  provisions  of  this  section  shall  open  outward,  and  all 
wincow.j  open  out  ware  or  upwai’d.  ^  ’ 

Aisles  or  Passways 

1^0  chairs  or  seats  shall  be  allowed  in  the  aisles 


I 


service,  or  when  people  are  assembled 


or  passways 
there  in . 


of  such  building  during  anv 


inuerlere  with  any  peace  officer  in  attempting  to  enforce  the 


provisions  of 


entertainment  o: 

eace  Ofricer 
Ij)ho  one  shall 
this  act . 

Proscenium  or  Curtain 

(k)  ihe  proscenium,  or  surtain  opening,  of  all  theaters  shall  have  a  fire-resisting  curtain  of 

some  incombustible  mate:  lal,  anc.  such  curtain  shall  be  properly  constructed  and  shall  be  oper¬ 
ated  by  proper  mechanism.  ^ 

Certifica  e  of  Fire-Chief 

(l)  Tne  certificate  of  the  fire  chief  of  t.,e  city  where  said  building  is  located,  cei'tifyinc? 
that  ,.ne  pi'ovisions  of  t:,is  act  have  been  compl’ed  with,  shall  be  prima  facie  evidence  of  a'^ 
complian  -'e  with  such  re  pjirement  s . 

PIKE  ESCAPES 

SUE  -ECTION  2 
Number  P.eLyaired 

(a)^  In  addition  to  the  forgoing  means  of  escape  from  fii’e,  all  such  buildings  as  are  en  merated 
in  ^jutsection  1  of  tnis  act  as  are  more  than  two  stoi-ies  in  heignt  shall  have  one  or  more  fire 
e  capes  on  the  outside  of  said  building,  as  may  be  directed  by  the  fire  chief  aforesaid, 
except  in.  s  .^cn  case',  as  tne  said  fir^j  chief  may  deem  such  fire  scape  to  be  unnecessary  in 
onsecuence  o  a  et^uate  pi'ovisions  having  bee  air  ady  made  for  the  (sic)  saietv  in  event  of 
e,  and  in  such  cases  of  exemption  the  said  fire  'ch?'ef  shall  ■■'•ive  "he  owner"  les 


f  i 


,  o  +  h- 


■ee  or 


I 


Gi.ect  and  b.is  re- -ons  +hEi'efor. 


occu;ani  of  said  building  a  wtitten  certific- 
Flcoi'  Connections 

(t)  All  fire  escapes  as  are  provided  for  in  this  section  shall  be  constructed  accordina  to 
specif  ica  L.  ions  issued  by  (tne)[  State  Eepartment  of  Inspection  and  accentec  bw  the  chief 
inspector,  or  appi'oved  by  ti^e  fire  chief,  anc  shall  be  connected  wi'-.h  each  floor  a  o  e  the  first 
well  fastened  and  seenned  by  extending  the  bolts  or  fastenings  entirely  through  the  walls 
and  of  sufficient  strength. 

Landings  or  Balconies 

(c)  All  andeach  of  which  fire  escapes  shall  have  landings  or  balconies  guarded  by  iron  railiners 
not  less  than  three  feet  in  height,  and  embracing  one  or  more  windows  at  each  story  and  connec¬ 
ting  with  the  interior  by  easily  accessible  and  unobstructed  openings. 

Stair  Connections 

(d)  All  the  balconies  or  landings  shall  be  onnected  by  i.  on  stairs,  placed  at  a  slant  of  not  more 
than  forty  i  ive  ce  gi  e  e  s ,  pr  OueCoOd  by  a  '-velly'Goured  handrails  on  oth  sides,  with  a  sixten  "^nch 
wide  crop  ladder  Srom  the  lower  platform,  reaching  to  the  ground;  except  in  cases  of  school 
buildings  iron  st-^irs  shall  extend  to  a  ground  lan'ing,  and  not  telegrap'  ,  telephone  electric 
light  poles,  trees,  or  wire,  signs  or  other'  obstructions  shall  interfei-e  with  the  construction 
and  use  of  any  fire  escape. 

PLAN  CF  ESCAPES— APPROVAL 


SUE  SECTION  3 

Approval  of  Plan  or  Style 

(a)  Any  other'  plan  or  style  of  fire  escape  shall  be  sufficient  if  approved  by  the  chief 
spector,  but  if  not  so  approved  the  chief  inspector  nay  notify  the  owner,  proprietor  or 
lessee  of  such  establishement  or  of  the  building  in  which  such  establlshement  is  conducts 
or  the  agent  or  supe  intendent ,  or  school  officer,  or  eith  of  them,  in  writing,  that  any 
plan  or  style  of  fire  escape  is  not  sufficient,  ad  may  kev  and  order  In  writing 

one  or  more  fire  e3ca’''es  as  he  shall  deem  recessarv  and 


plan  or  style  of  fire  escap 
served  in  liEe  manner,  require 
sufficient  to  be  provided  for  such  establishment  at  such 
style  as  shall  le  specified  in  such  written  order. 


location,  and  (of)  such  plan  and 


I 


in- 

d, 

such 


I 


Number  Req  ired 

(b)  Within  twenty  days  after  the  service  of  such  order  the  number  of  fire  escapes  required 
in  such  ordei  for  such  establishment  shall  be  provided  therefor,  each  of  which  shall  be  of 
the  plan  and  style  in  accordance  wit|i  the  specifications  in  said  order  required. 

Windows  And  Doors  to  Fire  Escapes 

(c)  The  windows  dr  doors  to  each  fire  escape  shall  be  of  sufiicient  size  and  be  located, 

as  far  as  possible,  consistent  with  accessibility  from  the  stairways  and  elevators,  hatchways 
or  openings,  and  the  ladder  thei'eof  shall  expend  to  the  roof. 

Stairs  Or  Ladders 

td)  Stationary  stairs  or  ladders  shall  be  provided  oi^  ■‘hae  insidv.  of  such  establishment  from 

the  upper  story  to  the  roof  as  a  means  of  escape  in  case  of  fire. 

HOTELS— WATCHMEN— LIGHTS— BELLS 

SUB  SECTION  4 

Watchraent,  Number  Required 

^a)  Every  keeper  of  a  hotel,  boaroing  or  lodging  house  or  arartment  house,  containing  fift3’’ 
and  less  than  one  hundred  rooms,  and  being  more  than  two  stories  hiih,  shall  have  therein  at 
least  one  competent  watchman  on  dut;/  be  ween  the  hours  of  nine  o’clock  in  the  afternoon 
and  six  o'clock  in  the  forenoon,  and  in  all  hotels,  boarding  houses,  lodging  houses  or  apart¬ 
ment  houses,  containing  one  hundred  or  more  rooms,  and  being  four  or  more  stories  in  height 

not  less  than  tivo  such  watchmen  shall  be  provided  and  kept  on  duty  as  aforesaid,  each  properl;' 

assigned. 

Lights  and  Alarms 

(b)  In  all  hotels  or  loiging  or  o  hei'  houses  as  are  mentioned  in  this  section  the  halls  and 
stairways  shall  be  properly  lighted  at  night,  ant.  at  the  headand  foot  of  each  flight  of  stairs 
and  at  the  intersection  of  all  hallways  with  the  main  corridors  shall  be  kept  during  the  night 
a  red  light,  and  at  the  exit  to  each  fire  escape  shall  be  suspended  from  the  ceiling  a  green 
oil  lantern,  and  one  or  moi'e  proper  alarms  or  gongs,  capable  of  being  heard  throughout  the  hous 
sh-11  always  remain  easy  of  access  and  ready  for  use  in  each  of  said'  buildings,  or  an  electric 

alarm  beil  in  each  sleeping  room,  approved  by  the  chief  inspectoiq  to  give  notice  to  the 
inimates  in  case  of  fire. 

Notice  of  Aieans  of  Escape 

(c)  Every  keeper  of  such  hotel  boarding  or  lod  'ing  house,  or  other  house,  shall  keep  posted 
in  a  conspicuous  place  in  every  sleeping  room  a  norice  descriptive  of  all  means  of  escape. 

F.OFE  OR  OTHER  DEVICE  IN  R00TI3 

SUB  SECTION  5 


Kope  and  Chain  Appliances 

(a)  Every  owner  or  ownei's  of  a  hotel  or  lodging  house  situated  in  this  State  which  is  not  al¬ 
ready  provided  with  suitable  c,evice  for  the  protection  of  hu  lan  life  in  ca  -e  of  fire,  as  herein 
provided,  shall  place  or  cause  to  be  placed  in  every  room  of  said  hotel  or  lodging  house 
used  as  a  lodging  room,  except  on  the  ground  floor,  a  lope  or  other  device  or  knot+ed  rope  and 
chain  or  other  better  appliance  hy  which  occupants  of  saio  room  can  lower 
safety  from  the  window,  or  outside  door  of  said  room  to  the  ground. 

Size  of  A’ piiances 

shall  not  be  less  than  one-half 
shall  be  of  sufficient  strength 
rope  shall  be  of  sufficient 


em  selves 


rope 

with 


(b) 

sa^d 


ground : 


The  rope  used  witn  said  device 
rope  and  device  and  fastenings 
four  hundred  (400)  pounds,  and  said 
window  or  door  to  the 
Construction  of  Appliances 

(c)  Such  rope,  wire  or  chain  shall 
securely  fastened  or  anchored  through  the 
window  or  door,  and  said  device 
all  times  be  kept  in  I’eadiness  for  use, 
such  rope,  wire  or  appliance  pasted  within 
or  -Jire  is  fastened. 

(d)  Provisions  of  Test 
And  that  evary  device  for 
shall  be  tested  by  making 
fastened  to  the  ground  by 


length 


inch  in  diameter,  and 
to  sustain  S  weight  of 
to  reach  from  said 


be  fastened  securc-l;''  to  a  malleable  or  wrought  iron  hook 
'all  at  least  five  (5)  feet  above  the  bottom  cf  the 
or  chain  shall  be  coiled  on  said  hook  and  shall  at 
and  here  shall  be  pla inpr ' nt ed  directions  how  to  use 
ix  (6)  inches  of  the  window  or  door  where  such  rope 


escape 


from  fire  constructed 
a  descent  from  the  wi  dow  or 
tha 


pro'-isions  of  this 


sec':  ion 
escaoe  is 


under  the 

door  where  such  device  for 

ha  owner  or  owners  or  workmen^so  constructing  theip,  or  by  any  other 
man  under  his  or  their  direction,  and  a  record  of  such  descent  and  by  whom  made  shall  be  sent 
to  the  chief  inspector  of  tha  Department  of  Inspection. 


PENALTIES 


SUB  SECTION  6 


Owner,  Lessee  or  Officer.  Penalties 

(a)  The  owner  or  owners  of  any  hotel  designated  in  this  act,  whether  individual,  firm  or 
corporation,  or  the  lessee  or  occupant  thereof,  or  any  school  officer  having  charge  of  public 

prOpeJrty-A/lio  hegidc^s  or  re^:'uses  to  comply  with  any  of  the  proviaio':s  of  this  act,  shall  be 
deemed  guilty  of  ai-misdemeanor ' and  punished  by  fine  not  exceeding  two  hundred  dollars  (*20C) 
to  which  may  be  added  imprisonment  in  the  county  jail  of  (for)  not  less  than  one  month  or  (nor) 
more  than  six  months. 

Absence  of  -^rie  Escape  Penalty 

(b)  incase  of  fire  occurring  in^id  building  or  buildings  in  the  absence  of  such  fire  escape, 
or  escapes,  the  said  person  or  corporation  or  public  officials  shall  be  liable  in  an  action 

^ or  carnages  with  a  penalty  of  five  thousand  dollars  (5,00C)  for  the  life  of  each  person  killed, 
in  case  of  death,  or  for  carnages  for  personal  injuries  sustained  in  consequence  of  such  fire 
breaking  out  in  said  building 


50 


PeQalty  By  Tmpr isonnient 

than  six  months^tor'^Mre'^t han“t»0lve°months  rnnishalle  ty  imprisonment  for  not  less 

yir?o"sira;  y„?rr  Sas:rof“sim?uf ^ 

INSPECTOR- — LUTIES^^PENALI’Y 
SUB  SECTION  7 
Law  --nroreement 

->^everv^^t^o^^ovm^vher%'^?hL°/  the  chief  inspector  or  his  deputies  or  their  assistants 
hsirs  where  t^ere  are  build  in-^c,  ^  fue  companies,  and  every  township  trustee  in  town- 

n^rire  ^hieJs  in  Taic  towns  S  provisions  of  this  act  and  where  there  are 

this  purpose  the^'  or  their  assiqtant^^^  previsions  of  this  act  are  enforced,  and  for 

building  embrS^ed  Lrein!  ^eputites  shall  h  ve  free  access  at  all  hours  to  all 

Written  Notice 

or’omJLf  oran*."hotrro”?o  r,’  my  -erson  or  hia  taowledse  that  any  o«er 

an.,  hotol  -1? Jtn?  h  h  ,  has  not  oompled  Mth  the  pro- 


visions  of  this  act,  he  or  they  shall  at  once 
siad  hotel  or  lodging  house  to  comply  with  the 
of  thirty  (30)  days  siad  owner 


.s:ive  written  hot  ice  to  said 
.1:3  of  t,  is  afit ,  and  if 


provisions  of'thi^  nr>t  =  -f  •  owneis,  as  afoiesaid,  snail  not  have  complied  wit.h  the 


owner  or  owners  of 
at  the  expiration 


contained  here.n  shall  prevent  any  c  itizens  of  sai(' 
said  owner  or  owne: s  of  any  ho"  1  or 


ceeding  against 


chErgec 


witn  hie  cuty  of  enforcing  this  act  .shall  fail  or  refuse 


State  of  Indiana  from 
0  ging  hou-e  if  said  per- 


to  do  their 


Instituting  Proceeeinr.s 
(c)  That  nothiuj 
instituting  pr 
son  (or  persons) 
dnty: 

Provided . 

Bwners  rail  to  Cornplji,  height  to  E.uip 

to  comply  Pith  the  provisions  of  this 

lire  chiei  or  trusnee,  aiter  thirty  (30)  days  notice  to  the  occupants  of  said 
uilGing,  may  proceed  to  furnish  and  equip  building  with  fire  escape  and  all  the  necessary 

protection  of  human  life,  a,  proviOe/ln  sU  seotlLTof tUls 
ac  ,  anc  shall  maxce  a  sworn  statement  of  the  cost  of  said  improvement  and  file  same  wif-  the 
recoreer  of  the  cou-nty  h,  rein  the  said  building  is  situatec  .  ' 

Lien  on  -Property 

claim  shall  be  a  lien  on  said  property  and  shall  be  foreclosed  as 
3’%?n  StatemeS"'  loreclosed,  anc  shall  be  governed  by  the  same  rules  relating  thereto. 

^_e)  oaio  sworii  statem  nt  shall  be  filed  by  said  fire  chief  or  trustee  within  sixt-  (eO)  da^s 
from  the  time  tha^  saic  work  of  ec^uipping  such  building  is  com“leted.  )  ./ 

Fire  Cnief  or  Officer  Negligently  Fail  ‘  I 

U)  Any  fire  chief  or  other  officer  or  -ersons  chprge^ithin  (with)  the  duties  imposed  upon 
such  chief  in  ohis  act,  who  shall  wilfully  or  negligently  fail  to  do  bps  (t^^eir'i  dut”  in 
compliance  with  the  provision^  of  this  act  shaP  be'guilty  of  a  mi  x'emeanor','  and  upon 

onr^ysyicnLflji.yr"^^  than 

HOTEL  MANAGER — DUTIES 
SUBSECTION  8 

Luty  to  See,  in  Proper  Shape 
<a)  It  shall  be  the  duty  of  the  manager- 
provisions  of  this  act  to  see  that  every 
are  at  all  times  in  pi-opei-  shape  for  use 
Enforeement  of  -^aw 

(b)  It  is  hereby  made  the  outy  of  the  chief  inspector  of  the  Department  of 
officer  to  assist  in  the  enforcement  of  this  law  in  all  its  provisions, 

Frosecurtion  By  State 

(c)  All  prosecutions  under  this  act  shall  be  made  in  tie  name  of  the  State  of  Indiana  and  the 
prosecuting  attorney  of  each  judicial  circuit  shall  re-dei  all  necessary  legal  assistance 

as  may  be  required,  and  in  case  of  conviel innthere  shall  be  taxed  a  fee' of  ten  dollars 
for  the  prosecuting  attorney. 

TOWNSHIP  TRUSTEE— DUTIES  , 

SUE  SECTION  9  •  | 

Duties  Required  of  Others 
In  all  places  where  there  is  no 
buildings  are  situated,  as  in 
ies  otherwise  req  ired  of  said 


of  any  hotel  or  lod;’ing  house  :"hat 
sue.,  device  or  appl'ance  and  ropes 


comes  under  +he 
used  therewith 


Inspection  or  peace 


fire 

this  act 
fire  chief; 


chief  the  trustee  of  the  township  wherein  any  such 
t  provided  =nc’  described,  shall  do  and  perform  all  the  dut- 
anc  be  su  ject  -".o  -11  penalties  provided  in  this  act 


E6PEAL 

BUB  SECTION  10 


Former  Laws  Repealed 

All  laws  and  parts  of  laws  in  comflict  hei-ewith  are  hereby  repealed,  and  particularly  the  act 
of  March  10,  1903,  entitled,  "An  act  to  provide  for  the  protection  of  the  public  from  f  ire 
providing  for  its  enforcement,  and  with  penalties  for  the  vifliliation  thereof,  and  renealinp  all 
laws  in  conClict  therewith," 


AQl-'lS 


5 


STATE  LAW  SPECIFICATIONS  FOR  FIRE  ESCAPES 
SECTION  177 

Issued  by  the  Industrial  Board  of  Indiana  for  Fire  Escapes  on  buildings  enumerated  in  Sections 
1  and  2,  Chapter  222,  H,  198,  approved  "arch  10,  1903. 

Dimensions  and  Sizes 

brackets  for  platforms  and  stairs  to  be  of  angle,  2^  in.  x  2t  in  x  2/8  in. 

PLATFORM  frames  to  be  of  angle,  2  inx  k;  in  x  3/8  in. 

HAND  OR  TOP  RAILS  for  balcony  and  stairs  to  be  of  angle,  I4  in,  x  l|-  in  x  ^in. 

CORNER  POSTS  under  hand  rails  to  be  of  angle,  1§  in.  x  ij  in.  x  jin. 

INTEPI/IEDIATE  ^OSTSto  be  on  angle,  Ij  in.x  U  in.  x  iin. 

HANDRAIL  BRACES,  stairs  and  balcony  to  be  of  angle,  lin  x  1  in.  x  ^in. 

STRINGERS  for  21  in.  to  24  in.  stairs  to  be  of  wrought  plate,  6  in.  wide  by  j  in.  thick. 
Stringers  for  36  in.  to  42  in.  stairs  to  be  of  channel,  6  in.  wide,  8  lbs.  to  the  foot. 

BALCODT  FLOORS  to  be  of  flat  bar,  in  x  If  in. 

FILLER  under  ends  of  balcony  floors,  bars  to  be  of  flat  bar,  1  in.  x  3/8  in. 

FILLING  under  all  handrails  to  be  truss  of  flat  bar,  Ij  in  x  j  in. 

FILLING  for  sehonl  buildings  to  be  a  frame  of  3/8  in.  round  rod,  2C  in.  wide,  f  lied  with 
wire  mesh  2^  in.  x  2^-  in  of  eight-gauge  galvanized  ’•'ire. 

TREADS  for  all  stairs,  fron  and  rear  tars  to  be  of  angle,  I5  in  x  Ij  in  x  {in. 

Fillers  for  all  threads  to  be  of  flat  tar,  Ij  in  x  iin. 

BOLTS  for  stairs  to  balconies,  balconies  to  brackets  and  ladder  bolts  to  be  ^  in.  BOLTS 
Bolts  for  base  anchors  to  be  6  in.  long,  t  in.  ound,  -ith  ij  in.  v/asher. 

BRACKET  BOLTS  through  wall  to  be  1  in.  ith  6  in.  x  7/S  in.  washer  and  nut. 

HAisLRAIL  BOLTS  through  "all  be  be  3/4  in.  wi  .h  4  in.  x  ;  in.  washer  and  nut. 

Rivets  to  be,  soft  wrought,  3/8  in.  '  * 

ROOF  LADDER  to  be  angle,  2i-  in.  x  2^  in  x  5-16  in.,  I'ounds  3/4  in.  round  rod  and  9  in  centers. 

DR.0P  LADDER  to  be  flat  bar  1^-  in.  x  5-16  in.  witn  5/8  I’ounds. 

NO  CAST  IRON  OR  HIGH  CARBON  STEEL  SHALL  BE  USEE  IK  THE  CONSTRUCTION  OF  AIFI  FIRS  ESCAPE. 
Construction  BALCONIES  OR  FLA  .'FOIBIS 
Balconies  Or  Platforms 

(a)  Balconies  or  Platforms  shall  be  of  sufficient  length  to  embrace  one  or  more  openings  at 
each  floor  above  the  first,  or  such  openings  as  any  order  may  specify,  anc  shall  not  be^less 
than  forty-two  (42)  inches  wide. 

v^b)  Not  less  than  tventy-f our  (24")  inches  clear  space  must  be  allowed  between  head  of  stairs  and 
end  of  balcony,  and  between  foot  of  stairs  and  end  of  balcony,  and  twentv-o"’e  (21")  inches  for 
any  passageway  between  building  and  stairs  or  inside  handrail. 

^c)  The  platform  frame  shall  be  well  connected,  bolted  fi’ont  and  I'ear  to  brackets  with  standard 
three-eighth  (3/8")  soft  iron  bolts. 

FLOORING 

Flooring 

(a)  Flooring  shall  consist  of  flat  tars  placed  edgewise,  and  spaced  not  more  than  one  and  one- 
fourth  (Ij)  inch  centers,  running  cro's-wise  of  balcony;  the  ends  underlaid  with  a  flat  bar  fill 
er  for  the  purpose  of  bringing  balcony  floor  flush  with  upper  edge  of  platform  rail  at  head  of 
all  stairs. 

^b)  Bars_for  flooring  shall  le  strung  on  three  (3)  qu-rter  (t")  inch  round  rods  properly 
spaced,  with  metallic  thimbles  on  each  rod  between  the  bars. 

^c)  Proper  and  sufficient  head  room  shall  be  allowed  for  stairs  through  platfor  ’. 

Mqnholes  for  drop  ladders  shall  be  twenty-four  (24")  i-ches  by  thirty  ^'"0")  inches,  and  must 
be  at  opposite  ends  of  balcony  from  stair  lancing.  '  '  ’ 

STAIRS 

Staii  s 

(a)  iatairs  may  have  a  slant  of  less,  but  not  more  than  forty— fi  e  (^5)  degrees  from  the  hori¬ 
zontal,  and  shall  be  not  less  than  twenty-on  (21")  inches  but  may  be  twenty  four  ^24")  inches 
thirty— six  inches  (36")  or  forty— two  (42")  in  hes  when  so  ordered,  measured  inside  of 

str  ingers . 

(b)  V/hen  possible  stairs  shall  be  placed  against  dead  wall;  if  openings  are  to  be  passed 
outside  stringer  and  handrail  of  stairs  shall  lipe  up  with  outside  of  upner  and  lower  platforms. 

(c)  Stair-  shall  be  supported  at  points  not  to  exceed  eight  (8)  feet  centers,  horizontal  mea¬ 
sure;  supports  shall  be  brackets  where  possible,  other-ise  five-wights  (5/8")  inch  round^han^er 
from  platform  above  shall  be  used  with  an  angle  iron  stay  of  one  inch  by  one  inch  by  one  fourth 
inch  (1  X  1"  X  and  shall  extend  from  inside  to  an  expansion  bolt  anchored  In  the  wall 

at  least  six  (6")  inches. 

Stairs  on  school  buildings  shall  extend  to  the  grade  and  rest  on  a  stone  or  concrete  base. 

<  see  base)  . 


STRI?"GERS 


Stringers 

U)  Stringers  for  stairs  twenty-one  (21")  inches  and  not  over  twenty-four  (24")  inches  wide 
shall' be  of  wrought  iron  plate  and  not  less  than  six  (6")  inches  wide  by  one-fourth  (i")  inch 
thick. 

(b)  Stringers  for  stairs  thirty-six  (36")  inches  to  forty  two  (42")  inches  wide  shall  be  made 
of  channel  fron  six  (6")  inches  wide,  eight  (8)  pouhds  to  the  foot. 

(c)  Or  stringers  may  be  formed  with  a  top  chord  of  angle  iron  two  by  two  b-  one-quarter  (2"  x 

2"  X  t  ")  hAV-ihg  a  bPOtom  chotd  of  two  by  three  eights  (2"  x  3/8")  inch  flat  bar, 'both 

choi'ds  to  be  latticed  with  flat  bar  one  and  one-feurth  by  one-fourth  (1?"  x  j")  inches. 


(d)  i^tringers  shall  he  connected  to  platform,  bracket 
holts,  thread  ends  shall  be  well  upset  after  erection. 

STEPS 


and  supports  with  half  (4-")  inch 


^0 


not  exceed  seven  (?")  inches  for  school 


stairs,  nor  eight  (8")  inches 


Steps 

(a)  P.isers  shall 
other  stairs. 

(b)  Threads  in  stairs  of  forty-five  (45)  degrees  angle  shall  not  be  less 
inches  wide  on  school  buildings,  other  builcings  not  less  than  eipht  (8"'' 
stairs  not  so  steep,  the  rear  angle  of  under  thread  shall  line  vertically 
tar  of  the  next  tread  above. 

'>c)  The  front  and  rear  bars  of  all  treads  shall  be  angle  iron  :nverted,  open 
filler  bars  placed  edgewise  and  spaced  not  more  than  one  and  one-fourth  (lx"") 
(d)  Treads  thirty  six  36")  inches  to  forty  two  (42")  inches  wide  shall  have 
bits  on  a  quarter  (4")  inch  round  rod  through  centerof  tread  all  treads  shall 
front  and  rear  to  stringers. 


f  or 


than  seven  (7") 
inches  wide;  in 
with  face  of  front 


angle 


down,  with 
inches  centers, 
one  row  of  thim- 
be  well  riveted 


HABTRAILS 


Handrails 

(a)  ^ancrails  for  balconies  and  stairs,  coi’ner  oosts, 
shall  be  made  of  angle  bar  (see  size  ). 

(b)  All  railing,  corners,  joints,  splices,  ramps  and 
or  rough  edges. 

V<all  ends  of  top  or  h  ndrails 
round  bolt  through,  secured  inside 
washer  and  nut  plast  red  over. 

'‘d)  Top  or  handrail  for  balcony  shall 
shall  be  three  feet  above  outside 
End  posts  to  railing  about  stair 


ea 


intermediate  posts  and 
ngs  mu't  be  smooth, 


handrail  braces 
f  ree  from  barbs 


shall  be  connects-^ 
with  a  four  bv  four 


wall 
■  one 


by  three  quarter  (3/4")  inch 
fourth  (4"x  4"  x  i-")  inches. 


be 
of 

opening i 


ecge 


three  feet  abo\e  platform  rail; 
treads,  mea  ured  vertically, 
shall  be  well  bracei  and  must  not 


handrails  for  stairs 
vibrate . 


POSTS 


Posts  ^ 

Posts  for  balcony  handrails  shall  not  exceed  four  centers,  posts  for  stair  handrails  shall  nit 
exc'ed  tnr  e  feet  centers,  and  shall  run  full  width  of  stringers,  and  be  riveted  to  plate 
stringers  and  bolted  to  channel  stringers  near  their  uppei-  and  lower  edges. 

BPJ^CES 


i-Eaces 

liracfcs  for  balcony  handrail  shall  be  riveted  to  intermediate  posts  one  (1)  foot  belo'*'  top 
of  handrail,  and  lower  end  bo'ted  to  top  chord  of  balcony  bracket  eight  (8")  inches  beyond  H 
outer  line  of  platform  rail;  brackets  for  stairway  handrails  shall  be  not  les  than  ight  (8)  H’ 
feet  cental-  to  be  connectec  to  stair  support  bracket  and  handr-:jl  post  same  as  balcony  b  aces. 


FILLER 


Filler 

'‘a)  Filler  under  hand  rails  on  school  buildings  sh^.ll  be  a  frame  twenty  (20")  inches  wide, 
measured  vertically,  and  in  sectional  lengths  to  sui”^  length  of  stall'"'.  ’ 

(b) ^  Frames  shall  be  filled  with  wire  meshes  two  and  one-- uarter  by  ^,v/o  and  one-quarter  (Sj-" 
X  2-^")  inches,  made  of  eight  auge  galvanized  wire;  frames  between  top  and  bottom  rail  ’tilth 
quarter  (j“)  inch  hook  bolts  (oi'  better  means  if  ':nown)  in  a  manner  to  permit  no  projection 
bolts  to  mar  smoothness  at  all  points  whreEe  connections  are  made. 

(c)  Fillers  for  other  than  school  stairs  shall  be  a  truss  or  lattice  made  of  flat  bar  pro¬ 
perly  riveted  to  posts. 


BRACKETS 


and  as  Much  more 
beyond  outer  line  of 

bolt  through,  secure 


Brackets 

(a)  Brackets  shall  have  a  minimum  spread  at  wall  line  ©f  twenty  (20)  inches 
as  condi'^ion  of  building  will  permit. 

(b)  Ton  chord  of  intermediate  brackets  shall  extend  eight  (8")  inches 
platform  riilas  a  rest  for  handiail  as  a  rest  for  handrail  brace. 
ic)  The  wall  end  of  top  chore  shall  be  anchored  to  wall  with  one  (1")  inch 
inside  “ith  a  six-  by  six  by  three  e ighths( 6"x6"x3/8" ) 
plastered  over  smooth  where  sage  to  do  so. 

(c)  Top  chord  and  brace  shall  be  constructed  by  a  quarter-inch  gusset  plate  well  riveted 
out  side  platform  fail;  a  spreader  bar  one  and  one-f  urth  (I5")  inch  shall  be 
chore  and  lo^ier  end  of  brace  not  more  than  (4")  inches  from  wall;  the  lower  end 
enter  wall  at  least  four  (4")  inches. 

be  provided  with  a  wall  rest  to  bear  against  the  wall  for  a  space  not  less  than 


inches,  washer  and  nut  depressed  and 


I 


direct ly  under 
riceted  to  top 
of  brace  shall 
(e)  It  snail 


four  (4")  inches 


an  angle 


part 
in  ' 


down  against  wall  or  by 


rivet ing 
is 


either  by  splitting  brace,  tui-ning  one 
bearing,  three  by  three  by  one  fourth  (3"  x  3"  x  J")  inches  to  brace  when  it 
not  possible  to  extend  a  br  cket  bolt  through  the  -wall  an  expansion  bolt  ecurely  anchored 
not  less  than  eight  inches  into  wall  may  be  used. 

LALLERS 


I 


Ladders 

(a)  Laddersto  roof  shall  be  not  less  than  twenty  (20")  inches  "'ide  and  extend  from  inside  of 
upper  balcony  to  thirty  (30")  inches  above  cornice,  then  to  extend  over  and  be  s  ecurely  conn 
ected  to  roof,  having  brace  bars,  made  on  one  and  one-half  by  one  half  (1-4"  x  4'"  inches  set 
at  an  outward  angle,  well  riveted  to  each  rail  of  laccer. 


53 


te  connected  to 
likey^ise  braced 


expansion  bolts  not  to  exc 
not  more  than  six  (6)  feet 


ed  eight 
abo’/e  the 


(b)  The  wall  ends  of  said  brace  bars  shall 

fet  above  the  platform  floor,  and  shall  be 
under  brace. 

(, c )  The  balcony  end  of  ladder  shall  be  securely  bolted  to  platform  or 

(d)  The  drop  ladder  to  ground  3h>.ll  be  placed’  inside  of  balcony  rail 
and  facing  the  building  when  possible,  the  tationai'y  part  shal'l  be 
about  (4")  inches. 

(e)  The  ladder  rail  shall  be  flat  bar  one  and  one-fourth  by  five-sixteenths  (Ij"  x  5-16”)  inch 

with  five  eighth  (5/8)  inch  round  rmngs  nine  (9")  inch  centers,  fourteen  (14”)  inches  wide  ’ 

between  rails. 


0  bracket  if  possible, 
in  floor  opening 
set  out  from  the  wall 


l^ase  for  stairs  at  grade  landing  shall  be  concrete  or  stone  set  below  frost  line,  shall  be  ten 
(10”)  inches  from  fi’ont  to  back  and  in  length  extend  ten  (10")  inches  beyond  outer  line  of  each 
stair  stringer  to  accommodate  brace  for  handrail;  stringers  and  braces  shall  be  anchored  to 
base  with  half(#)  inch  bolts  six  (6”)  inches  long,  with  had  and  washer  down  in  concrete, 
thread^end  up  sufficient  to  pass  through  trace  and  stringer  connections,  or  if  stone,  use 
expansion  bolts  of  same  size  as  for  concr.te  base. 

VrEKiilANSKIP 

V/orkmanship 

All  work  shall  be  done  in  a  thorough  and  workmanlike  manner. 

Rivets  three-wights  (3/8)  inches  or  over  must  not  be  driven  cold. 

FAINT 

Pa  int 

When  the  work  of  const:  uction  has  been  completed  all  bolts  and  rivets  drawn  tight,  all  rails 
made  smooth,  all  rust  and  scale  thorougnly  removed  and  -''all  hole  '  filled  with  cement  or  plastered 
then  he  whole  structure  shall  be  given  at  least  one  coat  of  '■I'anhite  naint;  provided  +h'>t  if 
the  owner  shall  require  two  coats  of  paint  the  first  may  be  applied  in'shor.  * 

general 

Gener-'  1 

Boaro  of  Indiana  on  final  inspection  may  reject  any  FIRE  ESCAPE  or  ANY  PA  T 

+  material,  construction  or  workmanship  as  not  conforming  to 

the  STATE  LAV/  or  to  the  foregoing  specifications.  ° 

INLUSTRIAL  BOARD  OF  INi:iANA 

Issue  of  May  13,  1916 


fipj:  escape  painting  and  repairing  obstructions 

SECTION  178 


Painting 

(a)  Be  it  further  ordained,  that 
of  paint,  one  in  the  shop  and  one 
To  Be  Kept  in  Repain  and  Painted 
^b)  The  ownerns  of  the  building  or 
properly  painted,  a 

SECTION  179 


all  the  paits  of 
after  erection. 


such  f ire  escapes  shall  receive  two  coats 


buildings  shall  keep  the  fire  escapes  in 
shall  veep  the  same  always  free  from  obstructions. 


good 


repair  and 


Inside  Stairways 

Be  it  further  ordained  that  in  office  buildings  of  fireproof  construction,  inside  stairways 
entirely  enclosed  by  fire  walls,  with  openings  protected  b-'’-  automatic  doors,  and  having  a 
location  approved  by  the  Building  Commissioner,  may  te  used  in  tead  of  outside  fire  escapes. 

ELEVATORS , HOISTWAYS , DUMB  WAITERS 

SECTION  180 

Permits  for  the  Erection  of  Elevators.  Permit  Required 

'‘a)  Be  it  further  ordained  that  no  person  shall  erect  an  elevator  to  be  used  for  carrvina 
?lacr?nrSpLif!cffionr''°^"'  obtaining  from  the  BuiMng  Commissioner  a  permit  t’Lalfor. 

^b)  Before  the  Building  Commissioner  shall  issue  such  permit  for  the  erection  of  such  elevator 
thereshall  be  filed  In  his  office,  as  a  matter  of  record,  plane  and  specifications  sSo»lnnhr’ 
proposed  method  of  installation. 

Certificates  of  Inspection  to  Be  Posted 

(c)  It  shall  be  the  duty  of  every  person  owning,  controlling,  operating  or  usin^  as  owner- 

lessees  or  agents,  any  passenger  or  freight  elevator  (or  passenger  and  fr  ight  eie?ator)  ’ 
to  exoose  in  the  pbulic  view  in  the  elevaor  car  or  platform  a  certificate  of  inspection  issued 
by  this  department.  ^ 

Records  to  Be  Kept 

(d)  The  Building  Commissioner  shall  cause  to  be  kept  proper  record  of  all  notices  certlflna+e^ 

of  inspection,  etc.,  issued  in  connection  with  the  elevatois.  ’ 


to  Run  Elevators  Without  Certificate  of  Inspection. 

vision  and  in  ac^ordlicr^’iith^thrordainaLr  covSns^th°^^^®^  inspecotrs,  under  his  super- 
all  Classes  of  elecators  as  hereina^rer.Fnti^o^^^;?  1  hL^Fr^Inanc:!^^^^^ 

operated  until  certificate  has  Iqoen  obtained  from 


•-■E? 


or 


be  required  to  have  the  elevator  and  ajjl  appliances 


^.f)  Mo  3  .ch  elevators  shall  be  used 
Building  Commissioner's  office. 

Inspe  c  t i on 

(g)  Every  owner,  lessee  or  agent  shall 
examined  once  every  week. 

Eefects 

(h)  Upon  the  discovery  of  any  defects  tendin-  to  end.-'n^er  Mfe 

eforEef^^t^F^^lSklFrs"^^^^^^^  commissioner  not  it  ied^F^^  Se 

use  of  any  such  cefective  elevator  shal’  be  ’-irn'--i>'Ttcri  +-n 
to  .a.e  It  safe  have  teen  naee  And  approve"  ly  f 


the  elevator 
condition  of 


shall  be 
the  elevator. 


I 


the  necessary  repairs 


INSPrjClIOJ,  INdTALLATIOE  ALTERATION  ANE  0PERJ\TI0N  OF 


:]LEYA  TORT 


SECTION  181 


I 


Perindical  Inspections 

llLa^orrefrrJ^ne  oasL'^e  bmidlnp  Ccmissloner  shall  cause  an  inspection  of 

eLvators  every  ?ifer“n?hL°''  ™ce  every  six  months  and  freight 

Regulations  to  Be  Nade 

suLi  elevSSFi  “and  inspection,  installation,  alteration  and  operation  of 

of  freight  elevators  with  a  vie^to  safFty!^°''^  installation,  alteration  and  operation 

Qualifications  for  Conductors 

^c)  And  shall  also  prescribe  suit  ble  qualifications  for  perso  .s 
of  uhe  running  of  passenger  or  freight  elevators. 

"‘ecessarv  Repairs  to  Be  "‘ade 

cc)  The  regulations  shall  require  any  repairs  found  necessary  to 

without  delay  by  the  owner  of  lessee. 

If  Eeiecti.e  .Jot  to  Be  used 

(e)  In  case  defects  are  found  to  exist  which  endan 
such  elevator,  then,  upon  notice  from  the  Buildin 

cease,  and  it  shall  not  again  be  used  until  a  certificate  shr^l  1  be  dirst  obtainod  fr-nm  =.  • 
oommissioner  that  such  elev  tor  has  been  made  safe.  obtained  from  said 

Incompetent  Persons  not  to  Run  Elevators 

(f)  No  person  shall  employ  or  permit  any  person  to  be  in  charge  of  running  any  passo-aer 

elevauor  wno  does  not  possess  the  qualifications  prescribed  thirefor.  Passe.ger 


who  are  placed  in  char^^e 


any  such  passenger  or  freight 


_ci-  life  or  limb  ly  the  continued  use  of 
uom.mi  i s i oner ,  the  use  of  such  elevator  shall 


ELEVATOR  irXLOS'JRES  IN  FIREPROOF  OFFICE  BUILBINOS 


SECTION 


182 


I 


Hqtchways 

(a)  Be  it  further  ordained  that  the  hatchways 
shall  be  guareded  and  protected  by  the  arrange 
Eoorways 

^b)  The  endtrance  or  doorways  shall  be  fitted 
of  substantial  '■onstruct  ion,  and  fitted  with  1 
the  outside  except  by  the  use  of  a  key  at  bott 
Non  Fireproof  Buildings 

v.c)  Enclosures  for  hatchways  in  build;  ings  tha 
dexepet  office  buildings)  shall  be  subject  to 


for  all  elevators  in  fire  proof  office  buildings 
ment  as  shown  in  Form  2  hereafter  mentioned. 

with  sliding  coors,  having  rollers  and  track 

ocks  00  arranged  that  the^-  cannot  be  opened  from 
om  l-’n  ing  onl’^1 


t  are  not  . 
one  of  the 


iieproof  or  f iiv  proof  buildings 
two  following  rules  of  construction: 


FOR!^  1 

Masonry  Nalls 

.watchways  to  be  of  tiles,  solid  brick  of  concr 
ordinance  and  shall  be  built  from  the  basement 
into  the  saft  shall  be  protected  by  automatic 


ete  walls  of  such  thickness  as  called  for  by  this 
or  groand  floor  to  pent  house  roof  and  the  openii 
firecoors  o;  approved  coHstruct i on . 


j  c*  —  i  j.  111^  aii^  vvxj.  o  vjxcioo 

I  The  hatchvvays  may  be  constructed  of  an  iron  frame  of  proper  strength  to  sunport  the  ele- 
.or,  and  shall  extend  from  the  basement  to  the  proper  height  for  the  travel  of‘the  PlAvatnr 


be  fitted  with  wired  glass,  the  size  of  each  Plate 


of 

of 


the  elevator 
glass  not  to 


I 


FCPCi  2. 

'“etal  Frame  and  \;ire  Glass 

(a) 
vat 

(b)  This  iron  frame  shall 
exceed  24  by  30  inches 
dc)  The  entrance  or  doors  shall  be  fitted  with  the  same  wired  glass  construction 
(d)  The  iron  frame  may  be  fitted  with  steel  channels  or  tee  iz'ons  and  lathed  with* 

metal  lath  and  pla  tered  to  a  total  thickness  of  two  (2)  ipches  or  other  expanded  metal  lathing 
combination  may  be  used  to  produ  ce  a  two  (2)  inche  solid  metal  lath  and  plaster  enclosing 
wall  for  the  iron  frame  in  lieu  of  wired  glass  as  provided  in  Paragraph  "B"  of  this  Form  ^ 

The  enclosing  walls  shall  be  supported  at  each  floor  height  by  the  fireproof  floor' construct i 
or  other  structural  members. 


FORM  3 
Fire  Nalls 

In  fireproof  office  buildings  the  elevator  shall  be  enirely  cut  off  by  a  f'ireproof  wall 
partition  from  tha  basement  and  any  other  part  of  the  building  not  used  exclusively  for 
purposes. 


I 


or 

office 


OPENINGS  IN  3LEVATOR  SHAFTS 


SECTION  183 
Viindows 

(a)  Be  it  further  ordained,  that  all  windows  in  fire-resisting  enclosures  shall  be  made  of 
metal  glazed  with  ^  inch  wired  glass. 

No  single  openings  shall  be  over  45  square  feet  in  area. 

Boors 

(.b)  All  doors  into  such  shafts  shall  be  afuapproved  frames  and  metal  d  ors,  or  doors  made  of 
wood  metal  covered,  fireproof  design;  wired  glass  may  be  used  in  such  doors,  but  such  doors 
shall  not  exceed  45  square  feet  in  area. 

Boors  in  Private  DwSllingss 

^c)  Boors  used  for  openings  iri  dwelling  houses  intended  for  the  occupancy  of  one  family  may  be 
of  wood,  covered  on  the  inner  suraace  and  edges  with  metal,  not  including  openings  in  the 
cellar  nor  above  the  roof  in  any  such  shaft  ’wall,  which  latter  days  shall  be  covered  with 
metal . 


PENT  HOUSES 


SECTION  184 
Pent  Houses 

<a)  Be  it  further  ordained,  that  pent  houses  over  uninclosed  elevator  shafts  in  existing  non- 
fireproof  buildings  may  be  made  of  the  same  construction  as  roof  of  main  building,  but  shall  be 
to  the  ceiling  line. 

No  Exposed  V^oodwork 

(b)  •^'‘o  woodwork  shallbe  '.xposed  on  either  the  inside  or  outside  of  the  pen'  houses,  and  if 
wood  studs  and  joists  are  used  for  the  pent  house,  they  shall  be  protected  on  the  inside  uy 
metal  lath  and  plaster,  on  the  outsidd  with  Portland  cement  plaster  on  metal  lath,  or  by 
other  construction  ins’uring  at  least  a  one  hour  fire  rating. 

When  Shaft  Eoes  Not  Extend  Above  Top  Floor 

(c)  When  the  shaft  does  not  e’-'tend  above  top  floor  it  shall  be  covered  with  fireproof  mate:  ial. 
Light ing 

(d) In  all  cases  of  inclasure  there  shall  be  ample  facilities  i or  lighting  the  shaft. 

SCREENS  (HATCHWAY) 

SECTION  185 


How  Constructed 

(a)  Be  it  further  ordained  that  immediately  under  the  sheaves  at  the  top  of  elevator  shafts 
(except  when  inclosing  hand  power  elevators  or  where  machine  is  placed  in  roof,  or  dumb  waiters; 
there  shall  be  placed  a  metal  grill  or  grating  with  the  bars  spaced  not  rnoi-e  than  one 'and  a 
quarter  inches  apart. 

To  Be  Approved 

The  construction  and  support  of  the  grillage  shall  be  approved  by  the  Building  Commissioner 
Stairs  and  Shaft  Protecxion 

^)A11  stairways  coming  in  contact  with  an  elevator  shaft  shall  have  a  fire-resisting  partition 
separting  tne  shaft  from  the  stairs. 


Battery 

^c)  Where  there  are  more  than  one  elevator  in  a  cattorv, 
be  fireproof. 


the  division  uetween  tnem  need  not 


Existing  buildings 

'w d )  Where  elevators  are  to  be  installed  in  existing  b’uildings  having  ""'ood  joists  or  floor  support 
the  hatching  shall  be  inclosed  with  walls  or  with  wood  studding  enclosure,  firestopped  at  the 
floor  levels  half  way  between  the  floor  and  coiling  on  each  floor  and  erotected  on  both  sides 
with  expanded  metal  lath  and  3/4  inches  of  plaster. 

Not  necessary  in  buildings  les'  than  two  stories. 


SECTION  186 


Entirely  Inclosed 

U)  Be  it  further  ordained,  that  all  passenger  elevator  cars  shall  be  entirely  inclosed  from 
floor  to  CQnop3^,  except  only  the  fioot  opening. 

Ivlore  Than  One  Boor 

When  the  car  of  any  passenger  elevator  shall  have  more  than  one  entrance  or  exit,  all 
such  entrances  or  eits,  except  the  one  immediatly  in  front  of  the  operator,  shall  be  closed 
with  sliding  doors  inside  the  car. 

Operat 1  on 

^c)  Such  doors  shall  be  the  full  height,  and  shall  be  closed  before  starting  the  car  and 
no  door  shall  be  opened  before  the  car  hascome  to  a  full  stop.  °  ’ 


Penalty 

U)  Opening  or  closing  doors  of  elevators  -while  the  car  is  in  motion  shall  be  unlawful  and 
shall  feabject  the  operator  to  the  penalties  of  this  oruinance 
Vehicle  Elevators 

U)  Carriage  elevators  shall  be  inclosed  or  guarded  as  directed  by  the  Building  Commissioner. 
Freight  Elevator  Boors  and  Grates 

^f)  Approved  automatic  fire  doors  shall  be  used  for  freight  elevator  enclosures  and  may  be 
made  to  hinge  or  slide  up  and  down  and  shall  have  semi-automatic  gates  not  less  than  five  f 


eet 


Safety  Bevices 

'‘g)  All  elevators,  except  plunger  elevators,  and  sidewalk  lifts  and  vehicle  elevators  shall 
be  provided  with  approved  safety  devices  to  the  bottom  platform.  ’ 

Guide  Pipe 

(h)  The  safety  devices  shall  be  so  arranged  that  they  will  grip  the  guiSes  from  the  sides  to 
prevent  spreading  the  guides  in  case  any  cable  should  break  or  become  detached. 


ca: 


to  a  stop  without 


U ; 


I 


I 


MAGNETIC  CONTROLLED  ELEVATOR 
SECTION  187 

Automatic  Switches 

Sliotrioix  lSr3top3'“S*tha“°at?hiar‘^”on°0°?‘''°^^h  eqalppetj  „ith 

raph.  ^  -iai.cn.ray,  COoicaa  .ne  automatic  mentioned  in  the  above  parag- 

LS'nspeef Governor"  “P?!.'''  ‘he  brake  Independent  of  the  operaW 

matifd\f,rs;Srg'oi:™orVo  =  '-‘h  end  efficient  auto- 

Circuit  Breaker  ^  sex. 

qC)  All  electric  elevators  hereafter'  install  -O  ^'- i  lort  ^  n-  -  • -n 

breaker.  *  -t.  .all  be  equippea  with  an  efficient  circuit  b- 

Liraitation  Device 

apper"Lnrio»:ri:"dIn;ra:^"m^.i“:afir'nfa'1‘4i:e^‘f'?“°" 

drum,  in  case  of  stoppage  of  d„cendl^g’car  from  any"oauL°:  ‘h- 

CABLES,  HEADROOM  AND  BFLAKE3 
SECTION  188 

Locks  \ 

rNc/?o^S:L°‘th:‘-':?  cable- snan  be  provided 

Ba  boose  .attachment  “ 

(b)  --0  elevator  nereafter  installed  shall  be  rerni  +  ted  tn  o++  k  ^  , 

cars  a  freight  compartment  or  similar  device!  attachec  above  or  below  the 

Os  X 0 3 

Two  -‘ain  Lifting  Cables  ^  ^  ^  cables  usee  to  each  set  of  weights. 

All  cstilBb  slisll  be  iHoXsllsd  oi*  317a  o'’  ^'l'l  ’’no'-i-t  ^ 

eight  to  one.  living  a  factor  of  safety  of  at  leas' 

C  ount  er  we  i  grits 

may  be^secN"""'"'""^"  sections  strongly  bolted  together  and  no  open  weights 

^o;Nleainanc%""°“"^  “  °f  -me  from  falling  on  oar. 

(.f)  shall  be  no  less  than  three  feet  of  clearance  between  the  top  of  counterweight  I 

is  resting  on  the  bumters.  B 

This  doe.o  not  apply  uo  nanc  powei-  elevatoi-s. 

^-ead  Room  for  Speed  Less  Than  100  Feet 

^g)  All  passenger  elevators  having  a  speed  of  one  h’ondrec  feet  or  les  per  minute  hrit,o  i 

L°om  eratmrandNSL^foJi  ^iN  ‘ 

(nr  Increased  liegd  Room 

(.h)  ror  each  accitional  one  h’undred  f,,et  or  fractional  part  mthe  car  speed,  there  shall  be 

an  accitional  twelve  inches  added  to  the  overhead  room  and  pit  room  to  m  et  requirenents 
Plunger  nlevator  tv^uix  emienoe  . 

p)  All  passenger  plunger  elevators  having  a  speed  exceeding  two  hundred  feet  per  minute  shall 
be  equipped  wi un  an  emergency  brake  to  slow  the  car  down  in  case  of  an  accident. 

Supports  for  Overhead  achinerg' 

^j)  All  overhead  machinery  for  passenger  elevators  shall  rest  on  steel  oi-  I'c.inforced  concre-'-e 

beams  or  girders  properly  anchored  and  shall  be  approved  by  the  Commissioner  of  Buildin-r 
Size  of  Sheaves  i-.uxxu xn^s; . 

(.k)  All  drums  or  overhead  sheaves  on  all  types  of  elevators  shall  be  of  ample  size  to  aivo 
a  factor  of  safety  of  at  least  six.  ■  ° 

The  diameter  of  these  sheaves  shall  be  at  least  forty  times  the  diameter  of  the  cable  rnouina 
over  them.  ^auxe  x  uuuxiio 

Guides 

^.1)  All  passer.gei-  elevators  shall  have  steel  guides  properly  bolted  to  each  floor 
Head  Room  for  Freight  Elevators  ' 

(m)  All  power  freight  elevators  shall  have  at  least  three  feet  head  room  and  three  foot  pit  I 

Bolts  to  Be  Used  - 

(n)  The  guide  posts  and  tunners  of  all  freight  elevators  shall  be  fastened  wi+h  bolts  with 

nut  locks.  ' 

V.ood  screws  shall  not  be  allowed. 

Inclosed  Thre  eSides 

(o)  All  freight  elevators  shall  have  the  car  Inclosed  on  three  sides,  the  height  shall  be  no""  1- 

less  than  five  feet.  “ 

Existing  Freight  Elevators  H. 

(p)  All  freight  elevatois  now  in  use  or  hereafter  installed  in  old  buildin.-'s  shall  have  the* 
floor  openings  inclosed  on  three  sides  not  less  than  five  feet  high  placed  at  eae>-  lanriincr' 

and  ha .  e  efficient  self-closing  gates.  ‘‘  “ 

DUMB  WAITER.^ 

SECTION  189 

NonFireproof  Buildings 

(a)  Be  it  further  ordained  f'hat  all  dumb  waiter  shafts  in  non  fireproof  buildings  shall  be  in- 


closed  With  incombutstle  partitions  or  with  stud  partltlors  protected  with  metal  lath  . 


and 
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3/4  inch  of  planter  and  all  buildings  protected  with  fireproof  doors. 

I'ireproof  Buildings 

In  ail  fireproof  buildings  they  shall  be  inclosed  witn  fireproof  partitions  with  approved 
fireproof  doors. 

Fire  Stopped 

(b)  All  dumb  waiter  shafts  in  non  fireproof  buildings  shall  be  fire  stopped  at  the  bottow  and 
top . 

V.hen  to  Be  Classed  as  Freight  Elevators 

(,c)  Eurnb-wa iters  that  extend  through  four  or  more,  stories  shall  be  deemed  freight  eleva'^ors, 
and  shall  be  inclosed  and  equipped  with  doors  and  gr’+es  accordingly,  except  that  they  need 
not  extend  to  the  roof  or  be  provided  with  sk^/li  ’hts  or  windows  at  the  top. 

Boors  Closed 

(.d)  In  dumb-wai  er  shafts  all  openings  sh^ll  have  cooi's  which  shall  te  kept  closed  at  all  times 
when  not  in  actual  use. 

BASEMENT  ANB  SIDE'uALK  ELEVATORS 
SECTION  190 

Guards 

^a)  Be  it  further  ordained  that  v^ihere  basement  or  sidewalk  elevators  are  installec  ,  it  shall 
be  necessary  to  furnish  a  guard  at  the  first  floor  or  street  level. 

Outside  Protection 

-^f  at  the  street  level,  the  hatch  doors,  when  open  shall  be  protected  by  a  collapsing  gate  or 
bars . 

Inside  Protection 

'■b)  Vihen  the  elevator  is  inside  a  building  the  open  sides  of  the  h'’tch'’'ay  shall  be  pro'^ected 
by  ao  least  a  solid  inclosuce  or  a  sliding  inclosure  at  least  three  feet  six  inches  high,  or 
gates  of  at  least  semi-automatic  type  at  the  loading  sides. 

MISCELLANEOUS  REGULATIONS  FOR  ELEVATOf.S 

SECTION  191 

Powers  of  Inspectors 

Ca)  Be  it  further  ordained  that  the  Building  Commissioner  may  cuase  repairs  to  be  made  upon 
any  elevator,  and  prevent  the  use  of  the  same  uptil  renairs  are  made,  and  the  elevator  nlaced 
in  charge  of  a  competent  operator. 

Penalty 

(b)  Any  failure  upon  the  part  of  the  proprietor  of  the  nremises  to  comply  with  ^ny  lawful  order 

of  the  Building  commissioner  of  his  assistant  in  regain  ho  any  elevator  shall  suDject  the  nro- 
prietor  of  said  premises  ).  o  a  fine  of  from  to  :i^50  and  each  day  that  such  elevator  is 

operated  after  seceipt  of  such  order  shall  constitute  a  separate  offense. 

Automatic  Passenger  Elevators 

'^c)  Automatic  passengei'  elevators  can  only  oe  used  in  private  residences  or  exclusively  for 
private  use. 

Capac ity 

_^d}  Passenger  elevators  shall  be  limited  to  carry  one  person  to  each  324  square  inches  of  floor 
Piding  in  Freight  ^levator  Prohibited 

(e)  No  one  shall  be  allowed  to  ride  on  a  freight  elevate,  over  than  the  operator  and  the  person 
handling  the  freight. 

All  Changes  to  Be  "’"■ade  in  Accordance  with  This  Code 

(f)  In  maxing  changes  or  alterations  to  el  vator  shafts,  guide  posts,  overhead  machinery 
or  power,  such  work  shall  be  made  to  conform  with  the  present  law  and  regulations. 

ESCALATORS 

SECTION  192 

Bj-ow  ~sed 

^a)  Be  it  further  ordained,  that  no  escalator  shall  be  figured  as  a  rraeans  of  egress. 
Incombustible  *“aterial 

tj  No  saeailgtQrishsllibdoeonstruqtedhhfeany  othercthahrihQOMbhstisbletsaterialitories  or 
fe  t. 

¥idtlcal  Travel 

(c)  No  individual  escalator  unit  may  have  a  vertical  travel  of  more  than  two  stories  or 
35  feet. 

V,i  dth 

''d)  Requirements  for  the  width  of  escalators  platform  and  landing  arrangements  shall  be  similar 
to  that  required  in  this  Code  for  Stairways. 

^••ailing  and  Handrails 

<e)  All  escalators  shall  be  provided  with  railings  of  the  escalator  balustrade  tyre  surmounted 
by  moving  handrails. 

Factory  Use 

(f)  In  factories  of  fireproof  construction  or  in  such  other  occupancies  as  may  be  specifically 
permitted  by  the  Building  Commission  r  where  reversible  escalators  are  used  for  the  pupose  of 
conveying  employees  in  and  out  of  buildings,  such  escalator-  shall  Be  in  immediate  proximity  of 
main  exits  and  that  they  are  equipped  with  a  readily  accessii  le  main  control  panel  located  on 
the  first  floor  adjacent  to  and  in  the  same  enclosure  with  escalator. 

Enclosures 

^.g)  All  enclosures  for  escalators  shall  be  of  entire  fireproof  construction. 

(h)  The  approaches  to  all  escalatoi-s  shall  be  marked  with  signs  indicating  the  fact  that  they 
.-re  not  exits  and  directing  all  exits  an  the  proximity  of  same. 


oo 


FLACISTAFFS 
SECTION  19S 
Eimensions 

Secured  to  building’  Tiagstatfs  shall  of  propei-  dimensions,  taper  and  strength, 

^ommissioner!^^  shall  te  secured  to  the  Tuilcing  in  a  manner  approved  by  the  Building 

FRA’iE  BhlLlirJlS,  FOUNBATICNS.a-C.  . 

SECTION  194  I 

Eepth  Below  Surface  of  Oround 

foundation  walls  for  frame  buildings  shall  be  at  least 
inches  below  the  established  grade  of  sidewalk. 

of  th'e  lo?!%;d  'shal^go  t'^so^Jd  foSnd!  ’  ^^^-^y-six  (S6)  inches  below  the  grade 

-footings  B 

(t)  All  foundations  walls  shall  be  provided  -i'h  footin  ;3  properly  proportioned  to  carry  I 

the  superimposec  load  on  the  soil  where  thev  are  used  ^  pi  upor  u  lonec  ro  carry  ^ 

Materials 

=  tearing  bloclis  or  tile 

-thickness 

Cellar °^ll""°''  concrete  shall  be  at  least  eight  (8)  inches  thick. 

(8)  iScierthiSk!^  buildings  shall  be  inclosed  by  wall  on  all  side--  not  less  than  eight 

Store  Buildings 

faoT  built  on  grade  "evel,  provided  the  ground  is  excavated  18  inch 

below  joists,  witn  proper  drainage  and  ventilation.  c.vai.ee  ro  men 

Foundations  For  Veneered  Buildings 

^g)  ^  In  case  of  veneered  frame  houses,  the  foundation  walls  shall  be  at  least  twelve  (12)  iric-nes 
Inside  balls 

(.y  Insioe  oralis  of  yiok  or  Portland  oenent  ooncrote  may  oe  eight  (8)  Inches  In  thickness 
1-  not  over  ten  (10)  feet  in  height,  If  provided  -oith  proper  lateral  su  ports  of  concretror 

ex'  1  C  fC  ♦ 

Vent ilat  ors 

(i)  ventilator  shall  oe  provided  in  foundations,  one  under  each  outside  wall  of  each  room. 

A*  r3-iiin^ 

Cj)  The  construction  of  a  frame  building  may  be  made  -'ith  a  timoer  framing  of  posts  sirts  nr 
plates  or  rafters.  “  >  o  >  ™ 

Notches  for  Pipes  B 

^k)  Floor  beams  and  joists  shall  not  be  notched  for  wipes,  except  within  one  (li  root 
of  the  end  and  not  more  than  one  (1)  inch  incepth. 

Anchored 

(l)  All  veneering  material  snail  be  safely  and  efficient!-/  anchored  to  the  wood  construction 

.'iatei'ial  and  Construction  " 

(m)  Tne  character  or  .uaterials,  required  in  the  construction  oi  irame  buildinns  and  their 

allowable  stresses,  the  cellars,  vaults,  steps  and  areas  or  such  buildings,  their  chimneys 
Hues,  fireplaces,  pipes,  ducts  and  shafts,  all  heating  apnliances  shall  conform  to  the  require**! 
ments  of  this  Code.  ‘  ^ 

SPACINl  FRANE  BUILEIN-IS 

SECTION  195 

Spacing  "rame  Buildings 

-e  it  further  ordained  that  no  frame  building,  except  a  coal  house,  shed  or  similar  outhouses 
in  the  rear  of  a  lot  and  not  used  for  residence  purnoses,  shall  be  built  nearer  than  siv  (h) 
feet  to  any  other  building. 

The  sheds  mentioned  herein  may  extend  the  entire  width  of  the  lot. 

BNILLINGS  ON  R_;AR  OF  LOT 

SECTIO'-^  196  [■ 

Buildings  on  Lots  ^ 

(a)  Be  it  further  ordained  that  if  more  than  one  building  for  dwelling  pupposes  is  puilt 

in  the  direction  of  the  depth  of  a  lot,  then  a  commodious  street  or  avenue  shall  first  be  cons¬ 
trued  to  pass  along  bnd  in  front  of  said  dwellings. 

(b)  The  width  shall  be  at  least  thirt  y  feet  wide,  propei’lv  drained,  and  grdded  provided. 

That  this  section  shall  not  apply  to  servant  or  other  houses  which  are  appurtenant  to  or'po 
with  the  main  building  on  the  front  of  the  lot.  ^ 

ve::eered  built  ikgs  ||[ 

SECTION  197 
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Ke  i  ght 

(a)  Be  it  further  ordained  that  frame  buildings  not  over  two  (.2)  stories  and  an  attic  in 
height  may  be  veneered  with  brick,  stone  or  terra  cotta. 

'••all  Ties 

(b)  Such  veneer  work  shall  be  tied  to  frames  by  means  of  wall  ties  driven  into  the  ntucding 
ahd  the  veneer  shall  rest  solidly  on  the  foundation  walls. 

ROV.  OF  BUILEING3 

SBCTIOiJ  198 

Bivision  walls  of  Fireproof  ‘“aterial 

Be  it  further  ordained  that  where  ever  more  than  two  fr-me  buildings  are  built  in  a  row  the 
ci'.  ision  walls  separating  the  different  nouses  shall  be  built  of  brick,  concr  te  or  other 
incombustible  material  and  such  ’"alls  shall  extend  (.2)  feet  above  the  roof  and  properly  coped. 

PARTITION  FENCES 
SECTIO::  199 

SUBSECTION  1 

'"eietofore  Constructed 

■(a)  Be  it  further  ordained,  that  it  shall  be  the  duty  of  the  owners  or  occupants  of  every  occ¬ 
upied  lot  or  parcel  of  gouno  in  the  ci  y  of  Fort  Vayne  to  pay  within  ten(19))  days  from  demand, 
one-half  ihe  then  value  of  any  partition  fence  heretofore  c  nstruc  ed  and  maintained  at 

the  expense  of  the  owner  of  any  adjacent  occupied  lot  or  parcel  of  ground,  and  to  construct  and 
maintain  one-half  (i)  of  a  partition  fence  on  the  line  Between  such  lot  or  parcel  and  any 
ad jace  .t  occupied  lot  or  parcel  wheie  no  fance  of  wall  exists  within  thirtj^  cays  from  receipt 
of  a  wtitten  request  by  the  ownei'  of  such  adjacent  lot  or  parcel  so  to  do. 

Construction  or  Repairs 

(b)  Be  it  further  ordained,  that  it  shall  be  the  duty  of  trie  owners  or  occupants  of  every  occ¬ 
upied  lot  or  parcel  of  ground  in  the  city  of  Fort  Wayne  to  ;'ay  to  such  djacent  owner  ore-half 
(I)  the  cost  of  construction  or,  of  repairs  to  suchpart it  ion  fence  whene'er  constructed  or  repai 
red  by  such  adjacent  owner;  provided  however,  that  the  maximum  limit  of  f-  such  then  value  or 

of  cost  of  construction  sh  11  in  no  case  exceed  the  cost  of  consti’uct  ion  of  a  closed  fence  o" 
such  line  four  (4)  feet  high  of  sound  rough  pine  boards  nailed  on  a  cross  piece  set  in  good  roun 
sqwed  or  wooden  posts  of  not  less  tnan  sixteen  square  inches  in  area  at  the  smallest  cross  sec¬ 
tion  set  eight  feet  aapart  from  center  uo  center. 

Pena Ity 

(c)  Every  person  shall  perform  his  duty  as  above  set  fortn  and  any  person  violating  any  of 
these  provisions  of  this  section  shall  be  fined  in  any  lum  not  exceeding  SICO.CO 

Term  -f^artition  Fence 

Subsection  2 

(a)  Be  it  further  ordained  that  the  term  a  "partition  fence"  withiu  the  meaning  of  thiis  code 
is  any  open  or  closed  fence  on  tho  actual  or-agroed  line  of  division  between  two  adjacent 
occupied  lots  oi'  parcels  or  land  in  the  city  of  F  rt  Uaync,  In'  i  na ,  built  by  or  for  any  own  r 
or  occupants  of  either  or  botn  such  lots  or  tracts  provided  the  same  is  const: ucted  of 
wood,  barbless  wire  or  iron  on  substantial  posts  notless  tn  n  six  (o;  not  more  than  none  (9) 
feet  in  length  sunk  thre.e  (3)  feet  in  the  ground,  with  no  opening  exceeding  six  inches  in  width. 
Setting  Rosts 

;b;  And  provid  d  furth' r,  th  t  if  hereafter  constructed  the  posts  shall  e  set  on  the  easterly 
or  southerly  side  of  the  dividing  I'ne  and  the  boards  or  other  fencing  n  te' ial  attached  on  the 
northerly  or  westerly  side  thereof  as  nearly  as  practicalbe  end  thrt  no  such  fence  shall  exceed 
six  (6;  feet  in  height. 

Term  "Occupied" 

(c)  Be  it  further  ordained  that  the  term  "Occupied  "  as  used  herein  signified  actually  used 
(in  part  or  entirely;  for  profit,  convenience  or  pleasure,  either  continuously  or  for  not  less 
than  four  (4)  weeks  per  annum. 

Term  "Occupant" 

(c)  Be  it  further  ordained,  that  the  term  "Occupant"  signifies  any  person  whoiin  privity 
with  the  owner,  has  occupied  such  lot  or  parcel  for  at  least  ten  (15>)  days  prior  to  and  is 
still  the  occupancy  thereof  at  the  time  of  such  bequest  for  construction  or  reapairs. 

PARTITION  FENCES,  DIVIDING  OR  PARTITION  VvALLS 

SUB  SECTION  3 

Limitations 

(a)  Be  it  further  ordained  that  it  shall  be  unlawful  for  the  owner  or  owners  of  any  occupied  or 
unoccupied  lot  to  erect  a  partition  fence,  or  a  dividing  or  retaini'ng  wall,  either  on  the 
boundary  line  or  adjacent  to  the  boundary  line,  without  first  obtaining  a  permit  from  the 
Department  of  Buildings. 

Permit 

(b)  The  permit  shall  be  issued  by  the  Inspector  of  Buildings  and  the  cost  therefor,  shall  be 
One  Dollar  ($1.00)  plus  tae  price  of  the  application  fee  for  the  erection  of  the  fence  or  d iiid- 
ing  or  retaining  wall  referred  to. 

Signatures 

(c)  In  localties  where  the  partition  fence  or  dividing  wall  involves  two  or  three  partities 
the  application  certificate  shall  bear  the  signatures  of  at  least  two  of  the  property  owners. 
Diraens ions 

(d)  It  shall  be  the  duty  of  the  Inspector  of  Buildings  to  satisfy  himself  that  the  proposed 
party  line  fence,  dividing  or  retaingin  wall  shall  be  equitable  to  the  parties  interested  thereto 
and  in  no  case  shall  such  a  fence  or  wall,  etc.,  exceed  three  (3)  feet  above  the  grade,  unless, 

it  shall  be  for  domestic,  commercial  or  industrial  purposes. 


Pena Ity 

One  Hundred  Dollars  ($100.00).  ^  grantee,  shall  be  .inec  in  any  sum  not  to  exceed 

DRY  CLEANING  BUILDINGS 
SECTION  200 

Locations  Special  Permit  ■ 

the  Fire  Chief  or  Building  Commissioner''  limits,  except  by  special  permit  from 

Property  Line 

IxLp?\tar:han  t'h“°eipSef«il"rf  ?L°a?role''"’  =<iJolnins  property  lines,  a 

lent  construction  anC  without  openinorit'nLlr JoSter "L ‘^ro^eri^^'^llne!’^''" 

CONSTRUCTION  ■ 

Fireproof  ® 

In^f Lsrshall^olirthan  tZ  business  shall  bo  of  fireproof  construction. 

,  .  snail  moi  e  than  two  sides  have  blank  walls. 

neight 

roof  tpaleSrSsemenfs  o?°Jns?^  "o  ooncealeC 

“SS!  ^rJltS:r1l^a^rS;  prasi:?=/!:i?hi^t‘?S?rLg^‘'"  construction 

Loor3^°^  walls  between  dry  cleaning  and  other  buildings  shall  le  blank. 

V.indowr"^^’"*'^^^  buildings  shall  le  approved  fireproof  doors. 

(f)  V.incows--All  windows  in  such  buildings  shall  be  approved  fireproof  windows. 

^indows  snail  be  of  plain  glass  in^ standard  metal  sash  and  frame. 

VC  ^  pro'ected  by  g  mesh  No:  12  galvanized  buire  scr'eens  on  1he  outside. 

(g;  floors —  The  floors  in  such  buildings  shall  of  concr  te. 

Drains 

ihefloors  shall  drain  on  all  sides,  to  concrete  gutter,  twice  the  capacity  of  the  amount  of 
liquics  in  such  building.  uj 

Floor  shal^  not  be  below  grace  and  must  be  free  from  pits,  well  and  sockets 
'..earing  Surface  ’ 

The  wearing  surface  shall  be  of  an  in  ombustible,  non-abrasive  material,  graded  to  pitch  to  or 
or  more  arains.  uu  ui 

■^raps  to  Sewer 

Exi°s^  otner  waste  connections  shall  v©  connected  through  approved  oil  trap  to  sewer. 

(h)  Exits--Two  exits  shall  be  provided  remote  from  each  other  leading  directly  to  the  outside 

of  tne  builcin?.  uiic  uui.aa.bc 

Fire  Resistive 

(i)  Roofs— Roof  shall  be  flat  of  f ireresistive  constructiun,  except  that  where,  because  of  local 

condiuions,  it  is  desireable  to  vent  possible  explosions  upwar'h  the  roof  ma^  be  of  licrhi 
construction  and  of  incombustible  material.  " 

Glass 

(J)  Skylights — S.kylights  shall  be  standard,  with  thin  glass  in  standard  metal  frames 
Screens  "  umco. 

Standard  screens  shall  be  erected  alove  and  below  skylights. 

Explosion  Bielief  " 

(k)  A  portion  of  the  exterior  walls  and  — or  roof,  equal  to  not  less  than  10%  of  the  combined 

area  of  the  enclosing  walls  shall  consist  of thin  glass  windows,  and  —or  skylights  as  specified 
above  to  serve  as  an  explosion  relief.  =>  -  r 

3o  far  as  practicalle  such  openings  shall  be  distributed  uniformly  throu-’:out  the  build  in-^ 

(l)  Eachine  Compartments— A  separate  compartment  shall  be  provided  for  each  washin.cr  ^nd  ervinv 

tumbler.  *  o  ^  Jo 

--ivision  V.alls 

.^he  division  wall  of  these  shall  be  blank,  of  brick  at  least  8  inches  thick  or  the  eouivalent  ■ 
Door  Opening  " 

*he  door  opening  shall  be  protected  by  a  rolling  or  vertical  balanced  fire  door  with  remote 
mechanical  control. 

Clear  Space  Such  compartment  shall  have  at  least  a  2-foot  clear  space  between  all  walls  and 
the  machines  to  facilitate  repairs  inspection  and  operation. 

Steam 

(m)  Healing  ‘"eating  shall  be  by  steam  oi'  hot  water  only. 

Hot  k'-ater — ‘“’etal  Screens 

‘^team  or  hot  water  pipes  for  healing  or  drying  purnoses  shall  be  at  least  one  inch  from  all  I 

woodwork  and  shall  be  protected  by  su' stantial  metil  screens  -o  as  to  prevent  combustible  I 

gooes  or  .materials  from  coming  in  contact  with  such  .ipes.  H 

Space  to  Other  i:uildings 

(n)  Boilers  and  Dynamos — No  steam  boiler,  dynamo,  motor  or  other’  power  device  shall  be  closer 
than  ten  (lO^*  feet  to  such  buildings  unless,  separated  by  st’.'mdard  fireproof  wall. 

I ireproof  Drying  Rooms 

(o)  Drying  Rooms —  Erying  rooms  shall  be  fireproof  and  s  all  be  separated  from  cleaning  room 

by  standard  fireproof  walls.  ^ 

Steam  ''ets  in  Dry  and  \iiasher  Rooms 

(p)  J-he  washer  and  dry  rooms  shall  be  equipped  with  an  approved  arrangement  of  steam  jets  at 
ceiling  and  floor  with  quick  lever  valves  outside. 


Aung- 


fil 


SECTION  201 
Steam  Pipes 

(a)  Be  it  further  ordained,  that  dry  cleaning  rooms  shall  be  equipped  with  steam  pipes  extend¬ 
ing  around  the  said  rooms  at  the  floor  and  oiling  lines. 

Steam  Jets 

(b)  From  these  steam  pipes  there  shall  ce  openings  or  jets  at  intervals  not  exceeding  twelve 
^12)  inches. 

Oontrol 

(c)  This  steam  system  shall  be  controlled  by  a  lever  valve  located  outside  of  said  dry 
cleaning  room. 

SECTION  202 

MECP.ANICAL 

(a)  Ventilation —  A  mechanical  systeme  of  ventilation  shall  le  installed  in  accordance  with 
the  regulations  governing  blower  systems. 

Air  Inlets 

^b)  "^cuh  building  shall  be  ventilated  b^^  means  of  air  i  l^fes  six  feet  or  more  above  the  floor 
Dimensions.  Spacing 

Suci.  ihlfets  shall  be  not  less  than  ten  (10)  inches  square  and  not  more  ^,han  six  feet  (6)  apart, 
and  by  means  of  an  exhaust  fan  at  floor  level  of  sufficient  size. 

Operation 

The  ventilating  system  shall  be  in  operation  at  all  times  during  the  use  of  the  building. 

Change  of  Air. 

^c)  -^he  machanical  system  of  ventilation  shall  be  of  sufficient  capacity  to  iasure  continuous 
change  of  air  onee  every  three  minutes  or  moi'e  frequently  if  necessai'y. 

Fan  Motors 

(d)  Exhaust  and  ventilating  fan  motors  in  ventilating  systems  shall  b e  of  a  type  approved  for 
hazardous  loca  ions  and  placed  outside  of  the  path  of  vapor  tra  el. 

Outlet .  Screens 

ie)  All  discharge  outlets  of  ventilating  pipes  snail  be  pro  ided  with  a  non-corrod i ble  wire 

screen  40x40 

Vent  Pipes  — hoods. 

The  top  of  the  vent  pipes  shallturn  down  or  be  pi'ovided  with  a  hood  and  when  exposed  to  surr¬ 
ounding  property  the  Inspection  Department  h^^ving  gurisdiction  should  be  consulted  regarding  it 
exact  location. 

Exhaust  -^‘ans 

f )  The  spider,  blades  and  casing  of  all  exhaust  fans  shall  be  of  non-ferrous  metal. 

SECTION  203 
System 

(a)  Light ing--Lighting  shall  be  electric  incandescent. 

Conduit 

(b)  Viires  shall  be  in  conduit. 

Switches.  Location 

(c)  All  switches  and  fuses  shall  be  located  outside  of  the  cleaning  room. 

■^lobes  and  Guards 

''d)  Lights  shall  be  equipped  with  vapor-proor  globes  and  substanital  guards. 

Portable  Lights 

(e)  Portable  lights  maj^  be  permitted,  when  made  up  of  reinforced  cord,  vapor-proof  globes  and 
feubstantial  metal  guards  and  attached  to  fixtures  outisde  of  the  cleaning  room  (See  National 
Electrical  Code,  Article  32). 

3S0TION  204 

Motoi's  Location 

(a)  Power — Electirc  motors,  and  any  other  source  or  power,  shall  be  located  outside  of  the 
cleaning  room. 

Such  divices  may  be  located  within  the  cleaning  room  when  of  such  type  as  required  by  the  pro¬ 
visions  of  the  National  electrical  Code  Dealing  with  ^ xtra  hazardous  locations, 
i-ontrolling  Devicies 

<lo)  All  main  controlling  devices  and  all  switches  and  fuses  shall  be  located  outside  of  the 
cleaning  room. 

Location 

U)  Controlling  devices  for  independent  electric  drive  mav  be  located  inside  of  t-e  cl  aning 

room  when  of  such  type  as  required  by  the  provisions  of  the  Na  ional  Electrical  Code  dealin^^^with 
extra  hazardous  locations. 

SECTION  205 

Locations 

Boilers — Lhen  possible  boilers  shall  be  located  in  a  detached  Vuildlng. 

""uilding  Adjoining  “ 

Vihen  in  a  building  adjoining  the  cleaning  room  boiler  spaces  shall  be  cutv  off  from  other  parts 
of  the  property  by  a  blank  brick  wall  at  least  twelve  inches  thick,  or  the  equivalent. 

SECTION  206 
Process 

ueneral  "^egulat i on3--For  the  purpose  of  these  regulations  dry  cleaning  shall  be  considered 
as  the  process  of  removing  dirt,  grease,  paints  and  other  stains  from  wearing  apparel  textile 
fabrics,  rugs,  etc.,  by  ’  ’ 

Classification.  Open  Vessels 

(a)  Immei'sion  and  agitation  ina  clammablo  liquid  solvent  in  open  vessels. 

Closed  Machines 

(t)  Immersion  and  agitation  in  a  flammable  liquid  sol'.ent  in  closed  machines. 


Local  Application.  "Spotting" 

p?eparationfJrsBo?s^oTrvr  .  “f  fla»«aUe  liquid  solvents  and  other  cleansing 

preparaxions  to  spots  of  dirt,  grease,  paints  and  stains. 

SECTION  207 

Prohibited 

prl'^ibited!  Cleaning— Lry  cleaning  by  immersion  and  agitation  in  open  vessels  is 

Regulat ions 

ap^'vL°L"chS?rfaireoui‘nn,.,rt,-f'^?“°"  should  be  carried  on  with  | 

I'egulat  ions  •  ^  ^  ‘  llec  anc  opeiatei  in  accordance  with  the  following  |||| 

nnmrT  Pt  plant  is  established  or  before  an  existing  plant  is  remodeled 

of  the  Fire^Lepartraent?^^ shall  be  submitted  to  the  Building  Commissioner  and  the’chief 

Plans 

in^  bJila?^rSo-,‘^’'fl'ii-hi''°  ?"  aiKP  relative  loaction  of  drv  cleaning  bulld- 

d?fin°  tunb^e-T  1 oSF“P?;"3  «’  '^^Partn.nt,  storage  tanbs  for  solvents,  punps:  nasheri 

1^/°.  ■  n  t.  ’  traps,  otills,  condensers,  pipin  etc.  show  sectional 

elevation  oi  tne  building  Uncluding  lo  :est  floors  or  cits,  tanL"  thoi?  JittiSgs,  ?evi'ces! 

EQUI“MENT 
SECTION  2C8 
Tanks 

Solyen^.  Containers--  All  solvent  storage  treating  and  settling  tanks  sha^l  be  unde’^- 

S  equipped  in  accordance  with  the  Regulations  for  the  Storing  and  Handling 

01  flammable  Eiquios.  u  j. 

Pumps 

separators  and^stills^^'  solvents,  washers,  drying  tumblers,  extractors,  clarifiers, 

SECTION  209 
Approved 

^a)  Appratus  and  Equipment— All  apparatus  and  equinmont  shall  be  approved  by  the  Inseection 
Lepartment  having  juiHsd  ict  ion .  ‘  rr  j-  c  a-hp«oi,ion 

Suction  and  Eischarge 

U)_  A  separate  suction  and  discharge  connection  shall  be  provided  to  the  pumo  for  removal  of 
s^ucge  from  the  undergroani  treating  and  settling  tanks. 

ihe  suction  pipe  shall  be  carried  to  within  3  inches  of  tc:e  tank  bottom  and  the  discharge  co  ■ 
connection  to  a  catch  basin.  *  ■ 

■Machines  | 

^c)  All  washers,  drying  tumblers,  extractors,  clarifiers,  senarators  and  stills  shall  be 
vapor  and  flid  tight. 

I.egulati  ons 

^d)  All  equipment  shallbe  installed  and  con?sected  in  accordance  with  the  Fvegulations  for 
the  storing  and  handling  of  Flammable  Liquids  in  so  far  as  applicable. 

Handling  oolvents 

^e)  The  handling  of  solvents  from  the  storage  t'^nk,  through  the  various  machines  and  back 
to  the  sfettling  and  clear  solvent  tanks  shall  be  through  closed  circuits  of  piping. 

Cauge  '.'lasses  ’ 

''f)  ^auge  glasses,  and  look  boxes  or  windows,  the  breakage  of  which  would  permit  tne  escape 
of  flammable  liquids,  shall  be  of  a  type  not  readil;'  damaged  by  heat  and  mu-t  be  reliably 
protected  against  mechanical  injury. 

Brakes 

(g)  The  use  of  spark  producing  brakhs  on  any  machine  is  prohibited, 
ferrous  metals  shall  not  be  used  for  brakes. 

Cylinder  and  Shell 

(h)  The  cylinder  a  d  shell  of  all  washing  and  drying  tuiblers  shall  be  permanent!-'  and  eff¬ 
ect  ivelygrounced . 

The  grounding  of  the  Cylinder  in  each  ca''e  shall  be  through  the  end  of  the  shaft. 

SECTION  210 

(a)  Trying  Tumblers — Trying  tumblers  shall  be  provide'  with  elf-closing  explosion  hatches  I 
having  an  aiea  equal  to  at  least  10  p  "  cent  of  the  total  area  of  the  cylinder,  excluding  Wm 
the  ends.  ’ 

Hatches 

3uch  hatches  shall  be  arranged  to  open  away  from  the  operatorl 
Steam  i^ets 

^b)  Trying  tumblers  shall  be  provided  with  a  steam  jet  not  less  than  3/4  inch  in  diameter 
arranged  to  open  automatically  and  by  remote  control. 

‘  Trying  tumblers  shall  be  provided  with  a  steam  jet  not  less  than  ^  inch  in  diameter  for 


^c) 


,  —  —  —  -  - -  ^  — 

steaming  during  operation  of  the  drying  process. 

V.AHHINS  HACHINTS 


SECTION  211 
Washing  .‘"a chine 

'‘a)  Each  washing  machine  shall  be  pi'ovided  with  a  l-^-  inch  vi.nt  pipe  extending  to  the  outside 
of  the  building. 

Vent  Pipe 

Where  more  than  one  machine  is  installed  the  individual  vent  pipes  may  be  connected  to  a  comm¬ 
on  header  not  less  than  2^  inches  in  diameter  and  discharging  outside  the  building. 


Aans 


Vvhen  connected  to  a  ccnmon  h,acei'  thei’e  shall  be  inserted  in  the  ven  connection  to  e^ch  machine 
a  40x40  mesh  jcreon. 

Overflow  Pipe 

(.b)  -tisch  washing  machine  shall  be  provideiJ  with  an  overflow  pipe  one  size  larger  than  the 
size  of  ‘■he  solvent  Supply  line  to  the  machine. 

Such  overflow  piipe  shall  oe  connected  to  the  shell  of  the  wa  :her  so  that  the  bottom  of  the 
OVerflpw  ignbslow  the  Dottom  or  tne  ceai'ings  and  shall  b  without  snut-of-  valves  and  shall 
discharge  to  an  underground  tanh. 

Pulleys  and  belting 

^c)  hhen  pulleys  and  belting  are  used  in  the  dry  cleaning  room  -uitable  precautjons  shall 
be  taken  to  px'even'  ignition  of  -laninalle  vapors  by  static  el  ctricity  by  tne  installation 
of  suitable  combs  and  collectoi's  properly  gro'unoed  or  by  oth  .i'  approved  met  od  approved  by 
the  Inspection  Department  having  j'urisdiction. 

Construction 

(d)  tu'ashing  machines  shall  be  of  substantial  construction  and  provided  with  g-^s-tight  door"’ 
of, the  outside  casehinge  type,  arranged  to  be  self-clo  :i.ng  or  automatic  closing. 

Traps 

-*-n,d i v idua Ibut t on  and  lint  traps  snail  be  provided  for  each  washer  and  a  master  strain'  r 
shall  be  installed  in  the  main  wast  line. 

All  traps  shall  be  of  sufficien'  capacity  to  pe  mit  a  complete  days  run  without  cleani.ng. 

SECTION  212 
Shells 

(a)  Extracots  The  outside  shells  of  extractors  snail  te  permanently  and  effect!  ely  ^^rounded. 
Baskets  r  ^  j  o  - 

tb)  The  baskets  of  extracto.'S  shall  nave  a  rim  of  non-f err'O'us  metal. 

Brain  Pipe  Pump 

(c)  A  drain  pipe  not  less  th3,n  1-^  inches  in  diameter'  shell  te  provided  from  the  shell  of 

tne  extractor  and  connected  direct  to  tne  undcqgrounc  storage  tanks  or  mav  be  connected  to  the 
washer  through  an  approved  extractor  pump  with  a  proper  connection  proviced  wi'‘‘,h  a  gate  valve. 
Discharge 

The  discharge  from  the  extractor  pump  shall  enter  the  wash  r  above  the  liquid  level. 

Piping 

^d)  All  piping  shall  be  testei,  to  a  press'ji-e  of  at  least  fift^/  pounds  er  square  inch,  and 
proven  tight,  and  shall  be  pi'o  ected  against  mechanical  injui'ey. 

SECTION  213 

Celaning  x.ooms 

Humidifying  Provisions  shall  te  made  for  humidifiying  the  dry  cleaning  room  during  cold 
weather  anc  at  all  times  in  dry  climates. 

HAZARES  AND  PROCESSES 

SECTION  Sl4 

hocat ion 

(a)  Spotting  All  spot‘‘‘mng  onorations  shall  be  carriedon  i"”  the  di'v  •jleanin^i'  room. 

'■Table 

^t)  The  spotting  talbe  ihall  have  a  sh  et  metal  top  wit;,  a  curb  on  all  .sides  not  less  than 
two  inches  ni;7n. 

Brain 

The  top  of  the  talle  shall  hevsoapitchfedmasr.totinsure  .thoroughodraihagedto  and  Corner brroiu'vo 
which~a;il-|.'iin.  drain  connection  sh'  11  be  made  dii-sct  to  tne  underground  tank. 

■(ib^iThe  metal  top  shall  ce  fluid  tight  and  permanently  and  effectively  grounded. 

i he  table  shall  oe  secureo  to  the  floor'  or  wall  so  as  not  to  disturb  the  gr'ound  and  draSin 

connections. 

Vents 

(c;  The  spotting  table  shall  be  so  located  as  to  insure  thorough  and  effective  disposal  of 
vapors  through  the  ventilating  system. 

Solvents 

(d)  The  solvents  used  at  the  spotting  table  shall  te  limited  to  not  over  two  gallons 
and  shall  be  kept  in  approved  safety  cans. 

SECTION  215 


Olothes 

(a)  Operations— All  clothes,  when  received  at  the  plant,  shall  te  thoroughly  searched 

in  the  receiving  room,  and  all  foreign  materials,  especially  matches  and  metallic  substances 
removed . 

Drip  Apron 

(b)  Before  i-emoving  the  batch  of  clothes  from  a  washer  a  non-ferrous  metal  drip  apron  should 
be  placed  so  as  to  rest  on  the  met-l  baskets  of  the  truck  a  d  the  cylinder  of^the  washer. 

Floors 

(c)  The  cleaning  of  the  floors  with  flammable  liquids  Is  nrohlbited. 

Smoking 

(d)  Smoking  on  the  premises  is  strictly  prohibited  and  "’"o  Smokin?"  sipns  shall  be  nos+ec 

Lint  '  o  . 

(e)  Tne  lint  and  refusfe  shall  be  removed  from  all  traps  ■  fter  the  close  of  the  day(s  work 

deposited  in  approved  waste  cans,  removed  from  the  premises  and  burned.  ''  ’ 

Traps 

At  all  other  times  the  trap  covers  must  be  securely  in  place. 

Fire 


(f)  On  the  discovery  of  fire  all  machines  and  the  ventilating  system  must  be  shut  down 


immediate . 


SECTION  216 


blanket 

f-  “N?*  room  there  ohall  bo  provided 

6  ft  Ion  >“  io^h  ^ent  8  ft.  X  8  ft.  ind-  a  boat  hook  .-ith  a  handle  a‘  least 

D  IX.  lon^,  DO  n  fCept  on  a  convenient  rack. 

Extinguishers 

RoLl^TonF?  SBllon  caraoity  shall  .e  located  at  each  entrance.  (See 

Regulations  for  v  irst  Aic  I'lre  .Appliances.) 

Steam  ‘Jets  '  _ 

Cc)  V.hen  deemed  necessary  a  system  of  steam  ,ets  may  be  installed.  I 

Regulation  '  ■ 

Inop  less  than  3/4  in.  orifices  with  pipe  sizes  and  nipin  ;  in  accord¬ 

ance,  with  tne  regulations  on  .Aut'matic  S  r inkier  -uuioraents. 

Number  Keuired 

(d)  he  number  of  jets  required  should  be  on  the  basis  of  one  jet  for  each  1,000  cubic  feet 
ontents  of  the  foom. 

Valve 

(e)  A^contrcl  valve  for  the  entire  system  snould  be  located  outside  of  the  clceanin?  roo;n.  ■ 

JD  0 1 J.  0 1 

(O  Tne  system  should  be  supplied  from  a  boiler  of  ample  capacity  and  at  not  less  than  ■ 

15  po’anc.3  pressure. 

Inspect  ion 

(g)  Before  such  an  in.jtallati on  is  made  the  In-pection  Lenartment  having  jurisdiction  should 
be  consulted.  ‘ 

OARAOE  ( PUBLIC) 

SECTION  217 

Eefinition  of  -erra 

(,a)  be  it  further  orcained,  that  by  t-.e  tern  "Gargge"  is  meant  a  building  or  that  portion 

of  a  building  where  in  are  kept  three  or  more  automobiles  or  motor  cars  charged  with  or 
contain-  a  volatile  inflammable  liquid  for  fuel  or  power. 

Portion  Used 

(b)  V.here  any  portion  of  a  building  is  used  for  a  garage,  the  garage  shall  be  deemed  to 
embrace  all  of  the  buildinj,  or  buildings  not  separated  from  the  garage  proper  by  standard  fire 
walls . 

Openings  Protected 

All  openings  in  such  malls  shall  be  protected  on  both  sides  by  approved  automatic  fire  doors, 
constantly  closed,  except  when  necessarily  temporarily  open  for  passage. 

Eefinition  of  Terra 

(c;  Inflammable  Liquid — By  the  term  "Volatile  Inflammable  Liquid"  is  meant  any  liquid  that  H 
will  emit  inflammable  vapor  at  a  temperature  below  ICC  degrees  Fahrenheit  when  tested  in  the  I 
open  air.  * 

Fireproof 

(d)  Construction — No  building  hereafter  constructed  in  the  City  of  Fort  Wayne  shall  be  used 
for  a  plublic  garage  or  for  repairing  automobiles  or  gasoline  propelled  vehicles  unless  the 
same  is  of  fireproof  construction  or  of  brick  construction. 

Thickness  of  Walls 

(6)  If  of  brick  construction  the  walls  shall  be  not  less  than  13  inch  brick  or  concrete 
when  not  over  15  feet  high  ceiling. 

If  over  15  feet  high,  the  walls  shall  be  not  less  than  16  inches. 

Roof-Mill  Construction 

Mill  construction  will  be  allowed  for  roof  construction  . 

Building  Used 

No  building  shall  be  used  asra  garage  or  for  repairing  vehicles  within  the  City  of  Fort  Viayne, 
unless  such  building  be  of  fireproof  construction. 

F ireproof 

(f)  Basement — No  building  used  f or  a  garage  shall  have  a  basement  except  one  of  fireproof 
construction. 

Boiler  B.oom 

tg)  Said  Basement  shall  be  used  only  f oi'  a  boiler  room  for  the  purpose  of  heating  building. 
Not  Communicate 

^.h)  Said  basement  boiler  room  shall  not  communicate  with  the  garage  proper  or  any  part  of 
the  building. 

Restrictions  H 

(,i;  Said  basement  shall  not  be  used  for  repair  shop  purposes  or  storage  of  automobiles  or  forH 
the  storage  of  vola^'ile  inflam;natle  liquids.  H 

Ce j ling 

(j)  The  restriction  for  use  and  storage  may  be  excepted  when  ceiling  of  basement  is  not  less 
than  5  feetabeve  the  grade  line. 

(k^  Entrances 

All  entrances  shall  be  from  the  outside,  or  from  offices  or  rooms  that  are  separated  from 
garage  proper  by  firewall. 

Firestopned  H 

(l)  Stofek  Room —  Where  display  or  stock  rooms  are  in  connection  with  garages  thew  shall  be  H 

cut  off  by  standard  fire  walls  and  all  openings  properly  firestopped.  ■ 

Concrete 

(m)  Filers — No  building  shall  be  used  as  a  garage  within  the  City  of  Fort  Wayne,  unless  the 
floor,  on  which  automobiles  containing  volatile  inflammable  liquid  are  stored  sail  be  of 
concrete . 

Prior  to  Code 

(n)  Height  of  cuilding — The  provisions  of  this  section  in  regard  to  height  of  buildings 

and  absence  of  basement  shall  not  apply  to  buildings  occupied  for  garage  purposes  at  the  time  , 


of  the  pa 


ssage  of  this  Code 


lung 


Requirements  of  Code 

(o)  ■leases  Renewals —  No  lease  shall  oe  reuewec  i  or  the  oceup  ;ncy  of  a  cuilding  as  a  garage 
unless  saie  tuilcing  meets  trie  requirements  pi’escrikec  in  tnis  Code. 

GARACR  LOCATIONS 

Residential  -L-istrict 

''a)  Be  it  furtner  oreained,  that  no  PUBLIC  GARAGE  shall  fce  located,  established,  conducted 
'or  maintained  within  a  strictly  residential  district,  outside  of  the  fire  limi'^s,  only 
ypon  the  following  conditions: 

^^estr  ict  ions 

<b)  Be  it  further  ordained,  that  it  shall  he  unlawful  for  any  person,  firm  or  corporation, 
to  erect,  construct,  or  maintain  a  PUBLIC  GARA 'E  in  any  block  in  which  t'»)o-thirds  (2-5)  of 
the  buildings  on  both  sides  of  the  street,  being  used  exclusively  for  residence  purpos  s,  with 
out  first  obtaining  the  consent  in  writing  of  t-  e  owners  or  duly  authorized  agents  of  said 
owners  owning  a  majority  of  the  frontage  of  the  property  on  both  sides  of  the  street  in  the 
block  in  which  said  PUBLIC  GAl.AGE  is  to  be  erected,  const:  ucted  or  maintained. 

Such  wtitten  consent  shall  be  filed  with  the  Building  Commissioner  before  a  permit  shall  be 
i  sued  for  the  erection,  consti'uct  ion  and  location  of  such  PUBLIC  GARAGE. 

GARAGE  EEGULATION.S 

Fire  Hydrant 

(a)  No  gasoline  pumps  or  tanks  shall  be  placed  within  30  feet  of  a  fire  hydrant. 

Open  Fires 

i\lo  stove,  forge,  torch,  toiler  or  other  funnace,  and  no  flames,  fire  or  fire  heat  shall  be 
used  or  allowed  in  the  garage. 

Buildings  Already  Occupied 

(b)  Buildings  already  occupied  as  garages  and  ne'-'  gar'^ges  shall  comply  with  the  following  rules 
Open  -^  lame  Lev  ices 

^c)  No  gas,  candies,  oils  or  oth<rX'  like  ar  i.  icial  li  'hts  or  lights  d  stove,  gas,  grate 
Sr  other  open  flame  device  snail  be  allow  d  in  gara  e  t:xcept  in  office. 

Lynarnos  and  Rotors 

(d)  All  electric  dynamos  and  motors  not  actually  part  of  the  automotile  shall  be  located  not 
less  than  si  :  feet  acove  the  floor. 

Incandescent  Lights 

(e)  All  incandescent  lights  snail  ce  piopei-ly  encased  in  vapor  tight  gloces  protected  by  app¬ 
roved  wire  guards;  no  arc  lamps  shall  te  allo''ec. 

h-eating  Boilers 

(f)  No  prohibition  ontoined  in  this  s  ctio’^  shall  apply  to  boilerrs  or  funaces  used  for  heating 
purposes  when  same  ai'o  installed  in  accordance  with  the  I'equirements  hereinbefore  mentioned. 

Open  Vessels 

(g)  No  volatile  irulamraatle  fluid  shall  be-  kept  in  open  vessels  in  a  garage. 

Safety  Cans  ^ 

No  volatile  inflammable  flumdshall  te  drawn  exc'  pt  into  appi'oved  safet-'  cans  of  a  capacitv 
not  to  exceed  five  gallons  each. 

Room  for  Cans 

(h)  Vihen  not  in  use  for  the  abo.e  purposes  said  cans  shall  be  placed  and  kept  in  the  room 
herei  after  provided. 

Portable  Tanks 

Approved  portable  filling  tanks,  not  to  exceed  sixty  gallons  in  capacity,  may  be  used  for- 
transporting  volatile  inf la..i natlc  liquids  to  and  from  the  storage  tanks'  for  filling  and 
charging  the  automobiles. 

Equipment 

The  said  Portable  tanks  shall  be  c3qui’--ped  wi  h  a  rubber  hose  ^ttachm  nt  n  t  to  exceed  ei^ht 
feet  in  length. 

Lights  on  Vehicles 

(i)  All  fire  lights  on  su^h  vehicles,  or  under-  the  b  oilers  thereof,  shall  te  extin 'uished 
.pen  tne  entry  of  such  venicles  into  the  garage,  witni  .  ten  feet  of  the  threshold. 

Relighted 

Said  lijhts  shal^  not  te  relighted  while  the  same  is  in  the  gar-age  unMl  the  vehicle  is  brought 
within  ten  feet  of  the  tnr-eshold  of  the  exit. 

Movable  Incandescent  Li_-,h''3 

(j)  Movable  incandescent  lights  in  the  garage  shall  te  protected  b’-  -apor  ti-ht  ^lobes  inclosed 
in  approved  metal  cages  and  shall  be  fitted  with  keyless  sockets. 

All  electric  s’-itches  and  plugs  shall  te  permanently  at  least  four  feet  above  the  floor. 

Elecfcic  Charging  Appai'atus 

(k)  Vahere  electric  charging  apparatus  is  installed  or  place  d  in  the  garage  all  such  apparatus 
except  the  wires  leading  to  the  automobile  to  be  charged  shall  e  placed  within  a  separate 
room. 

Separate  Roam 

The  room  shallbe  separated  from  the  main  garagg  by  fireproof  walls,  hich  shall  nto  te  inferior 
in  fire  resisting  qualities  to  reinforced  concrete  construction,  four  inches  in  thickness 
No  0: enings 

lo  com nunicat ing  opening  shall  e<ist  between  charging  room  and  garage. 

"No  Smoking" 

(l)  No  person  shall  smoke  in  any  gara^,... . 

A  notice  in  large  letber3"N0  CHOKING " ,  shall  be  kept  displayed  ina  conspi'uous  place  and 
manner  on  all  floors  and  at  the  entrance  to  all  garages. 

Inflammable  Liquid 

(m)  No  volatile  inflammable  liquid  sha  1  be  used  ina  gargge  for  cleaning  or  for  any  purpose 
whatsoever  other  than  filling  tanks  of  sutoraobiles. 

Use  Prohibited 

No  such  liquid  shall  be  allowed  to  run  upon  -^he  floor  or  to  :^all  or  pass  into  the  drainage 
system  ,  not  shall  any  such  liquid  be  putin-to  or  removed  from  the  tank  of  a  vehicle  w;hile  any 

light  or  iii’e  on  the  same  is  b’urming. 

Open  Vessels 

No  such  liquid  shall  be  kept  or  carried  in  open  vessels 


the  floor  or  every  garage  tnere 


wifh 


O'- 

ano  to 


ce  used  in  ausorting  waste  oils  on  the  floor. 


sand  shall  ce  kept  on  every 
provided  with  hand  scoops,  to  te  used 


,  unere  niay  be  maintained  a  cart  on 
than  four  cubic  feet  of  sand.  5 


Sanh  to  Be  .Maintained 
(n)  On 

receptacles  fillec 
“-■anc  to  be  -'sed 
^o)  -Ln  addition  thereto 
construction 
^-ecep  tacles 

(p)  There  shall  te  one  such  box  or  tucket  for  each 
thereof . 

Carts 

In  lieu  of  such  boxes  or  buckets 
such  cart  to  hold  not  less 
or  fraction  thereof. 

Approved  extinguisher 

Ch)  '-'ne  on  approved  fire  extinguisher  shall 
t ,  Luo  s^^uare  fe  t  oi  floor  area  or  fraction 
In  no  event  shall  a  y  garage  nave  le-.s  th  n 
Inflammable  V.aste  .aterials 

;,r)  3elf-clo3i.ng  metal  cans,  net  firmly  on  f  ur  (,4)  inch  m.et 
floors  01  evei-y  garage  into  whicn  all  in-lamrnatl;  waste  mate 
ihere  shall  lE  one  sucn  can  for  each  twenty-five  hundred 
tion  tnereoi. 

^alciu  j  oar  cide 

(^s)  Lai  iu.m  carcide  shall  be  kept  in  a  dr 
approved  air-tight  containers  provided  v. 
lara'e  Regulations  to  posted 

(t)  Two  printer  copies  of  so  much  of  these  regulations  as  elates 
conspicuously  posted  on  each  floor  of  every  garage. 

Penalt"  for  Violation 

(u)  Any  persin,  fir:n  or  corporation  who  shall 
Section  of  tne  code  shall  be  fined  in  any  sum 
than  Rifty  -ollai’S 

Volatile  Rluids  in  Quan" it.es  of  Five  gallons 


shall  c  e  constantly  kept  and  maintained  convenient 


floor  in  boxes  or  tuckets  or  approved 
for  fire  extinguishing  purposes  only. 

2,0C0  square  feet  of  floor  area  or  fraction 


wheels,  filled 
00  square  feet  of  floor 


with  sandl 
area 


I 


be  r 

tht 

two 


and  conveinently  located  for  each 


rovicec 
eof  . 

lire  v.xt in 'uishers 


(: 


'’■1  legs,  shall  be 
ial  sha  1  te  depo; 
500j  squ'^re  feet  of 


kept 
it  ed 
area 


on  a  11 


or 


ra  c- 


I 


place  at  least  six  in  hes  above  the  flocr  in 
n  securely  fastened  covers 

to  garages  shall  be  kept 


violate  any  of  the  provisions  of  tnis 
not  less  than  Ten  (^10. OC;  dollars  nor 


mo:  e 


shall,  within  the  city  limits  of  Fort  '«*ayne, 
’inn  01-  corporation  for  consumption,  use  or.. sale  by 
is  sold  or  delivered,  live  g- lion  oi  less  of 
'n  appr  voc  can  or  roc-,  ptarle . 
periiiitied  to  ep  foi’  cons 


the 

any 


mp.ion,  use  or  sale  fiore 


i 


(v)  lio  person,  firm  or  corpora"- ion  shall,  within  the  city  limits  of  Fort  '«*ayne,  Indiana, 
sell  or  deliver  to  any  person 
fii  1  r  c oprorat io.i  to  wnom  tne  same 
volatile  fluid  unless  delivered  i.;*o 
I'.o  p^-rso'n  1  irum  or  corporation  shall  c 
than  five  gllans  'unde:  his  require..ient  . 

:„uant  it  ie  ■■  in  excess -of  five  gallons  shall  1  e  ! 
iCeaning  of  l.ord  "Approved" 

(w)  whenever  the. word  "approved"  occurs  in  this  Code,  it  sha^l  be  understood  to  mea 
approved  by  the  B.uilding  commissioner." 
lincervi/r  iters 

^^x)  The  The  re.gulations  in  each  case  shall  comply  witn  the  standard  of 
of  Fii-e  Jncei  writers  anc  shall  be  construed  and  testec.  u:ic,er  the  supei- 
Bndei  writei'S"  Raboratoi  ies  and  to  carry  the  label  of  approval  of  these 


pei'snn. 


:ep-^  as  herein  provided 


the  Rational 
ision  of  the 
laloratories , 


Board 


I 
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Storing  ■‘•nf lammable  Mate,  ial 

Hb  person,  firm  or  corpoi-ation  shall  within  the  PRIMARY  Fin.:  LIBITSof  the  city  of  Fort  Wayne 
be  permit  ed  to  store  or  place  within  any  b-uilding  oi'  on  premise.,  loose  hay,  loo-e  ex 
celsior,  or  an^^  si.milar  lnflam.mable  mabeiMal,  nor  snail  any  peiaon,  firm  or  corporation 
be  permitted  to  vile,  store  or  keep  kinding,  empty  boxes,  or  wood  of  small  dimensions  against 
any  building  within  the  limits  named  in  this  paragrapl^, 

FILLIMl  STATIONS 


SECTION  219 


Residential  Districts 

(a)  Be  it  further  ordained,  that  no  FILLING  STATION  SI-IALL  be  erected,  established,  conducted 
or  maintained  within  a  strictly  residential  district,  outside  the  fire  limits,  only  upon 
‘he  following  conditions. 

Restrictions:  Location 

Cb)  3e  it  further  ordained  th  t  it  shar  1  be  unlawful  for  an^^  persor,  firm  or  corporation 
to  erect,  construct  or  maintain  a  FILLING  1r  an^'-  tlock  in  which  two  thirds  (2-s) 

of  the  buildings  on  bof^.  sides  of  the  street,  bcin-  used  exclusively  for  residence  pur¬ 
poses,  without  first  obtaining  the  consent  in  writing  of  the  owners  or  duly  authorized  age 
of  said  o'wners,  o-.vning  a  majority  of  the  frontage  of  the  property  on  both  sides  of  the 


I 


sti'eet  in  t:.e  block  in  v’^hic.s  said  FILLING  STATlOil  is  to  be  erected,  constructed  or  maintained  anc 


under  the  following  restrictions. 

Property  Line 

^c)  A  space  of  not  less  tlnanten  feet,  shall  be  left  clear  between  ■‘.he  line  of  the  .aejoinin, 
pr  operty 

(g)  Established  building  lines  shall  be  strictly  ad  tiered  to. 


I 


i\un5 


67 

Erlveway 

(,e)  The  driveway  into  the  FILLINGS  ST'TION  shall  be  located  on  the  side  farthest  away  from  the 

adjoining  property. 

Written  Consent  Filed 

(f)  Such  written  consent  shall  be  filed  with  the  Cuilding  Commissioner  before  a  permit  shall 
be  issued  for  the  erection,  construction,  and  location  of  such  Filling  ‘Station. 

Flammable  Liquids 

(g)  The  storage  and  handling  of  flammable  lijuids,  etc.,  shall  be  established  and  maintained 
as  hereafter  set  forth. 

THEy\TEr:S,STC. 


SECTI0:i  220 


Prohibiting  Location 

^a)  lie  it  ordaineo,  that  it  shall  be  unlawful!  for  any  person,  firm  or  corpoT'ation  to  locate 
01-  operate  a  theater  moving  picture  show  within  three  hundred  feet  from  any  church,  school 
building  or  hospital  in  the  city  of  Fort  Waj/ne,  Indiana,  provided  this  ordinance  does  not  apply 
to  theaters  and  moving  picture  show:  now  in  esistence  at  their  present  location. 

Violation  and  Penalty 

(^b)  Any  pcBson,  fir  m  or  coroporation  violating  any  of  the  provisions  of  this  Section  of  this 
Code  shall  be  fined  not  more  than  One  Hundred  ($100. CO)  hollars,  and  each  day's  location  or 
opoiation  of  such  theater  or  moving  picture  show  shall  constitute  a  separate  violation. 

Listrict  Hot  Prohibitec. 

tc)  And  provided  further,  this  Ordinance  shall  not  apply  to  that  part  of  the  city,  located 
within  the  PRIMARY  FIRE  LIMITS 


PUBLIC  EUILDIY03,  THEATERS, 
SECTION  221 


HOVIHO  PIETUTlE  ROOMS  AHE  CT.iER  "^UBLIC  PLACES 


OF  ASSEMBLAGE 


Buildings  to  Ivhich  This  Title  Applies 

Be  it  furtiner  ordained  that  in  all  public  buildings  or  buildings  of  pu’ lie  character,  such  as 
hotels,  churches,  theaters,  restaui'ants ,  railroad  depots,  public  halls  and  other  buildings 
used  or  intended  to  be  used  for  the  pui'poses  of  public  assembly,  aguseraent  or  instruction, 
and  inducing  cepartment  stoi'os  and  otf.er  business  and  manufacturing  buildings  where  large 
numbers  of  people  are  congi'egatec ,  tne  doors,  st:  irways,  seats,  passageways  and  aisles  '’nd 
all’ heating  appliances  and  apparatus  shall  be  arran'^ed  as  aprovided  in  this  Co^'e  to  facilitate 
egress  in  cases  of  fire  or  accident,  and  to  a  ford  *  e  requisite  and  proper  accommodation 
for  the  public  protection  in  such  cas.;s. 

OBSTRUCdCN 

SECTION  222 

Aisles  and  Passageways  to  Be  •^’^ept  Open 

Be  it  further  ordained,  that  all  aisle''  and  passagevea^’s  in  said  buildings  shall  be  kept  free 
from  camp  stools  chairs,  sofas  and  other  obsti'uct  ions ,  and  no  pe.  son  other  ^han  an  employee 
or  policeman  or  fireman  snail  be  allowed  to  stand  in  oi'  occupy  any  of  said  aisles  or 
passageways  durin-  any  performance,  service,  exhibition,  lectui-e,  concert,  ball  or  any 
public  assemblage. 

BECTION  220 


Commiss  ionei' '  G  General  Power 

''a)  Be  it  further  oi'dainec,  that  the  Building  Commissioner  may  at  any  time  serve  a  wtitten 
or  printed  notice  upon  the  owner,  lessee  or  manager  of  any  of  said  buildings,  directing  any  set 
or  thing  to  be  done  or  provided  in  or  about  the  said  buildings,  and  the  several  appliances 
therewith  connected,  such  as  halls,  doors,  stair:,  ’■>i:idow’,  seats,  aisles,  firewalls,  fire 
apparatus  and  fire  escapes,  as  he  may  deem  necessai'y  ^’oi-  the  safets^  of  the  occupan'^s  of  t  e 
pitl ic .Provided . 

The  Chief  of  Fire  Eepartment  Shall  have  the  Right  and  Euty  to  Enforce  Fire  F:ules 
That  the  Chief  of  the  Fire  Eepartment  shall  also  have  the  right  and  duty  of  enforcing  such 
rules  and  regulations  regarding  fire  prevention,  fire  protection  and  safety/  for  the  public  as 
may  be  necessary  to  pi'operly  care  for  the  public. 

THEATERS  WITH  STAGE 


SECTION  224 

Stage  With  Scenery  and  Rigging  Loft. 

Be  it  further  ordained  that  under  this  heading  is  included  all  theaters,  opesra  houses,  ola'- 
.,ouses,  pavilions  or  any  assembly  hall  having  a  permanent  stage  up  n  which  scenery  or  theatri¬ 
cal  apparatus  is  employed,  or  having  fly  galleries  or  rigging  loft.  (See  State  Code.) 

ENTRANCES  ANE  EXITS 

SECTION  225 


Street  Front 

Be  it  further  ordained  that  every  such  building  shall  have  at  least  one  front  on  a  street,  or  on 
a  public  way,  which  public  wa  y  shall  not  be  less  than  thirty-six  (36)  feet  in  width,  and  in 
such  front  there  shall  be  suitable  means  of  entrance  and  exit  for  the  audience. 


WIETH  OF  MAIN  GORRIEOR 


SECTION  226 


Mini mum 
(a)  Be 


Vvidth 
it  further 


ordainec,  that  the  width  of  this 


or  putlic  way  tio  the  main  auditorium  sha 


main 
1  be 


entrance 
not  less 


or  corridor  leading  from  ^ 
at  any  point  than  fifteen  (IF)'* 


the  street 
f  eet . 

Calculated  on  Basis  of  Seating  Capacity 

^t)  ihe  width  of  the  main  en^iance  or  corridor  shall  be  estimated  on  a  basis  of  not  less  than 
twenty  (^0)  incnes  for  eacn  one  hundred  (100)  persons  for  whom  s  ats  are  provided,  and  who 
rccoss  to  the  corric.oi’  as  a  :Tieans  of  ontrance  or  exit, 
ralcony  Included 

Cc)  The  main  corridor  may  serve  as  a  common  place  or  entrance  and  exit  for 


f  irst 
said  main 


gall 


_  ,  pi'oviied.  its  capacity  be  e 
flooi-  and  balcony  or  g:.  llery  as 


the  main  floor 
jUal  to  the 
provided  for 


of 


aggre- 


the  a’aditorium  and  the  balcony  of 
gate  capacity  of  the  outlets  from 
above  in  this  section. 

Same  casis  to  Ei.:  Used  for  All  Flooi’s 

entrance  and  exits  for  each  distinct  and  separate  division  of  the 
auci  oiium  shall  <.e  tased  upon  the  sa  le  estimate  of  not  less  than  twenty  (.20)  inches  for  each 


one  hundred  (IcC)  persons  served 

from  ^ a loony  to 


'-Side  Stairways 
i)  In  case  the 
ig  it 


balcony,  or  fir: 


by  such 
Sti'eet 
it 


envranc  s  or  exits 


gallery,  in  ad^ 
iiih  tne  main  audit  or  iU:;i  flo  r  oi'  main  com 

or  puDlic  way,  then 
deteimining  the  width 
rrovided  for. 


leading  diiect  to  tne  str-^-et 
taken  into  consicerat ion  in 
of  fifteen  (.15)  f  et  herein 


SEAL  I  S': 


ltio:i  to  the  stairway  or  stairways  connect-  ■ 
■ic.or  has  an  inside  stairway  or  stairways  I 
the  capacity  of  this  stair  way  nay  be  i 
of  the  main  corridor  above  t  e  minimum  width 


SEcnc:;  sa? 


Sidewalk  ^e  els 

^a)  Be  it  fuxt:ic.r  oruained,  that  the  leveli  of  all  coi'ridors,  open  spaces  and  exits  shall 
be  not  more  thxan  one  loot  aceve  the  level  of  the  sidewalk  when  they  begin  at  the  street  or  alley 
01  outei  ^uclic  Way  ,  but  this  sna  1  not  preclude  tne  use  of  steps  at  the  entrance  to  the  sides 
01  *  1  ear  ol  tne  cuildings  as  may  ce  necessar_^'  to  ..vercoiae  the  diffeience  in  crade  of  sidewalks, 
nifierent  Levels 

(t)  .0  overcome  sliglit  ciiUerence  or  levels  in  and  beEroen  any  open  space  on  the  side  of  such  th 

theater  or  in  and  between  any  coi'ridors,  lobbies,  passageways  oi'  aisles  on  the  ground  floor, 
gradients  shall  be  employed  or  not  ovei'  one  (,1)  foot  to  ten  ^lu)  feet  with  no  nerpe" dicular * 
rises. 


aiDE  CCURSS 

-  I 

SmCTlOir  22'o 

Open  Courts  I 

(a)  Be  it  further  ordained  that  in  adtition  to  the  main  entrance  or  exit,  there  shall  be  an  I 

open  court  or  space  not  less  th-m  five  feet  wide  on  tno  side  not  bordering  on  a  street  or  * 

public  way,  whe^i  the  said  building  is  located  on  a  coi-nei'  lot  and  on  both  sides  of  said 
building  wnen  there  is  but  one  frontage  on  ithe  stree. 
width 

(.b)  The  width  of  these  open  courts  shall  be  proportional  to  the  seating  capacit^^  of  theater, 
and  the  g  nreral  arrangement  of  the  exits  for  speed!  1-"  enntying  the  building. 

Courts  without  Boors  and  '/without  lurjis 

(.c)  There  shall  be  no  doors  or  gates  in  these  sice  courts  or  alleys,  which  side  eourts  or 
alleys  s^nall  lead  direct  to  a  street  or  pbulic  way  without  a  turn,  and  shall  be  prorerl’'  paved. 


CCuRTS  ANE  CCRFiIBORS  FIi.EFnOGF 


SECTION  229 


Fireproof 

Be  it  further  ordained,  that  all  courts  and  cori'idors  shall  be  entirelj'-  fireproof  and  shall  be 
used  for  no  other  purpose  than  for  entrance  and  exit  to  and  from  the  theaters  and  stage. 

EMERCENCY  EXITS 

SSCTICN  230 


Two  Exits  On  Each  Side  in  Each  Tier 

(.a)  Be  it  further  ordained  that  frm  the  auditorium  opening  into  th  open  courts  of  the  side 
street  or  public  way,  there  shall  be  not  less  than  two  exits  on  each  side  in  each  tier  from 
and  including  the  ground  floor  and  each  and  every  gallery, 
i  cth 

'‘b)  Each  exit  shall  be  at  least  five  (5)  feet  wide  in  the  clear  and  provided  with  fire  doors 
constructed  as  provided  in  this  Code. 

Boors  to  Open  Outwardly 

'•c)  All  of  said  doors  shall  open  outwardly  and  shall  be  arranged  fire  panic  bolts  and  b-^rr 
by  a  slight  pi'essure  from  the  inside  without  the  unfastening  of  bolts  cr  latches. 

Bicth  of  Balconies 

(d)  T.nere  shall  be  balconies  not  less  than  four  {^)  feet  in  midth  in  sid  open  courts  at  each 
level  or  tier  above  the  gounc  floor  of  sufficient  "ength  to  embrace  the  two  exi's. 

Stairs  to  Ground 

From  said  balconies  there  shall  be  stairways  extending  to  the  ground  level  with  a  rise  of 
no',  raox’e  than  seven  and  one-naif  (7;g)  inches  to  a  step,  ant  not  less  than  ten  (iC)  inches 
tread,  exclusive  of  nosing. 


65) 


Fireproof 

Sll  Stairs  and  balconies  shall  be  constructed  of  fireproof  material. 

Circular  Stairs  Prohibited. 

te)  •‘Jo  Circular  winding  stairs  for  the  aae  of  the  public  shall  be  permitted,  either  inside 
or  outside  of  the  building. 

INSIDE  3T7\IRW/\YS 

SECTION  231 

Number  of  Tiers 

(a)  Be  it  further  ordained,  that  no  theater  shall  have  moi-e  than  three  floor  tiers  above 
the  main  floor  offthe  auditorium. 

Separate  Places  for  Entrance  and  Exit  for  Galleries 

'‘b)  Distinct  and  sepa  rate  places  of  entrance  and  exit  shall  be  provided  for  each  gallery 
above  the  balcony  of  first  gallery  by  means  of  inside  stairways  leading  to  the  street  or 
other  public  way  and  not  tnrough  the  main  auditorium  oi'  balcony. 

Vjidth  of  Passageway 

^c)  •^’'o  passageway  leading  to  any  stairway  communicating  with  an  exit  (not  inducing  fire  es¬ 

cape  exits)  shall  be  less  than  four  (d)  feet  in  width. 

(d)  The  didth  of  all  stairs  shall  be  measured  in  the  clear  between  hanc  rails. 

RISEJS  AND  TREADS 
SECTION  232 
Risers  and  Tr'eads 

(a)  Be  it  further  ordained  That  in  no  case  shall  the  risei's  of  any  inside  stairway  exceed  seven 
and  one-half  (7^)  inches  in  heignt,  nor  shall  the  treads  ...xclusive  of  nosings  be  less  than  ten 
and  one-half  (10^)  inches  inwicth  in  ti-aight  stairs. 

F ireproof 

(b)  All  stairs  within  the  build  ng  shall  b  e  constructed  oi  Tirc-proof  material  throughout. 

Not  to  Lead  to  Cellar 

(c)  Stairs  from  balcony  or  galleries  shall  not  communicate  with  the  basement  or  cellar. 

Stair  l-andings 

(d)  No  door  shall  open  immediately  upon  a  flight  of  stairs,  but  in  all  cases  a  Ian  ing  at  least 
the  width  of  the  door  shall  be  provided. 

Open  Outwardly 

^.e)  All  doors  shall  open  outwardly  as  hereinbef oi'e  pi'ovidod  in  the  case  of  emei'gency  exits. 
Uniform  treads  and  Risei's 

(f)  Alistairs  shall  have  treads  or  uniform  width  and  risers  of  uniform  he ight sthroughout  in 
each  flight . 

l/yiDTK  OF  INSIDE  STAIRWAYS 
SECTION  233 
V. idth  of  Stairs 

(a)  Be  it  further  ordained,  that  no  stairways  from  gall  a’ies  shall  be  less  than  four  (4;  feet 
in  width. 

V.'hen  more  Than  '■-'ne  Stairway  is  ..equired 

^b)  When  accommodati o’r  is  provided  for  one  hunc  red  or  more  people,  there  shall  be  at  least  two 
stairs  extending  to  the  ground  arranged  on  opposite  sides  of  -allery  and  for  every  additional 
sevent3;--f ive  people  or  fraction  thereof  in  excess  of  the  first  one  hundred  to  be  accommodated, 
six  inches  shall  oe  added  to  the  \‘jidtn  or  the  stairs  divideci  between  the  t-'o  flights. 

When  More  Than  Two  Reuired 

(.c)  Y.here  the  seating  capacity  of  the  galleries  is  for  mo:  e  than  o-^e  thousand  (1,000)  persons, 
one  or  m^re  additional  stair  cases  shall  be  pro  idee. 

STAIR  LANDING  IN  THEATERS 

SECTION  234 

V.  idth  of  Landings 

ta)  Be  it  further  ordained,  that  when  stra-'ght  stairs  return  direct  on  themselves  a  landing  of  th 
full  width  of  both  flights  without  any  steps  shall  be  provided. 

Outer  Line  Curved 

tb)  The  outer  la  'idings  shall  te  curved  to.  a  radius  of  not  less  than  iwo  (2)  feet  to  a-oid  square 
angles . 

No  Windows 

(c;  Stairs  turning  at  an  angle  shall  have  a  landing  niphout  windows  introduced  at  s-id  turn. 

V<hen  two  Stariways  Join 

(d)  in  stairs  when  two  side  flights  connect  with  one  main  flight,  no  windows  shall  be  introduced 
and  the  width  of  the  m-in  flight  shall  be  at  least  otiual  to  the  n-;gregate  width  of  the  side 
flights . 

HAND'  R-''-ILS 

SECTION  235 


Location  of  Hand  Rails 

^a)  Be  it  further  ordained  That  all  inclosed  staircases  shall  have  on  both  sides 
rails  firmly  secured  to  the  wall  about  two  inches  distant  therefrom  andabout  three 
the  stairs,  but  said  handrails  shall  not  run  on  level  platforms  and  landings  where 
are  of  greater  length  than  the  width  of  the  stairs. 


strong  hand 
feet  above 
the  same 


70 


fO 


Center  Rails 

(t)  All  staircases  eight  feet  and  over  in  width  shall  be  provided  with  a  cener  hand  rail  o 
metal  not  less  tnan  two  inches  in  diameter  placed  at  a  hei  'ot  of  about  t  ree  feet  above  the 
center  of  tne  treacs  and  suppoi-ted  on  wtought  met-  l  or  brass  3tanc=:'rds  of  suffcient  strennt 
spaced  no.  nearer  than  four  feet  nor  more  than  six  feet,  and  socurel}^  bolted  to  the  treads 
risers  of  stairs,  or  both,  and  at  the  head  of  each  flight  of  stairs  on  e-ch  landing,  the  po 
or  stancarc.  shall  not  extend  abo.e  the  hand  rail  to  ’-'hich  the  rail  -halite  secured. 


h 

and 

st 


prcsg.:niu:.:  v.al 


LS 


SECTION  S36 
V«idtn  and  Height 

ta)  £e  it  further  oruained  that  a 
thick,  or  of  reinforced  concrete, 
the  auditorium  from  the  stage  and 
or  auditorium  r  of,  if  the  latter 
Girder  Over  Openings 
vb)  Above  the  proscenium  opening 

inches 


fire  wall  of  brick  or  plain  concrete,  not  less 
not  less  than  8  inches  thick  in  any  part,  and 
shall  extend  at  least  four  feet  above  the  stage 
ge  the  highei’,  and  shall  ce  coped. 


I 


than  12  inches 

ir" 


shall  separate 


roof 


support  the  load  above  Shd  tne  same 


there 
she 


shall 
11  be 


be 

CO’ 


steel  girder  of  sufficient  strength  to  safely 
-ed  withf ireproof  material  not  less  than  f ou: ' 


in  thiclcness 

Frame  at  Prosceniu.ti  Gpenii; 

i  O 

tc)  ihe  molded  iiame  around  the  prosceniura  opening  snail  bo  foi-med  entirely  of  fireproof  ma¬ 
terials,  il  .netal  be  used,  .he  me  ,al  shall  be  fillec;  in  solid  with  non— corabusti  cle 
and  securely  anchored  to  tne  wall  with  iron. 


1 


material 


CURTAIN 


SECTION  237 


Material  for  Curtain 

(a)  Be  it  lurther  ordained  That  the  prosceniu:u  opening  snail  be 
proof  curtain,  overlapping  the  proscenium  wall  at  each  side  to  ? 
foot . 

(b)  The  curtain  shall  run  in  raetal  grooves  at  the  aisdes , provided  with  an  asbestos  rool  at  bottom 


provided  with  a  rigid  fire 
i  depth  of  not  less  than  one 


a  sand  seal  at  top,  all  constructed  to  prevent,  when  closed,  the  passage  of  smoke  and  flame 


be  suspended  or  hung  bjr  steel  cables  passing  over  wrought  iron  or  steel 
oug:.t  iron  brackets  of  s'ufficient  strength  and  well  braced. 


through 


anc 
how 

)  The  curtain  shall 
sheaves  supported  by  w 

The  brackets  shall  be  securepy  attacked  to  tne  proscenium  wall  b 
washers  on  the  opposite  side  of  the  wall,  or  other  approved  method . 

Existing  curtains  ^“^ay  ce  Repaired 

td)  -^his  0  dainance  relatng  to  tn  .ater  curt  ins  is  not  i-eti-oact  i  ve ,  and  the  repair 
curtains  willlbeepermit  ted ‘.provide  ingmtneenecessarynexpenserafnth^  Repair -‘doe  s'  not 
percent'-' of dtae  soundlval'ue  of  the  curtain. 

Raising  and  Lowering  Curtain 

(,e)  Said  firepioo_  curtain  or  present  asbestos  curtains  shall  be  raised  at  the 


bolts  with  nuts  and 


Oi 

exceed 


exitsing 


■25 


eaCh  ac’ 


r-  a  1  s  e  G 

and  lo'’'ered  at  the  close  of  said 


commencemen  ■ 


•  s  ^ 

I 


per  orraa  ce,  and 


each  performance,  lowered  betweer 
be  operated  b.  approved  devices. 

Check  Ropes 

(f)  The  excess  weight  of  the  curtain  is  to  be  over-come  by  a  check  i-ope  of  cotton  hemp,  extend¬ 
ing  to  the  flor  on  both  sides  of  the  stage  so  that  tne  cutting  or  bui-ning  of  ™hich  will  release 
the  c’ortain  the  same  will  then  descend  at  its  normal  rate  of  speed. 

Listance  from  ■^'ootlights 

(g)  The  proscenium  curtain  shall  be  placed  at  the  nearest  point  at  least  two  feet  distant  from 
the  footlights. 

Loor'vays  in  Prosceni-um  Walls 

(h)  No  doorway  or  opening  through  the  proscenium  wall  f 
above  the  level  of  the  first  floor  and  such  first  flooi- 
st-'ndard  fire  doors  at  each  side  of  the  wall;  and 
each  have  self-closing  stanc'^rd  fire  doors  on  each  side  oi 


auditorium  shall b e  allowed 


openings  shall  have  self-closing 
openings,  if  any,  bSlow  the  stage  shall 


shall  be  hung  so  as  to  be  opened  from 


ei-^her 


any, 

,he  wall,  and  all 
side  of  the  wall  at  all  times. 


stage 
the  said 


doors 
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SECTION  238 


Area  of 
(a)  Be 
area  or 


Skylights  over  Stage 
it  furtner  ordained, 
combined  area  of  at  least 


that  there  shall  be  provided  over 
one-tenth  of  the  area  of  the 


;s  not  exceeding  one-eighth  o1 
three  hundrec  square  Inches. 


the  stage  metal  skylights  of  a 
stage,  fitted  with  rolling 
an  inch  thicky  and  each  pane  thereof 


raetal 
the 


ge  of 


ex'-, ending  the  entirelength  of  the  sahs . 
,ne  curb  of  the  sky  light  to  the  dnd  of 


sash  and  glazed  with  gla 
raeasureing  not  1  ss  than 
Sash 

(b)  The  rolling  sash  shall  be  fitted  wi"h  brass  wheels  not  less  than  two  and  one-half  inches 
in  diameter  and  the  latter  shall  rollon 
The  protion  of  the  track  extending  from 
the  incline  may  be  made  of  iron. 

Tracks 

(c^)  These  skylights  shall  be  set  on  cuibs  so  that  the 
they  slide  shall  : e  not  less  than  twelve  inches  above  the 
To  Open  by  Fusible  Links 

(d)  The  whole  of  which  skylight  shall  be  so  constructed 
links,  or  some  othei-  e-^ually  simple 

Other  Standard  Skylight  Construction  May  Be  Permitted 
--at  any  standard  skylights  constructed  according  to  U'nderwtiters 


1 


lowest  portion  of  the  tracks  upon  whicl 
roof . 

as  to  open  infetant^y  by  fusible 
approved  automatic  device  or  opening  themmay  be  provided 


I 


requirements  may  be  approved 


by  the  Building  Commissioner 


provided  nlans  and  specifications  are  submitted  to  and  approved 
wire  Netting 

(e)  Immediately  underneath  the  glass  of  said  skyligh.s  tnere  shall  be  wire  netting,  but  wire 
•'^lass  shall  not  be  used  in  lieu  of  this  requirement. 


VENTILATOR 
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SECTION  239 

Ventilators  Over  Stage 

(a;  Be  it  further  ordainec ,  that  in  lieu  of  the  skylights  covered  with  glass  provided  for  in 
Section  238  ventilatoi's  may  be  used,  aonstructed  as  -ollow’. . 

Construction  of  Ventilators 

(b)  There  shall  be  one  or  more  ventilators  constructed  of  metal  or  other  incombustible  matei'ial 
near  the  center  above  the  highest  part  of  the  stage  in  every  theater. 

(c)  This  ventilator  shall  extend  at  least  ten  feet  over  all  above  the  s^age  roof,  anc  shal  nave 
a  com  ined  area  or  ■'t  last  one— tenth  of  the  area  witnin  the  stage  walls. 

Tampers  to  Open  Automat icilly 

Cq)  The  opening  in  every  stage  ventilator  shall  be  closed  b^^  one  or  raoi’e  dampers  feo  counter¬ 
balanced  as  to  open  automatically,  and  to  be  held  closed  by  a  hempen  coi'd,  in  wheih  shall  be  in¬ 
serted  a  fusible  link  at  such  a  point  as  to  be  near  the  bottom  of  the  ventilator. 

(.e;  Such  cord  or  cords  opetating  said  dampei'S  hall  be  run  to  sta  je  floor  and  shall  be  fastened 
at  a  point  near  it  and  shall  ce  designated  wltn  a  sign  to  reac,  "releast  in  Case  f  Fire". 

Tested  from  Time  to  Time 

tf)  It  is  imperative  that  said  automatic  dampoi's  and  txieir  countei’balancer  be  tested  from  time 
to  time  and  kept  in  perfect  -jorking  o  deig  so  as  to  i;i3u:e  an  autora  tic  relaease  at  all  times. 

STANCE 

SECTION  24U 
Stage  Floor 

'.a)  Ee  it  further  ordained  tnat  all  tnat  portion  of  the  sta-e  not  comprised  ing  the  working 
of  scenery,  traps  and  other  mechanical  apparatus,  foi'  the  rr e ^entat ion  of  a  scent  usually  equal 
to  the  width  of  the  pioscenium  opening,  shall  be  built  of  fi.eproof  construct!  n  or  steel 
beams,  filled  in  aetween  with  fireproof  material,  and  all  jirders  for  the  support  of  said  beams 
shall  be  of  wrought  iron  or  rolled  teel. 

Fly  gallerias  and  Tie  ;  galleries 

(b)  Tne  fly  galleries  and  tie  g-;lleries  entire,  including  pin  rails,  shall  be  constructed  of 
iron  or  steel,  and  the  flooi-s  of  said  gall-  .  ies  shall  be  composed  of  steel  teams  or  fireproof 
M'  terials . 

i.c)  No  ■■  ooQ  coar  s  or  sleepei's  shall  be  used  as  covering  beams,  but  ^he  said  floors  snail  be 
entirely  fireproof. 

Eridiron  Floor 

The  gridiron  -or  rigging  loft  shall  have  a  lattice  iron  floor,  and  be  readil}’’  accessible  by  iron 
stairways . 

FIR^'PFIOOFINC 

SECTION  241 

Stage  Scenery 

(a)  Be  it  further  ordained,  that  all s tage  scenery,  curtains  and  decorations  made  of  combustible 
material,  and  a^l  woodwork  on  or  about  the  stage,  shall  be  painted  with  approved  f ire-re^ ard ing 
paint  or  saturated  with  some  non-combustible  material. 

Roofs,  Flooi s  and  Galleries  Fireproof 

^b)  The  roof  over  the  auditorium,  the  entire  main  floor  of  the  auditorium  and  vestibikie,  also 
the  entire  superstructure  over  the  entrance,  lobby  and  corridor  anc  all  galleries  ^nd  supports 
for  the  same  in  the  auditorium  shall  be  of, approved  fireproof  con  truction. 

Thas  does  not  exclude  the  use  of  wood  floor  boards  -nd  necessary  sleepers  to  fasten  the  same 
to . 

(c)  Such  sleepers  shall  not  mean  the  timbers  of  support  and  the  space  betyjeen  the  sleepers,  ex- 
ce  rt^ng  the  portion  under  ‘‘-he  stepping  in  the  galleiies,  which  sh'^l''  be  properly  f  ire-stop“ed , 
shall  be  dolidly  filled  witn  incoral ust ible  material  up.  to  Ihe  underside  of  the  floor  boards. 
Gallery  Fronts 

^d)  The  fronts  of  each  gallery  shall  be  entirely  formed  of  fireproof  materials,  except  the 
capping  which  may  be  made  of  'ood. 

Ceilings  Under  Galleries 

(e)  The  ceiling  under  each  gallery  sh-^ll  be  entirely  formed  of  fireproof  materials. 

Ceiling  of  Auditorium 

(f)  The  ceiling  of  the  auditoi'iura  shall  be  ^ormeC  of  fireproof  materials. 

Metal  Laths 

lyg)  Till  lathing,  whenever  used  shall  be  of  wire  oi'  other  metal  on  metal  studding. 

Partitions  and  f’urrings  to  3e  Fireproof 

(h)  The  partitions  in  that  portion  of  the  building  which  contains  the  auditorium  the  entrance  and 
vestibhle,  and  every  room  and  passage  devoted  to  the  use  of  the  audience,  shall  be  constructed 
of  fireproof  materials,  including  the  furring  of  outside  or  other  walls. 

hood  Prohibited 

(i)  Hone  of  the  wills  oi'  ceilings  shall  be  covered  with  wood  sheathing,  wood  wainscoating  or  anj’- 
co'mbusti  le  material. 

Sounding  Board 

(j)  But  this  shall  not  preclude  the  construction  of  a  wood  sounding  board  over  orchestra  pit, 

'I'lhen  the  same  extends  back  of  and  below  the  overhang  of  the  stage,  provided. 

Fireproofed 

The  said  wood  sheathing  be  properly  fire-stopped  by  a  twelve-inch  brick  wall  rack  of  same,  and  also 
have  a  proper  fireproof  construction  directly  under  the  ovei'hang  of  the  stage  extending  from  the 
tric-k  wall  to  the  apron  of  the  stage. 


ERESSING  ROOMS 
SECTION  2-^2 


Actors  Rooms 

(,a)  3e  it  lui'ther  orcaineC,  that  atl  malls,  floors  anc  ceiling"  inclosing  or  cividinj’ 
crossio’  roo  us  shall  do  i'irep.  oof. 

Fireprooi'ad 

v.t}All  stairways,  pass-^es  anc  coors  from  di-eosirij  roo  is  to  sta.je,  or  from  d  esslng  rooms  to 
exits  'hall  oe  fireproofed. 

Y-heie  Loeeted 

<c)  Ii-essing  rooms  may  fe  placed  in  tne  rear  or  at  either  side  or  under  stage,  pro  .  idee  that 
thorough  ventilation  is  secured  for  said  rooms,  anc  nrovidod  further  that  proper  exits  lead  to 
putlic  may. 

Shelving 

(d)  All  shelving  and  supfcoards  in  each  and  evei‘  oi'essinj  I’oon,  property  room  or  othei’  storage 
rooms  shall  be  constructed  of  metal,  sl'te  oi’  some  fiiepioof  material. 

SSCTIOII  24  3 

Vuindows 

Be  it  further  ordained  that  none  of  the  mincoms  in  the  ou  side  malls  shall  have  fixed  sashed 
fixed  iron  grills  or  Cars;  the<^e  may  be  arranged  to  hinge  and  lock,  but  must  be  legt  unlocked 
during  performances. 

SEATS  A!I1  AISLES 

SECTIOL  244 


I 


I 


Seats  in  Auditorium 

<a)  Be  it  further  orcainec.  th  t  all  seats  in  the  auditorium  excetping  those  contained  in  boxes 
shall  be  not  less  than  thirty-t?io  i'-52)  inches  from  back  to  back,  measured  in  horizontal  dii'ection 
and  firmly  s^  cured  to  the  .loor. 

v.b)  Eo  seat  in  the  auditorium  shall  have  more  th  ,n  six  seats  intei'vening  between  it  and  an 
aisle  on  eithei  side. 

Stools  or  Seats  in  Aisles 

{c)  No  stool  or  seat  shall  be  placed  in  an  aisle  or  in  the  rear, 
rlatform  in  Sallery 

id)  All  platforms  ±n  giileries  formed  to  receive  the  seats  shall  be  not  more  than  twenty-four 
(£'.)  inches  in  neight  or  riser,  nor-  less  than  thirty  ("0)  inches  in  width  of  platform, 
hidth  of  Aisles 

(e)  All  aisles  on  the  respective  floors  in  the  audltori...m  having  sea  ,3  on  both  sides  of  same  shal 
be  not  less  than  three  feet  wid  i  whorethey  begin  and  shall  be  increased  in  width  toward  the 
exits  in  the  ratio  of  one  and  one-half  inches  te  five  run  ang  feet. 

Aisles  n.  ving  seats  on  o.-e  side  only  shall  be  not  le  :  than  two  feet  six  inches  '-ude  at  the  be¬ 
ginning  and  increased  in  widtn  tne  same  as  aisles  h.-.vin^  seats  on  loth  sides. 

Cross  aisles  leaoing  tai  side  exits  shall  :.e  not  loss  than  3'  5^"  in  the  clear. 


F  CY..ji  .3 

SECT I OF  24  5 
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Capacity  of  Bobbies,  Etc.,  for  Use  of  Audience 

Ee  it  f'urther  ordained  that  the  aggregate  capacity  of  the  foyers,  lobbies,  corridoes,  pass'-ges 
and  rooms  fior  the  use  of  the  audience,  not  including  aisle  space  between  seats,  shall  on  each 
floor’  or  gallery  besufficiont  to  contain  tne  entir  e  nu’mber  to  be  accomrnot  at ec  on  said  floor 
or  gallery  in  the  ratio  of  one  hundred  and  fity  (150)  surerficial  feet  of  floor  room  for  every 
one  nundrec  (100)  persons. 

HEATIEO 


SECTI"':  24  3 

Location  of  Heating  Apparatus 

(a)  Be  it  furth;r  ordained  tnat  every  team  boiler  ••'hich'  may  be  required  for  liheting  or  other 
purpo3c.s  shall  be  inclosed  by  walls  of  masonry  on  allsides,  and  the  ceiling  of  such  space 
shall  le  constructed  of  fireproo  materials. 

Fire  Boors 

(b)  All  doorways  in  said  i^alls  shall  have  standard  automatic  fire  doors. 

Piadiators  to  Be  Placed  in  Fiecessss 

tc)  No  coil  or  radiatoi’  shall  be  placed  in  ang’  alsl^  oi’  passageway  usee  as  an  exit  and  thereby 
reduce  the  saraeto  less  than  the  width  required  by  ‘.his  uode,  but  all  said  coils  and  radiators 
shall  be  placed  in  recesses  formed  in  wall  or  "artition  to  recei’ e  same. 

Pipes  to  Be  ■‘■n  ased 

td)  All  supply,  retui'n  or  exhaust  pipes  shall  be  propei'ly  incase'  where  pas^in.g  through  floors 
or  near  wood  work. 
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STANBPIPES 
SECTION  247 


)  Le  it  further  ordained,  that  standpipe.s  of  not  1 -ss  than  To’ur  (4)  inches  in  diameter  shall 
provic  e:,  sa.ne  to  te  supplied  by  a  main  not  less  than  siz  (3)  inches  in  iameter  to  be 
s'^otod  ts  tho  street  mai.s  and  extonoec  to  tno  ''ic.e  ..m.  i.ne  .si'O  sco  ii  am  vrall  unrer  he  st  ge 

in-’  shall  be  installed  to  alow  a  four  inch  lead  to  each  sice  of  build  ing  for 


Size  afid  Location  of  otanepipes 

(a) 
be 

CO 

.ere  3.. I'^able 
standpipe  service. 

Plose  Connections  _  .  -u  , 

(b)  All  standpipes  shall  be  free  of  obstruction,  saic  stanc^  i^.;eo  sball  be  supplioc  with  hose 

connections  as 

Cne  on  each  sice  of  auditoi’ium  in  each  tier. 
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ojl 


One  on  each  side  of  the  stage  in  each  i^iei’ 


One  \^ithin  twenty  (20)  feet  of  the  door  of  the  carpenter  shop  and  scenery  '.orage  roon. 
iater  Supplies  Siamese  connections  Location  Approved  ty  Chief  oi  Fire  Department . ^ ^ ^ ^ 

U)  Standpipes  shall  receive  their  supply  of  water  from  the  city  mains,  anc  in  acci.ion  to 
this  requirement  a  "Siamese"  inlet  connection  with  two  and  one-half _ inch  f .  male  hose  conn 
ections^for  steamer  supply  shall  te  placec.  on  outside  of  building  in  a  convenient  place, 
said  location  shall  t e  approved  by  tne  Chief  of  the  Fire  D-partment;  saic  hose  con'ection  shall 
h  ave  the  thread  used  by  the  Fort  Dayne  Fire  Department. 

Gate  Vllves 

(d)  Pipes  shall  ce  fitted  with  app.  oved  straightwa; 


composition  gate  valves  at  hose  outlets 


and  the  thread  of  all  connections  shill  be  uniform  -’ith  th^t  in  ane  by  the  local  Fire  Department 
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Spanner 

(,e)  One  spanner  shall  te  located  at  each  hose  connection. 


Pipes  to  Be  Kept  Filled 


■■’ith  water  undei-  oressure  and  be  ready  for  immediate 


Pipes  shall  be  kept  constantly  filled 
use  at  all  t irnes  . 

Length  and  Size  of  Hose 

^.g)  A  suffieient  quantity  of  approved  linen  hose  not  less  than  two  anc 


onehalf  inches  (2^) 


dn  ciameter,  in  fift^'’  foot  lengths,  but  not  less  than  liity  (>50)  feet  in  total  length,  shall 
be  kept  attached  to  each  hose  connection  with  appreveo  rack._ 

Hose  shall  be  fitted  with  w  shers  and  equipped  with  couplings  ano  nozzles. 


SECTION  248 


Automatic  Sprinklers  Locations 

ta)  De  it  fui'th^jr  oidainec,  that  a  system  o*'  automatic  sprln 
t ne  entire  sta^e  section  oi  the  tneat^  r,  located  in  the  I’v.ar 
include  under  roof,  under  gridiron,  undei-  galleries,  'uncer  st 
workshops,  property  and  all  other  rooms  and  passageways. 
Independent  Vnatet  Supply 

(b)  There  shall  te  an  indep-^ndent  water  supply  to  tne  sprink 
tank  of  not  less  than  ten  thousand  (10,000;  gallons  capacity, 
five  d-5)  feet  above  the  highest  sprinkler 

L-ater  Casks  and  buckets 

(c)  Theie  shall b  e  kept  in  readiness  fc 
under  the  stage,  on  each  fly  gallery,  ar 
shop . 

Chemical  Fire  Extinguishers 

^d)  There  shall  also  te  provide  six  approved  chemical  fire 
two  twenty-foot  hooks,  two  fifteen-foot  hooks,  anc  two  ten-fo 

may  be  i-equired  for  fire  pi-otoction. 


immediate  use  one 
in  -nro-oertv  and  oth 


such  other  appliances  as 


klei's  sh  11  be  instilled  throughout 
of  the  proscenium  wall,  this  to 
age,  in  all  dressing  rooms,  in  all 


lers,  which  may  consist  of  gravity 
and  elevated  no  less  than  twenty- 


pnproved  chemic-'l  fire  extinguisher 
er  store  roois  and  in  each  work 


extingui sher  atdleastcf our^a^es , 
ot  hooks,  on  the  stage  and 


LIGHTS 


SECTION  249 

Lights  in  Building  and  Courts 

(a)  Be  it  further  ordained  that  every  portion  of  the  building  cevo-^ed  to  the  use  or  accommoda- 
of  the  public,  also  all  outlets  leading  to  the  streets  and  including  the  open  courts  and 

and  pronerly  li  htec  during  ever^y  performance  and 
left  the  premises. 


audience  has 


t  ion 

coi'iidors,  shall  be  well 
lighted  until  the  entire 
Lights  OverExits 
(b;  There  shall  be  on  e 
ing  on  the  audience  side 
Letters  u-,er  Exits 

'‘c)  Every  exit  snail  have  the  same 
eight  inches  high. 

Lia-srara 

(d) 


same  shall  xera^in  1 


light  within 
of  the  wall. 


a 


read  lantern  turning  sperm  oil,  placed  over  each  exit  open! 


the  inside  the  word  "Exit" 


in  legible  letters  not 

O 


less  thB 


A  diagram  or  plan  of  each  tier,  gallery  or  iloor,  showin;,  distinctly  the  exits  therefrom, 
each  occupying  a  space  not  less  than  twent  (20)  square  inenes,  shall  te  printed  in  black  lines 
in  a  legible  manner  on  the  program  of  the  performance. 

HALLS  WITHOUT  FLY  G  LLEP.Y  OR  RIGGING  LOFT. 

SECTION  250 


Halls  V. ith  ^mall  Stage 

^a)  Be  it  further  ordained  that  halls,  clubs  or  assembly  rooms  ha  ing  a  stage  with  no  basement 
uhder  same  and  hving  no  sc^.nery,  theatrical  appliances,  fly  galler'-’  or  rigging  loft, 
but  simply  a  st  ge  to  be  used  for  conceEts  and  like  i orns  of  amusement,  will  not  be  required  to 
heve  solid  masonr"  proscenium  walls  as  required  for  theaters  of  the  first  class  described  in  thsi 
Code  but  all  partitions  shall  be  of  metal  lath,  steel  stud  and  plaster  or  other  fire  proof 
construction . 

Firpproof  Scenery 

j^b)  All  curtains  used  in  such  buildings  shall  b  e  fireproofed. 

Standpipes  Not  Required  chemical  Fire  Extinguishers  Required 

tc'  Standpipes  and  other  fire  appliances,  such  as  arc  required  for  theaters  with  proscenium  "’alis 


fly  gallery  and  rigging  loft,  will  not  be  required,  but 
with  at  least  three  approved  chemical  fire  ext  inguishei- 
as  may  be  necessary  to  safeguard  the  building. 


each  such  building  shall  te  equipped 
s  and  such  other  fire-fighting  apparatus 


Arrangement  of  Aisles  and  Seats 

(,d)  The  arrangement  of  exits,  aisles  and  seats  shall  he  the  same  as  prescribed  for  thea¬ 
ters  of  t;ie  first  class  of  like  sea  ing  capacity,  except  that  halls  having  no  balcony  or  gallery 
and  seating  less  than  350  persons,  may  have  only  trio  side  exits  in  addition  to  the  main 
entrance.  These  side  exits  shall  be  not  less  than  five  5)  feet  in  width, 
hxcept  f or  the  attendants  necessary  tor  the  operation  of  the  theater  no  more  persons  shall 
be  admitted  than  the  stationary  seating  capacity  of  the  theater  can  accommodate. 


HALLB  AbOVE  SIDEhALK  LEV^iL. 
SECTION  051 


Halls  Located  30  Feet  Above  Sidewalk 

(,a)  Be  it  further  ordained  that  no  public  hall  or  assembly  hall  seating  moi'e  than  350  people 
shall  ^be  located  moi'e  than  thirty  feet  above  the  sidewalk,  unless  such  room  is  in  a  fireproof 
building  made  fireproof  throughout,  and  con  ectec  wi-^h  the  street  by  fir  proof  stairways  of  such 
width  as  is  elsewhere  provided  in  this  Code. 

No  Scenery  ^ 

bSuch  hall  may  have  a  stage,  but  no  movable  scenery.  ■ 

Baseball  stands  and  all  otner  forms  of  outdoor  places  of  amusement  shall  conform  to  all  the  H 
requirements  of  this  Code  for  Public  halls,  as  to  aisles,  stairways,  arrangement  of  seats 
and  all  the  construction  of  such  stands  shall  be  subject  to  the  requirements  of  this  Code 


NOVINl  PICTURE 
SECTION  252 


THEAT-.  .3  ANL  CPEk  TINT  LOO. IS  INEJANA  CCEE, 


ST. ate 


FILE  MARSHAL  EEPARTMENT 


Ueneral  r.equirements 

ta)  Be  it  further  ordained,  tnat  no  .notion  picture  nachine  or  device  shall  at  any  time  be 
operated  in  a  y  building  or  enclosure,  not  shall  the  public  be  admi  ted  to  the  audience  room 
in  which  such  motion  picture  exhibit  is  such  machi'ie  or  de'.’ice  and  the  ai’rnngement  of  such 
audience  room  and  its  ac  essories  have  been  made  to  ..ul.ly  co"for  i  to  all  of  the  provisions  and 
requirements  of  the  rules  and  regulations  here  ina.  t  ei'  specified. 

OFEFJiillNS  BOOTHS 


Installed  in  Operating  Booths 

(b)  Be  it  further  ordained  that  every  motio;i  picture  machine  or  device,  before  bein.g  operated 
shall  be  instilled  in  a  room,  compartment,  booth  or  enclosure  constructed  entirely  of  fire 
resisting  material,  which  may  include  only  brick,  tile  and  concrete,  or  their  equivalent. 

All  such  rooms,  compartments,  tooths  ar  enclosures  shall  be  constructed  in  complete  conformit 
with  the  folio  ’ing  conditions  and  specifications: 

Size  of  Operating  Rooms 

(c)  Be  it  further  ordained,  that  each  room,  compartment,  booth  or  enclosure  in  which  a 
mot  ion  picture  machine  oi-  device  is  inst  lied,  shall  be  not  less  than  seven  (7)  feet  in 
height,  with  area  of  floor  space  varying  in  accordance  with  the  number  of  machines  or  devices 
installed  in  such  booths,  as  follows: 

One  picture  machine,  6  f t .  x  8  ft. 

One  picture  machine  and  one  stereopticon,  9  ft.  'x  8  ft. 

Two  picture  machines  and  one  stereopticon,  12  "f t  .  x  8  f t  . 

Openi'^gs  in  Bootns 

(c)  Be  it  furtner  ordained,  that  thei’e  shall  not  be  more  than  two  openi'  gs  in  the  booth  for 
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each  machine  as  follo'vs: 

One  for  observation  by  the  operator,  and  one  for  operatic:',  of  the  machine. 

(.e)  The  openin.;  for  raachino  shall  be  not  more  than  six  inches  high  and  twelve  inches  long. 

'The  opening  for  operator  shall  be  not  moi’e  th^^n  four  inches  wide  or  .more  thantwelve  inches 
nigh. 

Gravity  Boors 

(f'  Tne  two  openings  for  each  machine  shall  be  provided  gr-vity  doors,  constructed  of  metal 

not  less  than  3-16  inch  in  thickness. 

V.hen  closed  the  doors  shall  overlap  the  openings  at  least  two  inches  on  all  sides,  and  be 
arianged  to  slide,  without  binding,  in  properly  constructed  grooves. 

The  doors  shall  b e  held  open  normally  by  the  use  of  a  line  combustible  cord  fastened  to  a 
fusible  link  which  melts  at  a  temperatui’e  of  IbC  degrees  F. 

The  whole  so  arranged  that  the  door  ma  y  be  easily  releas- d  and  closed  by  hands 
Entrance  Boors 

^^7)  Be  it  further  ordained,  that  the  main  or  entrance  door  shall  be  hun.g  on  at  least  three 
heavy  hinges  and  arranged  to  close  a  .gainst  a  substantial  me.ial  rabbet. 

The  door  shall  also  be  pi'O'  Ided  with  a  substantial  spring  which  will  keep  it  closed  tightly, 
of  Booths 

Be  it  further  ordained  that  booths  shall  be  provided  wi'h  a  ventilating  inlet  in  each  of 
three  sides  siad  i  lets  shall  be  fiftee-..n  inches  lon-^  and  thrc:e  inches  high,  the  lower  side 
of  same  shall  be  not  more  than  three  inenes  above  loor  level. 

The  inlets  shall  covered  on  the  outside  by  a  ”iire  netting  of  not  .greater  th-^n  1-8-inch  mesh,  to 
be  firmly  secured  to  the  asbestos  boards  or  metal  by  means  of  iron  strips  and  screws  or  rivets 
Tne  inlets  shall  be  protected  on  the  inside  by  gravity  doors,  arranged  to  slide  in  properly  "■ 

^h$istructed  gooves,  and  which,  when  closed,  shall  overlap  ventilator  openings  at  least  two 

inches  on  all  sides.  -u  -  x.  x 

The  said  doors  shall  be  held  open  normally  by  use  of  a  fine  combustible  core  fastened  to 

-  fusibl:'  link  which  metis  at  a  temperature  of  LTO  Legrees  F.  .  , 

The  whole  so  arranged  that  the  doors  may  be  easily  released  anc  closec  by  hand 

(h)3helves  Be  it 

further  ordained  that  all  shelves  furniture  andfizbures  within  the  booth  shall te  constructed 

of  incombustible  material.  .  x.  . 

(j)  Near  the  center  of  t -e  top  of  the  tooth  shall  be  a  circular  opening  of  not  less  thaj  ten 

inches  in  diameter,  the  upper  side  of  said  opening  shall  be  provided  with  an  iron  flange 


I 


which  flange  shall  be  s.  curelLy  fastened  to  the  roof. 
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Securely  fastened  to  this  flange  shall  be  a  metallic  oSnt  pipe  of  not  less  than  ten  inches 

in  diameter,  said  pipe  leading  to  the  outside  of  the  building  or  to  a  special  i ncombust i cle  vent 

flue. 

All  paits  of  vent  pipe  shall  oe  at  least  six  inches  from  any  combustible  ma-.erial. 

(k)  T?or  the  comfort  of  the  operator  it  is  important  to  provide  for  a  constant  current  of  air 
to  pass  outward  through  the  opening  or  vent  flue  ai  the  rate  of  not  less  than  thirty  cubic  feet 
per  minute  when  the  booth  is  in  use. 

Brick,  file  or  Concrete  Booths 

(l)  Be  it  further  ordained  that  if  the  room,  co  mpai’t  went ,  booth  or  enclosure  is  constructed  of 
bi'ick,  tile  or  concrete,  it  shall  have  walls  not  less  i.j  tnickness  than  ei  ht  inches,  except  that 
ii  reinforced  concrete  is  used  the  thickness  need  b..  only  J^’our  inches. 

Permissible  Construe  ion 

(m)  It  shall  be  permissibl  to  con  truct  booths  of  metal  framework  with  walls  and  ton  of  tWo- 
inch  cement  plaster  on  oxpandec  metal  lath.  Such  lath  shall  h'^.ve  studs  made  by  folds  in  the 
metal,  spaceo  not  over  four  inches  on  centers,  or  plain  expanded  metal  lath  wired  to 

3/4  inch"  steel  channels  spaced  not  over  t'  elve  incho -  on  centers. 

The  door  to  such  booth  shall  be  a  standard  fire  door. 

Such  booth  shall  have  a  three-inch  cemeht  floor  reinforced. 

(n)  The  ventilation  and  general  arrangement  of  the  tooth  and  the  protection  of  opening’s 
shall  conform  with  the  requirements. 

Portable  Booths 

(0)  Be  it  further  ordained,  that  portable  booths  shall  not  beused  in  any  tneater  or  public  hall 
in  which  a  oermaitaent  booth  has  been  or  is  installed,  but2  s.hall  be  used  onl  for  the  temporary 
one-night  exhibition  of  motion  pictures  in  places  of  assemblage,  such  as  halls  belonging  to 
conmercial  organizations,  churches,  schools,  etc.,  whore  it  is  deeme  impracticable  to  install 
pei'.manent  booths  made  in  accordanct;  with  the  above  specifications. 

Special  Permit 

In  this  case  a  special  permit  shall  .e  obtainee  fi'O.n  c.^ief  of  fire  Lopartmont  and  B-ilding 
Inspector . 

PICTURE  MACHINE 


beed  r.eel 

(a)  The  motion  picture  machine  shall  be  equip’^ed  with  a  ■‘^ee'  reel,  enclosec  in  a  metal  maga¬ 
zine  constructed  of  2C  U.  S.  gauge  metal,  with  a  slot  at  f'.e  bonom  onl;'  lar-e  enough  fo; 
film  to  pass  out,  and  with  cover  so  arranged  tliat  this  slot  can  be  instantl’^  closed. 

No  s  Icier  shall  be  used  in  the  construction  Ox  this  box. 

'>b;  Tne  door  on  side  shall  be  of  metal  and  pi'oviced  witn  spi’ing  higges  and  latch  which  will 
keep  door  closed  ightly. 

Take-up  Reel 

(.c)  The  ra  ving  picture  machine  shall  be  provided  also  with  tak«-up  reel  in  a  magazine  similar 
to  that  used  to  enclose  feed  reel. 

Opening  and  Protection 

A  slot  shall  be  provided  only  large  enough  to  I'ecoivo  the  film  and  a  door  at  the  side  sha  1  be 
provided  to  re  move  f ilm . 

■^he  door  shall  be  of  metal  and  equipped  with  spring  hinges  and  latch  to  keep  same  securely  r-iosed 
(d)  A  shutter  shal'  be  •'laced  in  fron  of  tne  concens-r,  so  ai'ranged  as  to  ce  automatically 
closed  when  film  is  stationary. 

Secured  to  Floor 

$e)  The  motion  picture  macni-'.e  shall  oe  securely  rastened  to  tne  iloor  to  prevent  accidental 
overturning  or  moving  oh  saiue . 


liurtini  anl  control 

Arc  Lamp 


(a)  The  ARu  LAMP  used  in  a  motion  pict’ure  machine  shall  be  constructed  and  installed  as  follows; 
Cb)  It  shall  be  substantially  constructed  and  entirely  of  metal  except  where  the  use  of 
approved  insulating  material  is  necessary. 

^c)  it  shall  be  so  designed  as  to  provide  for  proventilation  and  to  preven""  sparks  being 
emitted  from  lamp  when  same  is  in  operation,  and  mica  shall  be  used  for  frame  insulation. 

^c)  SelfOclosing  doors  shall  be  provided  on  side  and  rear  of  lamp  enclosure,  and  observation 
'ports  not  provided  when  closed  with  glass. 

Ve)  The  lamp  snail  be  controlled  by  a  do'uble  pole  safely  typed  fused  switch  within  easy 
reach  of  operator. 

^f5>  The  lamp  shall  not  be  mounted  upon  a  base  or  frame  composed  of  wood. 

Conductors 

(g9)  The  Conductors  supplying  current  to  lamp  shall  not  be  smaller  than  Nol  4  B.  &  S.  gauge 
or  its  equivalent. 

Strarded  conductors,  provided  with  approvdd  lugs,  s^'all  be  used  between  lamp  and  permanent 
wiring. 

(h)  A  firepi'oof  ins  .lation  shall  be  used  on  conductors  i-'.side  l-  mp  and  to  be  given,  until  the 
installation  of  t.ose  connected  to  the  arc  lamp  and  resistance. 

Concuctor  passing  through  case  of  lamp  shall  be  pi'otectee  with  porcelain  busings. 

Resistance  Box 

(i)  The  resistance  box  shall  be  kept  not  less  than  one  (^1)  foot  from  any  combustible  material 
or  be  separated  from  it  by  a  slab  of  slate  or  marble. 

The  resistance  box  shall  be  suiTounded  \’;ith  a  substantially  attached  motal  guard  having  a  mesh 

not  larger  than  one-half  inch,  which  guard  shall  be  kept  at  least  one  inch  from  outside  frame  or 

rheostat . 

Artificial  Light 

(j)  Be  it  further  ordained  that  no  artificial  light  shall  be  used  in  any  room,  compartment 
or  booth  in  which  a  motion  picture  machine  is  installed  except  that  produced  by  electicity. 

(k)  All  electric  wiring  shall  be  brought  into  the  booth  in  iron  conduits. 

(l)  One  lig..t  will  be  allowed  for  each  machine  and  one  for  the  reqinding  bench,  but  all  such 

lights  shall  bs  provided  with  wire  uards,  and  reinforced  cord  shall  be  used  for  pendant  purposes. 

(m)  If  house  lights  are  controlled  from  '-''ithin  the  tooth,  the  emergency  control  shall  be  pro¬ 
vided  near  the  main  exit  and  kept  at  all  tines  in  good  condition. 


Wiring  Coce  :.':j 

+  connection  with  any  audience  rootn  locatec  in  any 

an  LhiMtinn  enclosure  containing  a  motion  picture  machine  or  in  --hich 

El.ct^ical  v/irlL  Cooet’  ^  ^  =o;T,plianc .  r-i'.h  rule  No.  38  of  the  National 


FILi-lS  ANL  PR0TECTI0.7 


Protection  oi  Fil.us 

(a)  Ee  itfruther  ordained,  tnat  no  i  ilais  shall 
than  the  one  lil.u  in  process  oi  transfer  to  or 
azine,  or  in  process  oi  reoindi'i'j. 

A  .  -  - 


separate 


>  ^ 
metal 


ce  ex  osed  in  the  oooth  r 
^rom  the  machine  or  iroin 


t  the  same  time  othei- 
the  uoper  to  lower  ma 


I 


case 


ma .  e 


is  not  in  tnemagazine  or  in 

0*  a  comcu 
peat  ion . 


^c) 
f  or 


no 

one 


nat  er: 
day' 


without  solder,  sh.all  ce  pi'ovided  i  or  each  film  w;hen  fee  same 

aid  films  shall  te  kep't  in  these  cases. 

"lithin  an,’'  tooth  except  the  films  needed 


process  oi  reqindi.un, 
tide  nature  s.hall  ce  stored 


r>  > 


PRO, 


no: 


Fire  Ext inguishers 

xurthcr  ordained  tnat  at  least  two  standard  nanc  cnemical  lire 
shall  ce  proviaed,  one  insice  tne  cootn  ''.nd  located  i  an  accesside  place 
leach  01  tne  oporator,  and  tne  otnei'  located  outside  of  the  eooth  near  t>^e 
Smoking  and  ..at ones 
^fc)  ce  it  furtner  oi'dained. 


I 


extinguishers 
within  easy 
door  to  the 


same 


te  permitted 
installed . 


kiat  neither  smoking  nor  the 
in  any  cootn,  rooi.i  coiiipartment ,  or  enclusuro 


keeping  nor  the  use  of  matches 
where  a  motion  picture  machine 


shall 

is 


OPERATOR  EXT’  RTF: 


led  th?*  each  macnine,  wnile 


ill  operation,  snail  ce  in 


charge 


of  an 


Operator 

(a)  Ee  it  furtner  oi'dai 
excerienced  operator. 

Entrance  Looi- 

^c)  Ee  it  i  ur  .nei- ^  or  da  inec  tnai  tne  entrance  door  to  tne  motion  picture  machine  dooth  shall 
Ce  kept  closed,  cu  not  locked,  v^ne*"!  an  audience  is  in  the  Cuilding. 

Locations  Pi'ohidted 

c  j  Be  it  i  urt  ,'_ei'  or  da  ine  c  ,  tnat  no  .uotion  picture  .lacUine  shall  ce  installed 
operated  in  any  cuilding  tnat  does  not  acut  directly  upon  a  street. 

i.oi  shall  any  suen  machine  be  installed,  maintained,  or  operated  in  connection  with  an” 
room  contained  in  a  Cuilding  occ  upieo  as  a  hotel,  tenement  house,  or  lodging  housej  nor 
iix  factorie^p  or  'orkshops,  except  whe  e  the  exhihition  room  and  motion  pichrue  machine  are 
separated  from  the  rest  of  tine  cuiidinR  cy  un’-ierced  fireproof  walls  and  floors. 


ma  inta ined ,  or 


exhi b it io 


In  no  ca  e  sh' 
the  ad. .ioining 


>11  ihe  main 
grade  lovel. 


floor  of  suen  exhibi 


tion  woo  1  ce  'lore  than  f  our  feet  aCove  or  colow 


I 
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va)  Bx;  it  furt..er  ordainec  tnat  ii  tne  walls  of  tne  auditorium  contain  wood  studs,  they  shall 
be  covered  with  eitner  expanded  metal  latn  or  wire  mesh  and  plastered  with  three  coats  of  pl¬ 
aster,  or  ce  covered  with  one  naif  inun  plaster  boards  and  plactered  oi’  ciovered  >vith 
metal,  and  the  joints  shall  .e  properly  filled  with  aiortar. 

Ceilings  of  itooms 

'’o;  The  cilings  of  all  such  I'ooms  shall  ce  pla  tered  -’'ith  three  coats  of  plaster  on  wire 
mesh  or  .metal  lath,  or  covered  witn  one-naif  inch  plaster  boards  and  plastered  or  covered  witn 
metal . 

Basement  or  Cellar 

(c)  If  there  be  a  basement  or  cellar,  the  ceiling  under  the  auditorium  floor  shall  be  plastered 
with  three  coats  of  plaster  on  wire  mesh  or  expanded  metal  lath,  oi-  be  covered  with  one-half 
inch  pla  ter  board  and  plastered  on  covered  with  metal.  All  plastt-ring  shall  be  not  less  than 
3/4  of  an  inen  in  tnickness. 

3Eat:i:i  aeb  exits 


Seating  'xgpacity 

'^a;  Be  it  further  oi'dained  that  any  motion  picture  exhici^.ion  room  accommodating  moi'e  than  H 
three  hundred  pelple ,  or  containin.g  a  gallerg'  or  galleries,  shall  be  builfi  in  compliance  with  I 
the  requirements  for  theaters  and  opera  houses.  * 

Exits  Front  and  —ear 

'•bj  it  further  ordained,  that  all  motion  ’'’icture  exhibtion  rooms  shall  te  nrovided  with  at 
least  two  separate  exi  s,  one  of  which  shall  be  i”  +1.6  front  ’’nd  the  other  in  the  rear,  both  lead 
ing  to  'unobstructed  outlets  on  the  street  or  ptulic  hi"’hway. 

Aggregate  'Aidth 

^.c)  The  aggregate  width  in  feet  o.  such  exits  shall  Ic  not  less  than  one-twentieth  of  the  _ 

number  of  persons  to  be  accom.modat ed  thereby.  H 

No  exits  shall  be  less  t  an  five  feet  in  width,  and  there  shall  be  a  main  exit  not  less  than  H 
ten  feet  in  total  width. 

Rea^  Exit 

(d)  If  an  unobstructed  e-’it  to  a  street  or  public  highway  cannot  b-  provided  a-"  the  rear  of  such 
uildings,  as  herein  specified,  either  an  open  court  or  a  firepi'oof  passage  or  corridor  shall  be 
provided  from  rear  exit  to  the  sti'eet  front. 

Dimensions 

The  dimensions  of  which  shall  be  at  least  four  feet  inwidth  foi'  exhibition  rooms  accommodating 
5C  persons  or  less,  and  six  inches  additional  for  each  additonal  50  persons  accommodated  by  such 
room. 


'ireproof  material  and  shall  be  at  least  ten  feet 


it  least 


ght  inches  thichTi  of  hrick  or  other 
basement  the  ”^all  on  the  auditorium  sice  shauid 
ma',’  be  carried  i  the  cellar  on  iron  columns 


/  / 

Construct  ion 

'we)  Such  passage  shall  le  constructed  of 
high  in  the  clear. 

Thickness  of  iii/alls 

^f)  The  walls  forming  such  passage  shall  be  a 
approved  fireproof  material,  and  if  there  be  a 
either  run  one  foot  below  the  cellai'  bottom  or 
properly  fireproofed, 
ling  of  said  passages,  and  if  there 
construction. 

(h)  If  unobstructed  rear  exit  or  exits  to  a  otr'^et  or  public  nigh  wa;'  are  provided,  the  said 
exit  or  exits  shall  be  of  the  same  total  wioth  required  for  the  court  or  passage  above  mentioned 
Said  passages  and  exits  to  tne  sti'eet,  as  above, shall  be  used  for  exit  and  entrance,  and  shall 
be  kept  free  and  clear. 

3-rade  Levels 

(,i)  Be  it  further  ordained  that  tne  level  of  tne  open  court  or  passage  at  the  front  of 

ne  sidewalk, 


and  girder 


(g) 


be  a  bascme:t,  the  floor  shall  be  of  fireproof 


shall  not  oe  greatei-  tna  ■  one  tep  abo/e  '.ne  level  o. 
more  than  one  foot  in  ten,  wicn  no  pei'pcndic.^lar  rise: 


and  the 


grace 


building 
shall  not  be 


3paci:ng 

f ui  ther  ordained,  tnat  all  seats  in  any  dxnibiti.jn  room 
'ot  less  tnan  '6ic  incnes  f.  o  .1  back  to 
50  arranged  that  tnei-e  will  be  not  more 
D  between  any  rear  and  and  an  aisle. 


J 

back  and  secui-oly  fastenec 
than  12  '•eats  in  a  line 


moving  picture  machines 


the  flooi-: 
ween  ai-l; 


the.” 

; ,  not 


(j)  be  i'. 
shall  be  • 
shall  be 
more  than 

(k)  All  aisles  shall  lead  directly  to  exits  and  all  exits  shall  be  directly  accessible  to 
ais "  s . 

No  aisles  shall  be  less  than  tnree  feet  in  width  t-a  fr 
vhdth  towaid  the  exits  thi'e.-  inches  to  -v^rj  ten 
Boor  Fastenings 

(l)  Be  it  further  ordained  that  all  exit 
provided  with  fastenings  suen  as  ca-i  be 


nci" 


and 


inci'easec  in 


i'unr.in  ^  feet  length. 


doors  shall  e  ain'ar.gec  to 
opened  I'eadilv  f  10  i  tne  iniice 


swing  outward 
+  : 


•ithout  the 


d  shall 
use  of 


be 


keys  or  any  special  effort,  cut  not  locked  wne:i  the  door  is  open  to  the  public. 
Open  Air  Exhibition 

(m)  Be  it  further  ordained  tn'^.t  all  tne  requirements  of 
passageways,  exits  and  dooi's  siiall  apply  in  connection  w 
exhib it  ion . 


this  section  relating  to  seats,  aisles, 
.th  eacn  one  -air  motion  nicture 


EXIT  LI  uHT  I  El- 


Lab  els  and  Red  Lights 

^.a)  Be  it  further  ordained,  that  every  exit  doorway  leading  from  the  exhibition  room  shall  have 
ovei’  the  same  on  the  auditorium  side  the  word  “EXIT”  in  letters  not  less  tnan  six  inches  hi'h, 
or  an  illuminated  sign  with  letters  of  the  same  heightl 

(_b)  Where  illu.minat ed  signs  are  not  provided,  thei'e  shall  be  at  least  o;'ie  red  light  over  each 
d  oorway . 

The  exit  doorways  shall  be  numbei'ed  with  figures  not  less  than  six  inches. 

Ticket  Office  Control 

(c)  Be  it  further  ordained  that  light  used  in  marking  exits  or  ligi: 


or  nclosure 


c  on  i.a  1  ning 


mot  ion 


inclines  leading  from  the.n  shall  not  depend  uponor  be  ccnti'olled  by 
located  in  room,  compartment,  lootxi, 
be  controll.;d  from  the  ticket  office 
Liabilities 

(d)  Be  it  furthei-  ordained  that  the 
sentative  in  control  of  any  roo  1  or  building  to  w 
exnibition  dif  one  oi-  lore  motion  pict-ure  machines 
compliance  with  the  provisions  of  thesv.  rules  anc 
public . 

(e)  Any  operator  who  shall  operate  or  cau’.e  to  be  operated, 
in  accordance  with  these  pi'ovisions  shall  be  deemed  to  have 
rules  and  regulations. 


; ing  passageways, 
wii'es,  s”'itche3, 
rictur--  machines. 


sta  ir’'’ays , 
or  fuses 
tut  shall 


his  •’.bsence, 
the  pbulic  is 


1 

ich 

is  given,  sh 
regulations , 


a  machi  e  which  is  not  installed 
violated  the  o: o*  is  ions  of  these 


O’ 


the  manager  or  other  repre- 
admitted,  and  in  which  an 
11  be  held  re-3ponsible  6J)r  full 
before  same  is  evened  to  the 


BUSINESS  BUILLTI-JSS  IN  RESTI-iICTEL  CISTRIC'T'S 
SECTION  2f3 


Li mi  tat  ions 
(a)  Be  it  further 
or  maintained  in  a 
ing  cone  it  ions . 


ordained  that  no  business  building  shall  be  located  established,  conducted 
strictly  residential  district  outside  the  fire  lifnits,  only  ..pon  the  follow- 


(b)  Be 
c  ons  t  ru ■ 


further  0. dained  that  it  shallbe  unlawful  for 
or  naintain  a  business  building  in  any  block 


firm  or  corporation  to  erect 

,  a  xx.xxx.xii^  xii  any  block  in  which  two  thi:-ds  (2-3)  of  buildings  on 

both  sides  of  the  street,  being  used  exclusively  for  residence  purposes,  without  first  obtaining 


any  person, 
which  two 


the  consent  in  writing  o  f  theowners  or  dul’^  authoi'ized  agent  of  said  owners 
of  the  frontage  on  both  sides  of  the  stree  in  which  said  business  building  is 
structed,  or  mairitaini-u . 

(c)  Such  written  consent  shall  be  filed  with  tne  Building  Commissioner  before 
issued  for  tne  erection,  construction  and  location  of  such  public  build inw. 


owning 
to  be 


majority 


a 


erected 


con 


a  p.. Emit  shall  be 


apartment  hous: 


S  ATJE  TENEMENT  HOUSES 


SECTION  254 


78 


Erected,  Over  Three  Stories 


in 


height , 


(s'  Be  it  further  ordained, 
or  a  tenement  house,  over  three  stories 
State  Housing  Law^ . 

Altered  Over  Three  Stories  in  Height  Fireproof 
(t)  Every  non-f ireproof  building  hereafter  altered 
house,  over  three  stories  in  height  shall  be 
Law)  . 

Floor  Level 

(c)  The  first  floor  level  for  three 
feet  above  sidewalk. 

Semi-Eetached  Apartments 

(d)  All  non-apartment  or  tenement  houses  within  the 


in  Height  Firepro'of 

that  every  building  hereafter  erected  for  aae  as  an  apartment 

shall  be  of  fireproof  construction.  (See 


of 


for  use 
fir^  nroof 


as  an  apai-tment  house  or  a  tenement 
const' uction.  (See  State  Housing 


story  apartment  or  tenement  houses  shall  not  exceed  five  _ 


housingtwo 


built  for  rental  purposes,  and  for 
ows : 

Eividing  Vtall 

(e)  Each  apartment  or  group  of  apartments  under  one  roof,  and 
trance  communicating  with  the  street,  court  or  alley,  shall  be 
group  of  aprtments  by  solid  fire  wall  of  brick  oi'  concrete  not 
ihe  fire  wall  shall  be  without  communicating  doors  or  openings 

CELLAR  STAIRS 


city  limits,  either  brick  or  frame 


families  or  more  shall  be  constructed  as  foil¬ 


having  a  separate  door  or 
divided  from  an  adjoining 
less  than  8"  thick 


en- 


SECTICH  2‘^5 

Location  of  Cellar  Stairs 

be  it  further  ordained,  that  the  stairs  from  the  cellar  or  basement  of  any  apartment  or  ten¬ 
ement  house  shall  in  all  cases  be  inclosed  with  fireproof  walls,  and  provided  with  self 
closing  fire  doors  at  the  bottom  of  said  flight  of  stairs. 


HALLV»AY  INCLOSLHSS  AI.'E  STAIRCASES 
SECTION  25d 


Hall  Inclosures  in  Non  Fireproof  Houses 

(a)  Ee  it  further  orcained  that  in  all  non  fireproof  apartment  houses  or  tenement  houses  heee- 
after  erected  three  stories  and  basement  in  height  and  occupied  or  arranged  to  be  occupied  by 
more  than  two  families  on  any  floor,  the  staircase  halls  shall  be  constructed  as  follows: 

(b)  The  staircase  halls  shall  be  inclosed  with  fireproof  walls,  and  the  said  hall  inclosures 
shall  have  a  con-ecting  nail  way  in  the  first  story  and  extend  to  the  street,  inclosed  with 
suitable  '-alls  of  brick,  or  such  other  fii-eproof  materials,  inccluding  ceilings. 

Fire  Loors  Approved 

l>c)  All  doors  shall  be  fireproof  doors,  as  may  be  approved  by  the  Building  Commissioner  and 
Fire  Chief.  H 

Stairs  and  Hallways  in  Fireproof  Houses  I 

(d)  In  f ireproof apartment  houses  and  tenement  houses  hereafter  erected,  the  stairs  ha" Is  B 

and  hallways  leading  to  street  shall  be  inclosed  in  brick,  concrete  or  tile  walls,  and  in 
other  respects  be  constructed  as  required  by  this  Code  for  fireproof  construction. 

heating-  ;0CHS,  F“UL  ROCHS  A.:E  locker  rooms 

SECTION  2^7 


Fire  Loors  and  V. indows 

(a)  Ee  it  further  ordained,  that  all  heating,  fue.l  ant  locker  rooms  shall  bo  inclosed  with 
fireproof  walls  and  ceilings  and  have  fire  dooi's  and  windows,  appr  ved  by  Building  Commission  r 
and  Fire  Chief. 

Stairs  to  Roof 

?b)  At  least  one  flight  of  stairs  or  ladter  stairs  in  each  of  said  buildings  shall  extend  to 
■tne  roof  and  there  have  exit. 


SECTION  257-A 

Closets  Prohibited  Under  Staircases 

(a)  Ee  it  further  ordained  that  no  closets  shall  be  constructed  underneath  the  staircase-  of 
any  story,  but  the  sapee  thereunder  Shall  be  left  entir  ly  open  and  keep  free  from  incumbrance 
Open  Space  Permitted 

(b)  Inis  shall  not  prohibit  the  inclosing  without  openings  the  under  protion  of  staircases  from 

the  foot  of  the  same  to  a  point  where  the  height  from  the  floor  line  to  the  soffit  of  the  m 
staircase  shall  not  exceed  five  feet.  I 

PLUHEIlIGj  ERAINAGE,  VENTILATIC.;,  WATER  SUPPLY  ANI.  GAS  PIPI'^G 

SEC  now  258 

Jurisdiction  of  Board  of  Health 

(.a)  Be  it  ordained  by  an  Ordinance  providadg  for  all  matters  concerhing  Plumping,  Lrainage 
and  Ventilating,  Wate;  Supply  and  ^as  Piping  in  nuild-'ngs  erected,  or  to  be  erected  in  the  m 
'-'ity  of  Fort  Wayne,  Indiana,  and  Establishing,  an  Examining  Board,  Chief  Plumbing  Inspector  I 
under  the  jurisdiction  of  the  Board  of  Public  Health  of  i  oi't  Wayne,  Inc  iana  B 

b)  Ee  it  further  orcained  that  the  City  (douncil  of  Fort  Wayne,  Indiana  do  ordainn  as  follows: 
Conflicting  La’-s  Repealed 

All  laws  or  parts  of  laws  in  conflict  with  any  of  the  piovi  ions  of  this  ordinance  are  hereby 
1 epealed  . 

(.c)  This  Ordinance  shall  be  in  full  force  and  effe  t  on  and  after  its  pas'-age  by  the  city 
Co'^ncil  of  the  city  of  Port  Wayne  and  approved  by  the  Mayor  of  the  City  of  Fort  Vv'ayhe  and 
lega'  Publication. 


Mild 


SUB  SECTION  1 
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shall 


Way’^'-e,  one 


Board  of  Health  Appcomts  Examine; s. 

va)  Be  it  fui'ther  ordained  that  the  Board  of  Public  -c^ealth  of  the  City  of  Fort-  l/ayge 
appoint  a  board  of  Bxeminers  for  hhe  examination  and  rer?istration  of  rijmtei..->. 

Doarc  of  Ex-miners  .  ^ 

(,t)  The  said  Board  shall  consist  of  two**  pract  i cal  plumbers  in  the  City  ol 

of  uvho-n  shall  be  a  recognized  plumbing  contractor  and  one  a  competent  journeyman  plumber  not 
in  the  employ  of  said  contractor  and  the  regularly  appointed  chi.;f  plumbing  inspector  of 
the  City  of  Fort  V.ayne  hei’einafter  provided  for. 

Period  of  Appointment  _  ^ 

tc)  Said  Board  of  Examiners  shall  serve  dui'ing  the  incumbenc'’  of  the  boarc  o; 
made  the  appointments  or  until  their  successors  are  anpointdd  and  qualifiec. 

Compensation  for  Service 

Cd;  Said  Board  of  Examination  and  RegistraMon  for 
the  sum  of  Fifty  Dollars  (|;fO.OC)  per  year  in  full, 
salary  is  here inaf tei-  pi'oviced  foin 

EXA..iINATIOII  ANE  LICENSE  OF  FLUNBEFlS 


Health  who 


their  service?  rendered  shall  e ach  receive 
excent  the  Chief  Plumbing  Inspector,  whose 


SUB  SECTION  2 


Board  of  Examiners  "‘eetings 

(a)  Be  it  fui'thei'  ordained,  the 
their  appointment,  meet  at  such 
time  of  holding  examination  shal 
first  Monday  in  ""ctobei’  of  each 
Examination  of  Applicants 

(b)  Said  Board  shall  examine  appl 
drainage  and  plumbing  house  drai 
competency  of  any  such  applica 
such  certificate,  issue  a  licens 
the  City  of  Fort  vVayne. 
“xamination  in  Writing 

^c)  Said  examination  shall  e  i 
inal  Lee  is  ion 

^d)  Tine  decision  shall  be  submi 
conclusive . 


t  said  r-oard  of  Examinei'S  shall  as  soon  as  ra^”  be,  after 
time  and  place  as  the  Boai'd  of  Health  may  design'  te,  anc  the 
1  be  Hhe  fir  t  Monday  in  January,  fist  Monday  in  July,  the 
year. 

icanhs  as  to  their. .OEBctical  knoxvle  ge  of^plumbi.n^  house 
nage  and  plumbing  ventilation  ©ndr-.-if  satisfied  as  to  the 
nt,  the  City  Comptroller  shall,  upon  the  presentation  of  any 
e  to  such  oei'son  to  engage  in  the  business  of  pluinbing  in 

n  writing  and  record  of  questinps  and  answers  shall  te  kept, 
tted  to  the  Board  of  Health  in  writing  and  shall  be  final  and 


QUALIFICATIONS  OR  APPLICAN-S 
SUB  SECTION  3 


Information  Required 

''a)  Be  it  further  ordained,  that  an  applicant  mus"'  appear  before  the  Examining  Board  and 
furnish  to  the  Board  such  information  as  may  be  i'e'-.^uired  . 

Applicant's  Vouchers 

'>b)  Each  applicant  shall  furnish  two  vouchers,  who  shall  appear  before  the  Board  and  sig- 
undei'  oath  on  form  pi'escribed  b„  the  Doard,  cer'ifying  to  the  time  the  applicant  has  been  em¬ 
ployed  by  them  as  a  journeyman  plumber. 

Voucher's  r.equirement s 

(c)  Such  vouchors  at  the  time  of  signing  application  must  ce  lawfully  engaged  in  the  plumbing 
business  in  the  Bity  of  Fort  Vi/ayne. 

Applications  Ri.efusad 

;d)  All  applications  must  be  under  oath. 

The  Board  shall  I'efuse  to  receive  an  application  from  any  person  who,  at  the  time  of  making 
may  be  unlawfully  engaged  in  business,  as  a  master  or  employing  plumber. 

Applicant's  Experience 

(e)  No  person  shallbe  examined  unless  he  shall  had  an  experience  of  at  least  three  years  as 
a  journeyman  plumber,  and  is  able  to  furni  h  satisfactory  evidence  of  such  fact. 

Citizen  of  Uhjted  States 

No  application  will  be  received  from  any  person  who  is  not  a  ci'izen  of  the  United.  States. 
Applicant's  Qualifications 

(f)  The  Scal'd  shall  inquii'e  into  the  applicant's  fitness  and  qualifications  for  conducting 
•'^uch  business,  and  may  require  the  applicant  to  submit,  under  oath,  such  evidence  as  will 
satisfy  the  Board  that  his  is  a  person  of  ^ood  repute,  chrracter  and  responsibility. 
Applicant's  Eligibility  for  'future  Examinations 

v.g)  An  applicant  who  failsin  the  examination  shall  not  be  e  igible  for  another  test  until 
the  expiration  of  six  months;  should  he  fail  in  the  second  test,  he  will  not  be  eligible  for 
a  third  test  until  the  expiratiom  of  one  year. 

FEES 


SUL  s^cnoN  4 

Fee  Accompanying  Application  Fees  for  License 

da)  Be  it  further  ordained  that  each  a 'pltrcant  for  examination  shall  pay  the  sura  of  Five  Dollars 
same  to  accompany  his  application  to  the  Examining  Board,  and  shoud  he  pa-s  the  examina'icn 
successfully  a  further  su ..  of  Fifty  ($50.00)  Loll-^rs  shall  be  paid  upon  the  issuance  of  a 
license  certificate  to  engage  in  the  Plumbing  Business. 

Fees,  to  Wnom  Paid 

(,b)  All  fees  shall  be  paid  into  the  office  of  the  City  Comptroller  and  shall  Ee  for  a  term 
of  one  year,  and  shall  be  renewed  annually  for  like  sum  of  Twanty-f ive  Dollars  ($25.00) 
fees  for  Firm  or  Corporation 

(c)  In  case  of  a  firm,  combination  or  corporation  engaging  in  the  business  of  rlurabing  desir 
ing  to  take  out  license,  one  member  of  such  firm,  combination  or  corporation  may  elect  to 
take  out  licence  in  the  manner  indicated,  and  which  license  shall  entitle  such  firm,  combin- 
aion  or  corporation  to  do  business  mn  the  City  of  Fort  Vnayne. 


License  Period  of  Issue 

(c)  All  license  issued  Ly  this  Board  shall  he  for  a  tens  of  one  year 
1,  and  ending  Lecemher  51. 

License  Fee 

(e)  All  licenses  issued  during  the  period  from  January  1,  to  June  30, 
at  the  annual  rate  of  Twanty-five  dollars  (^25.00). 

(f)  All  licaase  issued  fron  July  1,  to  December  31,  of  each  year  shall 
rate  of  Twelve  Dollars  and  fifty  cents  ($12.50.)  for  the  period. 


commencing  Januar 


shall  be  charged 
be  charged  at  the 


TRANSFER  OF  LICENSE 


SUB 


SECTION  5 


license  Not  Transferable 

'‘a)  Be  it  further  ordai'ied,  tnat  a  Certificate  of  License  of  this  Board  is  not  transferable 
As  "Agent”  Not  permitted 
(t) 


lo  re^is 


itered  plumber  shall  act  as  the  agent  for  a  plumber  who  has  not  obtained  a  license 
find  a  certificate  of  bompetency  from  the  Examining  Board  of  Plumbers  as  an  Employing  or  Master 
Plumber. 

Cancellation  of  Certificate  ^ 
(c)  A  violation  of  this  rule  wili.  be  deemed  a  sufficient  reason  by  the  board  of  Health  I 
of  the  City  of  Fort  Wayne  for  the  cancellation  of  a  Certificate  of  Recristrat ion .  I 


BOND  OF  PLUMBERS 


SUB  SECTION  6 


Applicant's  Surety  Bond 

Be  it  f'ortner  ordained  th- 1  before  any  license  is  issued  under  the  conditions  of  this  Code 
he  or  his  f  rm  or  cor  oration  shall  execute  a  surety  company  bond  to  the  City  of  Fort  Uayne, 
said  sureties  to  be  approved  by  the  broner  official,  in  the  oenal  sum  of  Five  Thousand 
Dollars  ($5, 000. CO),  conditional  for  the  faithful  performance  of  his  or  their  duties  acc¬ 
ording  to  the  terms  of  this  Code,  and  this  bond  shall  be  for  the  term  on  one  year,  and  shall 
be  renev^ed  annually. 

CHIEF  FLUNIBINJ  INSPECTOR 


SUBSECTION  7 


Chief  Inspector's  Qualifications 

Be  it  further  ordained  that  upon  the  passage  of  this  Code  the  Board  of  Health  of  the  City 
of  Fort  Wayne  shall  select  as  Chief  Plumbing  Inspector  whose  duties  shall  be  to  carry  out 
the  provisions  f  this  Code. 

Such  Inspector  shall  be  a  practical  plumber  with  at  least  ten  yoars  experience  as  a  journey-  _ 
man  plumber,  and  who  i'  skilled  and  well  trainet',  in  matters  pertaining  to  sanitary  regula-  I 
tions  concerning  plumbing  work.  ■ 

(b)  No  Inspector  so  appointed  shall,  during  his  term  of  office,  be  engaged  or  interested 
in  the  Plumbing  business,  or  the  sale  of  any  r-lumbing  supplies,  or  shall  he  act  as  an  agent 
either  directly  or  indirectly  fo?.-  any  person  so  engaged. 

Chief  Inspector's  Duties 

(c)  The  ''hief  Plumbing  Inspector  and  his  deputies  have  the  power  between  sunrise  and  sunset 
to  enteran;  building  vihere  there  is  good  and  sufficient  reason  to  believe  that  the  sanitary 
concition  of  suci.  premises  is  such  as  to  endanger  the  public  health,  for  the  purpose  of 
making  such  inspection  as  may  be  necessary  to  ascertain  the  condition  of  same,  upon  showing 
their  badge  of  office. 

Penalties  for  Interference 

(e)  Any  pereon  or  persons  interfering  with  them  in  the  nerfornance  of  said  duties  shall  be 
liable  to  a  fine  of  not  less  than  Ten  Dollars  ($1C.CC)  and  not  more  than  Three  Hundred  Dollars 
($3CC.OO)  or  by  imprisonment  not  more  than  thirty  (3C)  days  or  botn. 

Chiwf  Inspector's  Office 

(f)  The  Chief  Plumbing  Inspector  shall  be  provided  with  a  suitable  office  in  the  City  Hall 
as  well  as  with  all  necessary  apparatus  for  making  tests  and  such  furniture,  stationery 

and  supplies  as  the  business  of  his  office  may  require  in  the  discretion  of  the  Board  of  Health 


PZPJillTS 


SUB  SECTION  8 


Issuing  Plumbers  Permits 

(a)  Be  it  further  ordained,  hat  all  permits  for  plumbing  or  house  drainage  shall  be  issued 
by  the  City  Comptroller  after  approval  by  the  Chief  Plumbing  Inspector. 

Insnection  Notice 


Due  notice  shall  be  given  to  the  chief  Plumbing 
the  work  is  ready  for  inspection. 

Except  ion 

(b)  No  plum.ing  work  shall  be  done  in  the  City 
within  the  jurisdiction  of  the  Board  of  "■‘elath 
of  repair  or  leaks  in  exisitng  plumbing  until  a 
ing  .i-hspector. 

Rees  for  Permits 

(.c)  Be  fore  granting  such  permit  an  ap'ication 
that  pui-pose. 

Application  Fee 

(d)  The  application  shall  be  accorapaaied  by  the 
Additional  Fee 

(e)  An  additional  fee  of  fity  cents  (f.50)  for 
eluding  fifty  fixtures. 

For  each  trap  and  vented  fixture  over  fifty  and 
twenty  five  cents  ($.25)  shall  be  made. 


Inspector  by  the  Plumber  at  such  times  as 

in  any  building  or  any  other  place  aoming 
f  the  City  of  Fort  Bayne,  except  in  case 
permit  has  been  issued  by  the  Chief  Plumb- 

shall  be  made  on  such  blanks  prepared  for 

fee  of  One  Do'^lar  (‘’^1.00) 

each  trap  or  vented  fixture  up  to  and  In- 
up  to  and  including  100  fixtures  a  fee  of 
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For  all  trap  and  vented  fixtures  over  one  hundred  an  additional  charge  of  fiftee’^  cents 
( . 15)  shall  be  made . 

Payment  of  Fees 

(f)  The  fees  so  collected  shall  be  paid  to  the  tiity  Comptroller. 

PENALTIES 
SUB  SECTION  9 
Limitation  of  Permits 

(^)  Be  it  further  ordaind  that  every  permit  shall  be  considered  cancelled  if  active  work 
is  not  commenced  within  a  period  of  sixty  days  after  the  date  of  issue  of  sane  and  the 
chief  -lumbing  inspector  shall  make  such  recoi'd  in  his  office. 

Boart  of  Health  “ay  Revoke  License 

^b)  The  board  of  'Health  of  the  City  of  Fort  Vi/'ayne  shall  be  empo\';ered  to  revoke  the  license 
of  any  employing  plumber  whei'e  the  provisions  of  this  Code  has  been  vilated,  upon  charges 
brought  by  the  Chief  ^^lumbing  Inspactor. 

Penalties  for  Misdemeanor 

(c)  Any  person  or  persons  who  shall  come  under  this  Code,  refusing,  failing  or  neglecting 
to  comply  with  any  of  the  provisions  of  this  Code  shall  be  deemed  guilty  of  a  misdemeaaor 
and  upon  convietion  shall  be  subject  to  a  fine  of  not  less  than  Ten  Dollars  (§10.00)  nor 
more  than  Three  Hundred  Dollars  (§3G0>,op)  ,  or  f or  imprisonment  for  not  less  ^han  ten 
days  (10)  nor  more  than  thirty''  (30)  days,  or  both. 

Imprisonment  Under  Code 

(d)  But  no  person  shall  be  imprasone^  under  this  Code  for  the  firts  o  fense  and  the  pro¬ 
secution  shall  always  be  as  and  for  the  first  offense  unless  the  affidavit  upon  which  the  pro¬ 
secution  is  instituted  contains  the  allegation  that  the  offense  is  a  second  or  repeated 

of  f  en -e . 

Arrest  and  Prosecution 

(e)  it  shall  be  the  duty  of  tne  said  Chief  Plumbing  Inspectoi'  upon  receipt  of  knowledge 
that  any  pai't  of  this  Code  has  been  vilated  to  go  before  any  Justice  of  the  Peace  or  City 
police  Judge  and  cause  the  arrest  md  pi’o  ucution  of  all  persons  whom  he  has  reason  to 
believe  are  guilty  of  sucii  vilations. 

SANITATION 

SUB  SECTION  10 


Scope  of  Sanitation 

Be  it  further  ordained,  that  this  Code  shall  apply  to  and  -'nclude  all  ’-'ater  supply  and 
sanitary  work,  instillation,  or  equipment  hei-eaftei'  installed,  constructed,  altered  or 
rep^i,ired  in,  for,  or  about  any  building  or  structure  of  any  kind  class  or  character,  or 
used,  or  to  be  used,  for  any  purpose  whatsoever. 

SUB  SECTION  11 

Enforcement  and  Proper  Authority 

Be  it  further  ordained  that  unless  otherwise  prescribed  or  made  an  exception,  it  shall  be 
the  duty  of  the  Chief  Inspector  of  Plumbing  or  his  authorized  deputy  inspectors,  to  en¬ 
force  all  the  provisions  of  this  Code  relating  and  pertaining  to  sanitary  plumbing. 
Interpretation  of  "Inspector" 

Vihere  this  part  refers  to  or  mentions  "Inspecotr"  it  shall  mean  the  Plumbing  Inspector  or 
his  authorized  deputies. 

MATERIALS?  QUALITY  AND  T/EIOHTS 

SUB  SECTION  12 

Earthenware  Pipe--Sewer  Pipe 

(a)  Be  it  further  ordained,  that  all  earthenware  pipe  and  fittings  shall  be  of  the  hub  and 
spigot  pattern,  cylindrical  in  section,  throughly  vitrified  through  the  thickness  of  the 
pipe,  and  thoroughly  salt  glazed  over  the  entire  inner  and  outer  surfaces. 

Qaulity  of  Sewer  Pipe 

(b)  Each  length  shall  be  of  a  uniform  ciliber,  smooth  bore  throughout,  without  twist  or  wind 
and  free  from  fire  cracks,  blisters,  fla’vs  or  other  defects. 

Tile  Drains 

(c)  Earthenware  pipe  used  for  tile  drains  shall  be  without  hub  or  socket,  and  may  be  either 
cylindrical  or  D  shape  in  seftion. 

CAST  IRON  PIPE 


SUB  SECTION  13 
Quality 

(a)  Be  it  further  ordained  that  all  cast  iron  pipe  and  fi'tings  shall  be  sound,  cylindrical 
and  s  ooth,  free  frogj  cracks,  sand  holes  and  other  defects,  of  a  uniform  thickness  and 

not  lighter  than  the  commercial  grade  known  as  "Extra  '•‘eavy"  . 

Weight 

(b)  Pipe  shall  not  weight  less  than  the  following  per  lineal  foot,  which  weights  include 
the  hubs: 

Diameter  of  Pipe  W'ghts  per  Ft . 

2  inch . . . pounds 

3  inch* . ...9-^  pounds 

4  . 13  pounds 

5  inch . 17  pounds 

6  inch . 20  pounds 

7  inch . 27  poun^  s 

8  inch . 33-#  pounds 


coATi:ia 


(c)  All  pipe  anc  filings  shall  be  coated  at  the  factory  for  underground  use,  with  asphalt 
or  coal  tar  pitca. 

Pipes  and  fittings  above  ground  may  be  plain  or  coated  with  linseed  oil,  coal  oil  asphaltum, 
or  coal  tar  pitch.  ’ 

BRASS 


SUB-SECTIO.J  14 
QUALITY 

(a)  Be  it  futher  ordained  that  brass  pipe  for  soil,  waste,  anc  vent  pipe  shall  be  throughly 

annealed,  seamless,  drawn  or  brazed  tubing  having  weight  and  outside  diameter  of  not  less 
than  the  following: 

WEIGHT 


Nomonal 

Gauge 

Vi/eight 

Diam. 

No .B&S 

Thickness 

Per  Foot 

11 

inch. 

.  .  .12 

5-64  inch 

1.08 

Lbs . 

inch. 

.  .  .12 

5-64  inch 

1 .32 

Lbs . 

2 

inch . 

.  .  .12 

5-64  inch 

1.79 

Lbs . 

si 

inch . 

.  .  .10 

7-64  inch 

8*82 

Lbs . 

3 

inch . 

.  .  .10 

7-64  inch 

3.41 

Lbs . 

4 

inch. 

.  .  .8 

1/8  inch 

5.76 

Lbs . 

5 

inch . 

.  .  .8 

1/8  inch 

7.22 

Lbs . 

5 

inch . 

1/8  inch 

8.71 

Lbs . 

For  flush  and  local  vents  No.  13  gauge  may  be  used. 

LIMENSIONS 

(b)  Drawn  tubing  only  shall  be  used  for  the  larger  sizes,  two  and  one-half  (2^)  inches  to 
six  (6)  inches 

Brazed  tubing  may  be  used  for  the  smaller  sizes,  one  and  one-quarter  (ij)  to  two  (2)  inches, 
FITTI'^GS 


^  )  Brass  fittings  shall  be  of  good  quality  cast  brass  having  a  thickness  in  their  walls 
not  less  than  the  tabular  thickness  given  above  for  the  correspond ing  brass  pipe. 

Tapped  Ends 

(c)  The  thickness  of  the  tapped  ends  shall  be  one  and  one-half  (It)  times  the  thickness 
of  the  corresponding  pipe. 

Ferrules 

(e)  Lead  ferrules  shall  be  best  quality,  not  less  than  four  and  one-half  (4j)  inches  long, 
and  2 5 ,  3g-,  and  4t  inches  in  diameter,  and  not  less  than  the  folowing  weights; 

Diameter  \<eights 

2j  inch . 1  lb.  0  oz. 

3t  Inches . 1  lb.  12  oz. 

4t  inches .  . ,21b.  8  oz , 

Cap  of  similar  ferrules  shall  conform  to  the  abo'.'e  table. 


Soldering  Nipples 

v.f^  Soldering  nipples  shall 

Vilien  cast  they  shall  be  full 


be  heavy  cast 
bore,  and  not 


Dia 

meter 

Weight 

s 

1? 

inches . . 

lb. 

6 

oz . 

1+ 

inches . 

. 0 

lb. 

8 

os . 

2 

inches . . 

. 0 

lb. 

14oz . 

0  1 

inches . 

lb. 

b 

oz . 

J 

inches . . 

lb. 

0 

oz . 

4 

inches . .  . . . 

. 3: 

I  b . 

8 

Oz . 

Clc 

an-out  s 

(s) 

Screw  caps  for  clean-outs 

shall 

be  of 

( 

3xtra 

brass,  or  of  brass  pipe.  Iron  pipe 
less  than  the  following  weights: 


size 


inch  thick. 


heavy  brass,  not  less  than  one-eighth  of  an 


Dimensions  and  V.'e i  gh  t 

(h)  ^he  screw  cap  shall  have  a  solid  or  hexagonal  nut  not  less  than  one  X,l)  inch  high. 

ihe  body  of  clean-out  ferrule  shall  be  at  least  equal  in  weight  and  thickness  to  the  calking 
ferrule  of  the  same  size  or  pipe. 

■^he  engaging  part  shall  have  not  less  than  six  (6)  threads  of  iron  '^ipe  size  and  be  tapered. 
Compression  Clean-Outs. 

(i)  Compression  clean  outs  approved  by  the  Plumbing  Insnector  may  be  used. 


WROUGHTIRON  MTD  MILD  STEEL  PI^E 


SUB  SECTION  15 


Quality 

(a)  Be  it  further  ordained  that  all  wrought  iro’^  or  mild  steel  pipe  used  foi'  soil,  waster 

or  vent  pipes  shall  be  galvanized  and  not  lighter  than  the  commercial  grade  known  as 
"Full  Weight". 

Fitt ings 

(b)  The  fittings  for  wrought  iron  or  mild  steel  waste,  soil  and  refrigerator  waste  shall  be 
recessed  drainage  fittings  cast  iron,  malleable  iron,  or  brass,  with  smooth  interior  water¬ 
way  and  threads  tapped  out  of  solid  metal,  so  as  to  give  a  uniform  grade  to  branches  of 
not  less  than  one-quarter  (-4)  of  an  inch  per  foo'. 


Threaded  Fittings 

(c)  Threaded  fittings  for  soil,  waste,  and  vent  pipe  shall  be  brass,  galvanized  Tialleable 
iron,  or  cast  iron. 

SUE  SECTION  lb 


Lead  Pipe 
Be  it  further 


ordained  that  all  lead  pipe  use  for  bai-nch  soil,  waste,  vent 


including  bends  and  traps,  shall 


than  shown  in  the 


following 


best  quality 
table : 


_  _  be  of 

lineal  foot 
Vk  eight  3 

Internal  Liameter 

1  inch . .  . 2  lb  . 

inch . * . 3  lb. 

It  nch . 4  lb. 

2  inch . 5  In. 

3  inch  /  . . . 5  lb  . 

4  inch  . . . 2  li) 


of  drawn  pipe,  of  not 


V/eights  r 
8 
C 

o 

0 
3 


■■oot 


Oz . 
oz , 
oz . 
oz . 
oz . 
oz  > 


or  flush  pipes, 
less  weight  per 


SUB  SECTION  17 
Sheet  Lead 

Be  it  further  ordaihed  that  all  sheet  lead  for  roof  flashing  shall  not  weight  less  than 
four  (4j  pound:,  per  square  foot,  and  shallextend  not  less  than  six  (6)  Inches  in  all  direc¬ 
tions  from  the  pipe,  and  the  joint  shall  be  made  water  tight. 

COPPER  TUB  INC 


SUB  SECTION  18 
Inside  Conductors 

(,a)  Be  it  further  oedained  that  all  copper  tubing,  when  usee  for  inside  roof  conductors 
or  leadei'  connections,  shall  be  sea:le33  drawn  tubing,  not  less  than  number  fourteen  (14) 

E .  &  S .  gauge 
Conductors  and  Flashings 

(b)  V<hen  copper  is  used  for  roof  conductors  or  leadei'  flashings,  it  shall  be  not  less  than 
number  eighteen  (18)  gauge. 

Vent  Pipes 

(c)  When  copper  is  used  for  local  vents  and  inte'  ior  ventilating  pipe,  it  maj’'  be  spiral  or 
gaage  numbei'  twnety  six  (2b) 

GENERAL  REGULATIONS 

SUB  SECTION  19 


Grade  or  riorizontal  Pipes 

Be  it  further  ordained,  that  all  horizo;ital  piping  shall  be  run  in  practical  alignment  and  at 
a  unifoi-m  grade  of  one-half  (i)  inch  per  foot  when  possible,  but  in  no  case  shall  the  grade 
be  less  than  one-quatter  (5-)  of  an  inch  to  one  (1)  foot  for  soil  or  waste  pipes  and  h'use 
drains  suspended  by  iron  hangers  upon  piers,  or  posts,  or  wall  ledges;  and  not  less  than 
one-eighth  (1/8)  of  an  inch  per  foot  for  vent  or  ventilating  pipes,  hose  s.uvers  and  under 
gDunnd  drains. 


SUB  SECTION  20 


Change  of  Eirection 

^a)  Be  it  further  ordained  that  all  changes  of  direction,  ei.:§her  horizontal  or  vertical, 
shall  be  •'nade  with  the  appropriate  use  of  "Ys,"  half  "Ys,"  sanitary  "T.ys,  "  long  sweep 
quarter,  sixth,  eighth  or  sixteenth  bends,  witbi  snor’  nipple'3  when  screw  joints  are  used, 
vertical  Line 

^.b)  Every  vertical  line  of  soil  or  waste  pipe  shall  have  not  less  than  eighteen  (18)  inches 
of  iron  pipe,  run  horizontally  at  its  base. 

SUB  SECTION  21 


Supports  for  Pipes 

(a)  Be  it  further  ordained,  that  all  drainage  and  pluftibing  pipes  shall  be  rigidly  secured  or 
supported  to  keept  their  alignment  and  grdde. 

Stack  Supports 

(b)  All  free  standing  stacks  shall  be  thoroughly  supported  on  concrete  or  masonry  piers  at 
their  pass,  and  stacks  forty  (40)  feet  or  more  in  hei-ht  shall  also  be  provided  with  pine 
rest  at  floors  for  propei'ly  supporting  them. 

Pipe  Supports 

(c)  The  pipe  supports  according  to  their  location  shall  be  made  either  with  heavy  iron  posts 
hangers,  wall  b  rackets  or  .steel  fittings,  concrete  or  masonry  pipers,  provided  that  not' 
brick  pier  shall  be  less  Yuan  eight  (8)  inenos  square. 

Pise  Nooks 

(d)  The  use  of  pipe  hooks  shall  be  prohibited  for  larger  than  one  and  one  half  (li)  inch  pipe 


FITT’INGS 


SUB  SECTION  22 
■^ncrease  in  Size 

v.a)  Be  it  f  urther  orda  ned  thatincrease  or  reduction  in  sizj  rshal''  be  mace  by  the  use  of 
proper  fittings. 


Offsets  in  Mains 

Offsets  in  the  mains  of  all  stacks  shall  be  avoided 
Section  5y,  but  when  unavoidable  they  shall  if  possible 
ings. 


if  possible  except  as  prescribed 
be  made  forty-five  (S5)  degree 


Prohibited  Pit  ings 

^c)  IJo  T”  branches  or  crosses  shall  be  used  on  horizontal  runs 
Saccle  huts  and  bands  shall  in  all  cases  be  prohibited. 


in 

f  i  1 1  - 


dr? 


SUBSECTION  23 


Pipes  in  Cinders  or  Cinder  concrete  Prohibited 


Be  it  futher  ordained, 
in  cinder  concrete, 
k.here  cinders,  or  ashes 
(2)  inch  s  of  Poi'tland 
cinder  concrete. 


that  no  pipp  of  any  kinc.  shall  be 

or  ci-d-u-  concrete  is  to  bo  used 
cement  concrete  bet'''OQn  each  nine 


laid  in  cinders,  or  ashes,  or 

all  pi  10  5  '.hall  have  at  least  two 
and  any  such  cinders,  ashes  or 


SUB  SECTION  24 
V.'orkmanship 

bo  it  j.  ui'ther  oi'dained ,  that  all  labor  hall  be  perfoi'met  in 
and  whenever  it  appears,  in  the  opinion  of  the  Inspector  that 
is  being  otnerwise  installec ,  the  Inspector  shall  order  such 


thDiTough  and  workmanlike  manner, 
any  work  covered  by  t'  is  part  i 
changes  as  he  shall  deem  necessar 


I 


SIZE  OF  PIPES 


SUB  SECTION  25 


standard  Sizes 

All  sizes  of  pipes  prescribed  in  this  part  are  the 
the  inside  dimensions. 


standard  sizes  foi'  s'ach  pipe  and  refej;  to 


SIZE  OF  HOUSE  BRAINS, 
SUB  SECriCN  26 


SOIL  A.IE  UASTE  STACKS, 


ANL  Bit  A I 


Bimensions 

(a)  Be  it  further  ordained  that  the  number  of  fixtures  in  a  building  shall  determine  the 

size  of  tne  house  drain,  and  the  area  of  the  soil  or  waste  stacks  shall  not  be  less  than  the 
area  of  the  nouse  drain. 

Humber  of  Fixtures  Allowed 

The  maximum  nu.iber  of  fixtures  allowed  on  an3'  hou  o  di"'.  in ,  soil  or  wa'^te  stack,  main  or  branch 
shall  never  exceed  tne  numcer  giv  -'i  in  the  f ollowingtatle . 


liLAXIiMUE  :rjEBEh  OF  FIXTURES  GG:;1v.  i  TO 


Size 

of 

Pipe 

WASTE  PIPE, 
WASTE  COLIBI 
Branch 

Oh  SOIL  ANL 
LIL 

Main 

SOIL  PIPE 

Branch 

OilLY 

Ma  in 

If  in . 

1  fixture 

1  : 

f ixture 

Water  closets  ■ 

not  allow,  d 

on  line; 

li  in. 

2  fixtures 

3  : 

f ixtures 

undei'  4  inch  (inside 

diameter)  in 

2  in. 

4  fixtures 

8  : 

f ixtures 

2^  in. 

5  fixtures 

lu 

I ixtures 

water  closets 

- IE~ 

wa  ter 

closet  3 

3  in . 

10  fixtures 

20 

f ixtures 

18 

"Jatar  closets 

36 

water 

closets 

St  in. 

20  fixtures 

40 

f ixtures 

36 

water  closets 

72 

water 

close*-  3 

4  in. 

32  fixtures 

64 

f ixtures 

63 

water  closets 

125 

vater 

closets 

5  in . 

72  fixtures 

144 

f ixtures 

105 

water  closets 

210 

wa  t  er 

closet  3 

6  in . 

144  fixtures 

238 

f ixtures 

145 

water  closets 

290 

W'’  t  er 

closets 

7  in. 

252  fixtures 

504 

fixtures 

200 

water  closets 

4  00 

water 

closets 

d  in , 

420  fixtures 

340 

f  i;<tur8s 

e  in 

530  fixtures 

1150 

r  i;>ct'ar  s 

10  in . 

600  fixtures 

1600 

f ixtures 

(b)  For  the  purpose  of  this  table  the  following  shall  apply: 

Interpretation  of  Table 

Three  (3)  feet  of  urinal  trough  or  wash  sink  counts  as  one  fizture. 

One  (1)  bath,  basin,  sink  or  smaller  fixture  counts  as  one  fixture. 

One  (1)  pedestal  urinal  or  slop  hopper  sink  counts  as  four  (4)  fixtures 
One  (1)  water  closet  counts  as  four  (4)  fixtures. 

Earthenware  Pipe 

dc)  No  earthen  ware  or  thle  pipe  shall  be  used  foi'  the  house  drain  within  or  through  any 
t  ilding  u'ec  for  human  habitation  or  occupancy. 

Clean-out  s 

'.d)  Where  eathhenware  pipe  is  used  inside  any  building  all  clean-outs  shall  be  cast  iron 
and  there  shall  be  a  horizont.al  extension  at  least  t.iree  (3)  feet  long  at  the  base  of  each 
stack  to  steady  and  suppoi't  same. 

-dimensions 

ve)  Where  earthenware  or  tile  pipe  is  used  for  the  housu  sewer,  it  shall  start  not  less 
than  three  (3)  feet  outside  the  b  ilding  and  shall  be  increa3-:d  one  size  over  the  house  drain 


SIZE  OF  FIXTURE  TRAPS  A-.T  W'A'CTBS 


SUB  SECTION  27 

The  size,  inside  diameter,  of  the  trap  and  waste  branches  for  a  given  fixture  shall  never  be 
less  than  the  following: 


Kind  of  Fixtures 

V.ater  Closet . 

Slop  Sink . 

Lip  Urinal . 

Pedestal  Urinal . 

Floor  drains  or  Wash . 

Sarase  Drains . 

Yard  Slop  Sinks . 

Ui’inal  Trough  or  Stall . 

Laundry  Tup . 

Kitchen  Sinks  (res.) . 

Pantry  or  Kitchen  Sinks  (large 

noteilor  Public . 

Pantry  or  Bar  Sinks . 

'■'ash  basins,  one  (l^)  only.. 

bath  Tubs  . 

Shower  Baths . 

Sitz  uath . . 

Drinking  Fountains . 

fountain  Cuspidors . 


Erap 

Branch 

3-in . 

4  in. 

2-in . 

2  in . 

l^in. 

iTtin . 

3  in . 

3  in. 

2  in. 

2  in . 

3  in. 

3  in. 

3  in . 

3  in . 

2  in. 

2  ih, 

Ibin. 

Itin 

It  in. 

itin 

0 

2  in. 

2in . 

Itin . 

1-iin . 
liin. 

Itin. 
l-j-im . 

2  in. 

2in . 

l^in . 

l£in 

Itin . 

Iti- 

Itin. 

Itin . 

SIZE  OF  BACK  VENT  riFI 
SUB  SECTION  28 


STACKS 


Dimensions 

^a)  The  following  table  gives  the  size  of  vent  pipes  and  the  maximum  number  of  fixtui-es  t'^at 
they  serve . 


Size  of 
Vent 
Pipe 
Iginch 
_l::ijic-j 
_lb  J.nch 
2  inch 
inch 

2.~inch 
ST  inch 

'^4  inch 

5  inch 
5  inch 


Maximum 
developed 
Length  in  Ft . 

30  " 

30 


No  .  Tof , Traps 
(Ig  inch  or 


less) 


No  of  Traps 
(2  inch) 

or“T~ 


33U 


4  traps 
5 — It  traps 

3  traps,  i^-  inch  orlsss  or  1 
12  or  less  or  6 
24  01-  less  Cr  1 
48  or  less  or  2 
100  or  les  ■. 

IbO  or  less 
210  or  less 
480  or  less 


or  50 
or  30 
or  140 
or  240 


No.  of  ‘Water  Closets, 
Back  V-.nt  3 . 


3  or  less 
5  or  less 
12  or  less 
25  orless 
40  or  less 
70  or  less 
120  or  less 


(b;  t'or  five  (5;  inch  traps  and  over  the  vent  shall  be  o”’e-half  (i)  of  the  diameter  of  the  trap. 

SUE  SECTION  2y 

Water  and  Air  Tight  Joint' 

Be  it  further  ordained,  that  all  joints  and  connections  prescribed  under  ‘^.his  title  shall 
be  made  gas  and  water  tight. 


SUB  SECTION  30 

(a)  Joints  “arthenware  Pipe 

Be  it  further  ordained  t  -it  joints  cetween  tne  nuo  and  spigot  shall  be  half  fill  d  with  a 
gasket  of  oakum  and  then  the  joint  ’iniDhec  with  mortar  made  of  one  part  fresh  Portland  cement 
and  two  parts  clean  sharp  sand. 

Each  joint  shall  be  carefully  banked,  wiper  and  clea-’ec. 

'connection  to  iron  Pipes 

(p)  Underground  joints  bet’veen  eai' f'.honware  and  iron  ■'•ipe  shall  be  made  the  same  as  above 
prescribed  for  earthenware  pipe. 

sub  section  31 


Joints,  Oast  Iron  Pipes 

(a)  re  it  further  ordained,  thatll  joints  in  ca  t  i' on  pipe  'hal'  be  mace  with  pure  lead  "^ell 
calked,  and  not  le  s  than  one  inch  deep,  and  no  paint,  varnish,  oi'  putty  will  be  allowed  until 
the  joints  have  been  tested. 

Cakum 

(b)  Oakum  or  other  efficient  method  shall  b  used  to  prevent  the  lead  from  running  through 
the  joint. 

SUBSECTION  32 

Joints  V'/rought  Iron  and  ’''ild  St  el  and  Brass  Pipe 

(a)  Be  it  further  ordained  that  joints  in  galvanized  i3-cn,  mild  steel  or  brass  pipe  shall 
bt  standard  screw  joints,  and  all  burrs  or  cuttings  shall  be  removed. 

All  joints  shall  be  made  up  of  white  or  red  lead  oi-  mineral  paing. 

Connection  to  Cast  Iron 

(b)  Connections  between  wtought  iron,  mild  steel,  or  brass,  to  cast  iron  shall  be  either  ' 
a  calked  joint  (Subsection  31)  oi*  screwed  joint. 

Unions 

All  unions  used  on  the  sewer  side  of  traps  shall  be  ground  faced  and  shall  not  be  concealed  or 
enclosed . 

Slip  Joints 

No  slip  jo int sconnect ion  will  be  allowed  or  the  sewer  sice  of  trap. 


SUB  SBCTIOU  33 


Lead  Pipe,  Etc. — V.iped  Joints 

(a)  Be  it  f’orther  ordained,  that  joints,  in  lead  pipe,  or  between  lead  pipes  and  pepts 
of  brass  or  copper,  shall  be  what  are  known  as  wiped  --^oints  and  shall  have  an  exposed 
surface  of  the  solder  to  each  side  of  the  joint  of  at  least  three-quarters  (3/4)  of  an  inch. 
Connections  to  Iron  Pipe 


concaved  brass  bushings. 

Vnhere  cup  or  simlar  ferrules  are  used  they  shall 
inch  above  the  hub. 


T.ade  by.  extra  heaqy  cast  or  drawn  screw 
nipple  Uith  a  threaded  joint  or  approved 

extend  not  less  than  One-quarter  (^)  of  an 


SUB  3ECTI0U  34 


dZ5 


Eathenware  Traps  ’.''ith  Uetal  Floor  Connections 

;a)  Be  it^further  ordained  that  fixtures  with  earthen  ware  traps  raonnected  directly  with  soil 
or  waste  pipes,  shall  nave  a  solid  brass  or  iron  flo  -  ' 


soldered  to  the  lead  bend  or 
and  where  brass  or  iron  soil 


plate,  not  less  than  three^sixteenths  ( 
pipe,  and  screwed  to  the  floor 
is  used,  sci-ewed  to  the  sane,  and 


(3-16)  of  an  inch  thick, 
where  joists  are  of  wood, 
bolted  to  the  trap  flange 
Joints 

(b)  Joint  shall  be  nads  gas  tight  witn  an  afebestos  graphite  ring,  as  estor  strin^f  ?7asket 

washer,  red  or  white  lead  and  putt.y  oi'  oerfect  screw  joint.  ^ 

In  hood  Construction 

(c)  In  wooden  joist  construction  the  connection  between  the  earthenwai'e  and  soil  pipe  shall 
nave  at  least  two  (2)  inenes  of  lead  pipe  between  the  wiped  joint  and  the  under  side  of  th 
floor . 


I 


i'RAPS  a::e  clean-outs 

SUB  SECT  10.:  35 


Snaps 

(a)  Be  it  further  ordained,  that  each  single 
Sections73  to  76  shall  be  separately  trapped  b 
placed  as  close  to  the  fixture  as  uossible. 

Exception 

tb)  A  sot  of  not  more  tha_  three  wash  stands  raa."  connect  with  a  single  trap,  provided  the 
tiap  is  placed  centrally  anc  the  branches  connect  into  the  seal  oi'  the  tra-. 

A  set  Oi.  no  j  moi'e  than  three  wasn  trays,  or  a  set  of  one  or  two  wash  tra.ys  with  sink  coutined 
may  connect  witn  a  single  trap  provided  the  branches  'con'ect  into  the  seal  of  t^e  trap. 
Censtiuctio.: 

(c)  Traps  oor  bath  tubs,  basins,  sinks,  or  other  similar  fixtui'es  rCnall  be  made  of  lead, 
cast  brass,  or  of  cast  iron  dipped  incoal  tar  pitch  or  asphaltum,  or  of  iron  (porcelain) 
enameled  inside 

^ast  ii’on  vraps  shall  be  extra  heavj’’  full  bore,  and  have  a  smooth  inteiior  waterway  and 
threads  tapped  out  of  solid  metal. 

Iron  drum  tiups  snail  be  made  of  extra  heavy  ca-.t  or  malleable  ii  on,  dipred  in  coal  tar 
pitch  or  asohaltum  n  the  inside,  and  the  drum  shall  not  ex'eed  four  (4)  i’^ches  in  diameter 
Seal 


'e  except  those  wasting  as  prescribed  In  Sub  Ced 
a  w  =  te2-  seal  trap,  as  herein  prescribed,  ^ 


(d)  Every  trap  shall  be  self -cleaning . 

No  Term  of  trap  which  depends  upon  the  ac'uon  of  movable  parts  for  its  seal  shall  be  used. 

No  trap  which  depends  upon  concealed  interior  partitions  for  its  seal  or  which  has  an  interior 
partition  that,  in  case  of  defect,  would  allow  the  pa33a-..:e  of  sewei'  air,  shall  be  used. 

2,ech  trap  shall  have  a  water  aeal  of  not  less  than  two  (2)  inches. 

Brum  Tran 


(e)  Brum  traps  shall  have  water  seal  of  not  mor.^  th.an  seven  inches  nor  less  tinantwo  inches. 
£.very  drumtrap  shall  be  so  installed  that  the  water  seal  will  protect  the  trap  screw  from 
sewer  air. 

Back  Vented 

Lrum  treip  outlets  shall  inall  cases  be  back  vented. 

tent  connections  not  to  exc  od  eighteen  (13)  inches  from  cen'^er  line  of  trap. 

Cclanouts  and  Vent  connections 

(f)  Each  trap,  except  those  in  combination  wi  h  iixtui'es  where  the  trap  seal  is  nlrinly  visible 
and  accessibly,  shall  be  provided  with  a  brass  tEap  screw. 

Traps  placed  between  the  flooi'  shall  have  a  brass  trap  sci’ew  for  clean  ng,  in  plain  ’'iew,  or 
flush  with  the  floor,  or-  readily  accessible  from  or  under  the  floor. 

^verfloB  Connection 

(g)  Overflow  connection 

Ovei'flow  pipes  from  fixtures  shall  in  each  case  be  connected  on  the  inlet  side  of  the  tran. 
Setting 

(h)  All  traps  shall  be  rigidly  supported  and  set  true  with  respect  to  their  water  level,  and 
shall  be  so  located  as  to  protect  "heir  seals. 

'^ellar  Brains 

(i)  Cellar  drain  will  be  permitted  only  when  they  connect  to  a  trap  wit -h  permanent  waterseal 
2  inch,  or  more. 

Underground  Traps 

(j)  All  traps  underground  in  a  building  shall  be  made  accessible  b.y  amnholes  with  proner 
metallic  covers  or  shall  be  locate  so  as  to  be  easily  accessible. 

Prohibit  ions*-  Traps  on  Crains 

(k)  The; e  shall  be  no  trap  at  the  foot  of  soil  or  waste  pipe  stack  upon  the  house  drain  unless 
such  drain  is  thed  exclusively  for  conducting  rain  water  or  surface  w  ter  to  a  house  drain 
provided  a  vent  pipe  is  taken  from  both  sides  of  the  trap,  the  same  size  as  the  house  drain 
up  to  and  including  4  inch. 
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MAIN  LINL  TRAP 

(l)  No  main  line  li'ap  -hall  be  allowed  in  th.  sewer  between  the  public  sewer  a'-'-i  hor.se  oi' 
build ing. 

VZIJTS 

(m)  For  8-incr-  tiaps  and ;  larger the  vegts^  shall,  b,e  one-half-  (t)  •  tne  :  d  iaraeter  of  the  t;  ap,  and 

in  no  case  whei’e  a  trap  five  (5)  inches  and  lai’ger  is  used  shall  the  vent  be  less  than  four  (4) 

Inches  in  size.  ^  ^  x 

These  ve.its  shall  be  carried  sepe  ately  ti. rough  t:.c  I’oof  a..c  located  as  for  roof  outlets. 

cgi:nlct?oi:  to  uatzr  clqszt  T:.f\F 

(n)  In  no  case  shall  the  waste  f ,■  om  a  bath  tub  or  other  fixture  be  co’-nected  with  a  v'ater 
closet  ti'ap. 

CLEAN-  OUTS 

SBEfeSECTION  56 

liVhere  Keguired  ■ 

(a)  Be  it  futher  ordained'  That  clean-outs  shall  be  pi-ovidrd  as  follows: 

On  Soil  Pipe 

At  the  foot  of  all  vei-tical  lines  of  soil  pipe,  aiv  at  t:  O’-d  of  each  horizontal  ''ine. 
Distance  between  the  cleai'.-out  shall  not  exceed  fifty  (DC)  Feet. 

There  shall  be  at  least  two  (2)  four  (4)  inch  clean-outs  provided  in  the  ho-,jse  drain  and 
house  drain  and  house  sewer  connection,  and  th.e  second  noai'  tnu  end  of  the  house  drain,  or  at  the 
base  of  tht  soil  or  waste  stacks. 

Immediate  clean-outs  .nay  be  mace  with  T's. 

Wx.LRE  MOT  RLQlJlLEL 

Any  vertical  soil,  waste,  or  vent  pipe,  having  an  opening  I’cacily  accessible  from  the  roof 
and  v-itr.out  cr.ange  of  direction  in  its  entire  length,  s  all  not  be  required  to  be  rrcviced  witr 
a  clc,an-out  other  thch  at  its  base. 

SIZE 

(c)  Llean-ou' 3  snail  be  the  s'’-ie  size  as  the  pipe  up  to  (4)  inches  in  diameter  and  not  less 
th^’n  (4)  inches  for  larger  pipe  oi-  traps. 

ONE  OECTICf  57 

LCCATIO  '  0''  E7AF3  AND  OLEAII-CNTS 

Be  it  futt.er  oi'Cained,  fTTat  all  ti-aps  a:’d  clean-outs  sh-  11  be  1  ocated  soas  to  be  easily 
accessiile  foi-  cleani'ig. 

i.hen  a  cellar:  di'ain  is  used,  tne  clean-outs  i;:  basement  may  be  flush  "'ith  t-.e  floor  or  set 
in  a  box,  otherwise  all  eller  clean-outs  shall  extend  at  least  one  (1)  inch  abo’-o  the  cellar 
floor . 

HOUSE  uEViERAGE  A:iL  DRAINS 

Slit  SECTION  58 
Indepencent  -’ystems 

( a )  Be  it  f uther  ordainec,  tnat  the  crainage  a  c  plumbing  syste  :  of  c-ac:.  ne’’’  b'uildin  '  or  new 
work  installed  in  an  existing  builc  ing  shall  be  entii-el;  sep- rate  and  indenpendent  of  that  of  any 
other  building,  and  wherevei-  available,  evcipy  b  hiding,  snail  have  a-  indep-endent  connectio 

with  a  public  or  rivate  sewer. 

EXCEPTION 

(b)  '“here  on  e  building  stands  in  the  rear  of  another  on  an  interior  lot,  a’-r  no  private  sewer 
is  available  or  cr-n  be  mace  for  the  i-ear  building  through  an  a^oi  ning  alley  court,  yard  or 
driveway,  the  house  drain  from  the  front  b'^ilding  may  be  ext  ndec  to  the  rear  building,  and  the 
whole  will  be  consideiSed  as  one  house  drain. 

SUB-SPCTICE  59 
COUhEOTJCN  V.ITH  CESSPOOLS 

Be  futher  ordained,  That  when  a  sewer  is  not  available,  dr-ain  pipes  from  buildings  may  be 
connectiec  with  cesspools  oi-  receiving  vaul-^s  a-,  presci'ibed  in  Sub-section  91  Ox  this  Soc',-  , 
provicei  ,  hov'iever,  fnat  no  v,iater  closet  shall  le  connected  to  a  leaking  cesspool. 

SUL-3 LCTKN  40 

OIL  biC^'SE  SEvtEiiS  Ai  L  LFcAI  S 

Be  i-E  futher  ordainec.  That  old  sewera  and  drains  nay  be  used  in  connection  with  new  build- 
in:rs  or  nev,  plumbing,  only  when  they  arc.  fo..nd  on  examinati_n  and  test  to  conferm  in  all  reapects 
to  iNe  req-uirements  governing  new  sewera  oi-  drains,  as  presribec  in  this  code. 

If  the  old  woi'k  is  found  defective,  the  inspector  shall  notifp-  the  owner  to, make  the  neces¬ 
sary  cnanges  to  confoiT.i  v/it;  tuis  code. 

SUB  SECTION  41 

HOUSE  LxFIlNS  UNLERGROUIID 

Be  it  futher  ordained.  That  all  house  drains  shall  ’-’herever  possible,  be  brought  into  the 
building  under  ground  below  the  level  of  the  tase-ient  or  cellar  floor. 


CU'TSIFE  CCrF.'ECTICN 

All  house  or  building  drains  shall  be  of  ii'on  ripe  from  a  point  five  feet  outside  of  founda- 
ti.n  anc  'no  crock  sewer  usSd  closer  than  3  feet  from  f:  e  ricuse  or  building,  and  all  sewer  pipes 
from  tnis  point  usee!  in  under  the  building  shall  be  ir.n  pipe. 

SUB  GECTj  .II  42 

MATEI.IAL  FOI:  HOUSE  DRAINS 

Be  it  futher  oi’dained.  That  all  house  drains  shall  be  of  extra  hoav;'-  cast  iron  pipe,  wjth  ' 
well  leaded  anc  calked  joints. 

SUB-SECTION  45 

HOUSE  SEVcER 

Be  it  futher  ordained,  That  the  drain  containing  the  house  sewer,  beginning  three  (3)  to 
five  (55  feet  outside  the  b..ilding  wall,  shall  consist  of  (1)  commercial  size  larger. 

See  "^ub-sefit i on  26. 

LCCATTOH 

They  shall  not  be  laid  closer  than  three  (3)  fe-t  to  any  exterior  wall,  celler,  basement 


well  or  cistern,  or  less  tban  two(2)  f  et  deep. 


CHAXGS  LTRi'CT3r:r 

X ^ ^ ^ ® ^ ^ ° "  shall  le  nace  with  long  curves,  Cne-ei?ht  (1/8)  tends  or  "Y's" 

OJ  ^1  1 1 C .IS 

AH  connsctions  the  Oi^y  sgwbi*  ^ystG'n  Si.cill  bG  nf^co  ir  i*c.'^’“cg  t'''G 

rules  a'-ic  requir  nerts  of  the  Lepartne'  t  of  Public  Service. 

S'jE“3"ct:  ::  44 

"^T  ^  ^  ■* 

kj  xi  o  V.  ^  U  i>r w  ^  .  o 

i>e  it  1  ather  oi  Gained,  -i-hat  whei'e  sut-soil  Grains  are  rlac^  c  under  th'  -cellar  floor 
or  usee  to  encircle  the  outer  walls  of  a  tnilding,  t;;.-  s-ne  shall  te  rnade  open  jointed  four 
(4)  incr  c  l  e  i,  "  ^  ^ 


.  1  _e  . 


Of  o,  ^.*nted  cia?n  tile  s.-.all  be  properl”  ti”  p}.ed  tefoi'e  enterin  ''  t'-e  stoi' 

“■T I  -  Tr  yl  K  * 


sewer . 


S'-H-ShCflhlT  45 
EACh  PK-83hI:  VALVK3 

(a)  ce  i  0  f^tnei  oicain.  c,  mat  v^hei'..  ilooi'  ci'i.ins  arc  located  in  basenents  thev  shall  be 
reiniorseci  bj?  a  c:  c':  pi'essure  or  ;nochani  call:/  sealed  tran  "'hej-e  connection  is  lac'e-  d  irect  to 
house  rain  or  house  sener. 

c.  A  '^T  •  T  ^fTTC* 

sJn  -  —  .  L  V  -jO 


I 


,  P  ^11  bran.cn  j.ines  for  ..ndorgr  und  cellai'  cram  sh:-!!  be  ■ai'ovided  with  ap.te  valves  in 
addition  to  bac!-:  water  traps  i’-  all  build; inns  herea'f'tcr  ei”' cted 
EXnAli^l.  ..LCV/CFF  A'Z  L'PJF  CCFEECTIO'^S 

SUE-S*.G7IC:J  46~  ^ 


I 


Lisc.-.A.EOE  ii;tc  ta:  k 

(a)  j^e  i  u  father  ordained,  ihat  t.ie  exha'ust ,  bl  wioff,  seei'iont,  oi'  drip  pips  f  .m  a 

o  e^aTn  boilei  s.'^all  no  connect  oii'ectly  with  anj'  sewer,  c'rain  soil  or  wast  ■  nipe. 

nuen  ipes  shaxl  cisc.  '  I'g.  into  '‘..'.i.  '‘op  a  -  aPov'  i.r,-;  li'^e  oi'  dir.c'  arf'e  of  a  suitable 

closed  tank  or  condenser  raado  of  wrougut  or  cast  iron  and  ni-ovided  with  a  relief  nine,  of  at 
least  tnreeC3)  inc:.  s  in  dianeter,  exteneir-g  to  t:.e  outer  air  abe-ve  the  roof. 

(b)  The  ••■■aste  from  said  tan.k  or  condens.r,  shell  be  take"-  from  the  botton  anc  be  at  least 

one  size  larger  .,!.a--  ^u  inlet,  tut  not  less  than  t;  :  e  (3)  inches  in  ciameter  anci  provided 

v;i  ;.h  a  ^rap  tr^at  hr  s  a  seal  oi  not  less  than  twenty-four  (n4)  inches,  and  shall  connect  to 

tne  house  sewer  and  not  to  the  house  drain. 

SUB-SECTION  47 

HOT  WATER  EISGEARgs  rTiCHIEJTEl, 

Ee  it  futher  ordained,  -^hat  water,  heateo  to  over  one  hundred  and  fo  ty  (140)  decrees 
Far.i-enhc- i  t ,  s.hall  not  te  allowed  to  enter  an:'  sfre^et,  sewer  or  latei'al.  ■ 


ok.G'  u ^wi.LC'j 
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ELEVATeh  CdhEECTirilS 

Ee  it  fut.  or  oi’dainec,  Tr.at  all  dii-ect  connect hydraul .  c  elevatois,  lif's,  or  pressure 

wac''i''-3  snail  te  provided  with  an  interraeciate  tark  of  s'ufficient  capacitv  pressure  into  anhr 
se-er,  crain,  s-  il  or  waste  pipe.  “ 

-'UC;.  u  .-ks  S-Ohll  be  ti'appec  and  wiiei'e  treiu-  is  dangei’  of  back  p  esscu’e  .'rowi  sewer  there 
snail  t.  placed,  on  its  o  tlet  side,  a  3e’''-,;r  or  tack  water  valve. 


A  T  ■  ■  A  V  r  r ' 

A  J.  X.  J\  1.  V-/  L.  m 


7  r^rnr  i  c* 


l.S,  LEAEEHS.  L  l.::SPC'..TS 
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SUE -SECT I ON  49 

i::SIEE  CCNEUCTChS 

(a)  be  it  futher  ordained.  That  when  placed  wifrm  t'-.e  wails  of  any  building,  or  ruh  in  an 
inner  cuurt,  or  ventilating  or  nine  shaft,  all  conducto:  s  or  roof  1  aders  shall  te  constructed 
a  presc.  ited  foi-  soil  pipe. 

CONUlCTIwNS  TO  SSUER 

(t)  The  conductors  oi-  roof  leaders,  or  downspout  wastes,  anc.  the  surface  and  ground  water 
drains,  sh-  11  be  connected  with  the  house  sev.'er  and  not  to  house  drain. 

PROhlEJfEL  USE 

(c)  Conductor  pipes  shall  nct''.be  used  as  soil.,  waste,  or  vent  pipes,  ror  shall  any  soil 
waste,  or  vont  nipes  be  used  as  conductors. 

EEFECTIVE 

(d)  then  a’^  existing  s:  eet  metal  conductoi-  pipe  rr'-^hin  thr  ’.sails  of, any  buildin.g  becomes 
defective,  s  .cn  conductor  s;  all  te  renlaced  bv  ore  hich  conforms  to  Article  "a"  of  this  Section. 
SOIL,  BASTE  A.:L  VS  T  FIFES 


SP56.:3ECTI0N  50 

MATEP.IAL  USEE 

Be  it  f'uther  ordained,  Thigt  all  main  and  branch  soil,  ’."'aste,  vent  and  bac.k  vent  pipes 
sh  11  be  of  iron,  lead,  brass  or  copper. 

SOIL  A‘:L  V.ASTE  fife  stacks 

SUE~3ECTICN  51 


SIZE  RSQUIREL 


EE  it  f’uther  ordained,  That  evei'y  building  in  ’-’hich  water  closets  are  installed  sh  11 
nave  at  least  one  (1)  four  (4)  inch  so'l  pipe  stack  continued  up  to  a  point  not  less  than  two 
(c)  feet  thro’ugh  the  roof. 

"■oil  and  ’’’aste  piOvL-s  shall  confoi'  i  to  the  sizes  roepuired  under  Sub-section  £6  of  tiis 

code. 

SUE-SECTICM  5£ 
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ROOF  pLTEKSJOIIS— HSICHT 

f a^  Be  it  f^tner  ordained.  That  all  soil  arc  waste  pipes,  I’eceiving  the  c'ischarge  of  a  ly 
fixtuios,  shall  be  extended  the  full  caliber  at  least  twjo  (£)  feet  above  t’';c  roof  ard  at  least 
six  (6)  feet  w:.en  such  roof  is  used  for  other  purposes  then  weather  coverin.g  for  the  bu-i  Icing. 
MINIMUM  VENT  ’  "  ‘  ' 

(b)  In  no  case  shall  a  vent  pipe  through  thi-  roof  be  less  than  two  (2)  inches  in  diameter. 
SUB-SECTION  53 

RCCF  J'-INT;? 

£,0  it  futher  ordained,  That'tr.e  Joints  at  t:.c  I'oof  sh-w,ll  be  made  ”'atei'  tight  by  the  use 
of  pi'oper  flashing  of  sheet  copper  oi'  pead. 

ROOF  TEPJJINALS 

SUB-SECTION  54 


I 


LOCATION 

(D  Be  it  fut.ner  ordained,  That  the  roof  tc.rminals  of  all  vent  pipes  shall  be  at  least  three 
(3)  feet  above  any  door,  wnneow,  scuttle  or  air  shaft  when  located  at  a  distance  less  fnan 

twelve  (12)  feet  fi’om  the  furface  of  the  ground. 


FIT'2 


I’JSILE  OF  B'.lLLT'ja 


(t)  No  soil  or  waste  'Ipe  extenti;,n,  of  ar'-  ne”'  or  existing  tuildirg,  shall  be  rur  or 
placed  on  e  outside  of  a  ’"all,  but  she'll  be  carrier  'jr.  f-.e  irs’de  to  ti- e  roof. 

AEJCTFT  ~G  GIG-NR  BUILII’^GS 

(c)  In  the  event  that  a  nev>  b’uildi  g  is  building  i^  built  higher  than  a"  existing  t:i  Id  •'’’’g 
ti.e  owner  of  su^h  r'c"’’  builc'i-g  snail  defray  the  expei'.ses  of,  oi'  snail  himself  na!:e  s’uch  altera¬ 
tion,  to  conform  with  Article  "a"  of  this  Section. 

EhTlhS  OF  QKNEIl 

( d)  It  shall  te  tne  duty  of  the  ownei'  of  the  lo’wer  o’-  existing  building  to  make  s'  n’'  altera 

tion,  therein.'upon  receilpt,  in.. advance:,  of  .71101167  ^or  Sec’urity  tihe^raf or,  tsuf Ficl-ent:  for,  the  pur¬ 
pose,  from  the  owner  of  the  .in  a  w  oi'  higher  building,'  oi-  to  permit,  at  the  .  elect  ion  of ’the  owner 

Of  trie  new  or  higher  Ib.uilding,  thh. making  of  s..;.ch  alteratiuir  by  'the  "owner,  or  s^id  new  or  higher 

building. 

SUB-SECTION  55 

frqhibitel  connection 

Be  it  futher  ordained.  That  in  no  ca'e  shall  any  fixtui'e  connecti'n,  except  water  closet 

pedestal  urinals,  0.  trap  s'ancard  slop  sinks,  te  mace  to  a  lead  bend. 

SUB-SECTION  56 

BKANCH  SOIL  AiJD  UASTE  EXTENSIONS 

Be  it  ordained,  that  any  vert  ical- branch  rising  more  than  ten  (1C)  feet,  oi’  any  lateral 
blanch  running  more  than  tiventy-five  (25)  feet  from  the  main  house  drain,  shall  be  continued 
full  size  to  a  point  above  t/e  roof,  or  may  be  returned  to  the  main,  soil,  or  waste  vent  ripe 
full  size. 

VENTS 

SUB-  SECTION  57 

LENGTH  Fi.OM  TRAP 

(,a)  Be  it  futher  ordained,  that  for  the  purpose  of  obtairi.:ng  a  directly  rising  vent  from  a 
.  veitical  waste  line,  a  fixtui-e  trap,  immediately  ’under  a  small  f  ixtui-e  waste,  shall  be  placed 
'net  mere  tl  •  h  twenty-fo’ur  (24)  inches  fiom  ti.e  vertical  waste  and  vent  line,  measured  bet’ween 
the  center  of  t:'.o  waste  and  vent,  provided  tiat  the  point  of  entry  into  the  vertical  waste  line 
is  not  lower  than  tne  bend  01  the  trap. 

EISTANCl  ALLOUEL 

(b)  For  water  closets,  pejdestal  urinals,  and  ti-ap,  standard  slop  si  ks ,  tr;c  cistace  allowed 
between  the  waste  opening  iu  tne  floor  or  wall  and  vent  stack  shall  ot  be  more  than  five  (5) 
feet  center  to  center  developed  length,  and  as  near  horizontal  as  possible. 

FRCKTBITEE  CCNNECTION 

(c)  No  vent  oine  sh"ll  be  used  as  a  wa’te  or  soil  rice. 

SUE-  SECTION  58 

I.IAIU  tENTS 

(3)  Be  it  f’uther  ordained,  that  all  main  vents  shall  be  run  undi.uinished ,  and  connected  full 
size  at  tueir  base  to  the  main  waste  or  soil  pipe  at  or  below  the  lowest  fixture  branch,  and 

shall  be  ext.  'dec  above  the  roof. 

CONNECTIO*MS 

(fe)  They  may  be  connected  with  the  adjoinin'"  soil  or  waste  vent  three  (3)  feet  above  the 
highest  fixture  openings,  but  this  will  not  be  per-’itted  "rhere  are  fixtu'-’es  on  more  than  six 
(6)  floors,  unless  the  size  of  pipe  be  increased  in  diameter  to  th  e  co-nbined  area  of  the  main 
soil,  and  waste  vents  to  be  served. 

CILCUIT,  LOOPS  AND  CONTINUOUS  VENTS 

SUB-SECTiON  59 

WHERE  PERMITTEE 

(a)  Be ‘it  futher  ordained.  That  evei-y  branch  soil  or  wastepipe,  to  which  a  group  of  two  (2) 
and  not  more  tnan  eight  (8)  water  closets,  pedestal  urinals,  or  trap  standard  slop  sinks  are 
connected,  may  be  vented  by  a  circuit  or  loop  vent,  provided  such  horizontal  branch  does  not 
exceed  twenty  -five  feet  in  lenght ,  and  the  fixtures  are  with'n  the  prescribed  twenty-four  (24) 
inch  limit  flora  the  branch  forming  the  circuit  vent. 

CONNEGTIO?IS 

(b)  Connections  from  such  branch  shall  be  taken  frora  Y  to  TY  bi'anches,  Y  and  TY  branches 
snail  be  installed,  flat  or  horis  ntal,  and  rise  -"o  y;"  ct^gree  ells  0.  tends. 

LAST  FIXTURE  CONNECTICN 

(c)  The  vent  shall  be  taken  off  in  front  of  the  last  fixture  connection,  and  must  rise  at 

an  anple  of  forty-five  (45)  degrees  to  vertical  to  a  point  above  the  top  of  the  highest  fixture, 
before  being  offset  horizontally  or  connecting  to  the  branch,  main  waste  or  soil  vent. 

RELLEE  VENT  ■  T _ J  _  ; _ 

( c)  Where  fixtures  "discharge  above  such  branch,  each  branch  sh;rll  be  provided  with  a  relief 
vent  one-half  (i-)  the  diameter  of  the  soil  or  waste  stack  t  ken  off  in  frcn;t  of  the  first  fix- 
tuie  connection  an  rising  at  an  angle  of  forty-five  (45)  degrees  to  vertucal  to  a  point  above  the 
top  of  the  highest  fixture,  before  being  offset  horizo:':tally  or  connecting  to  the  branch,  main 
waste  or  soil  vent. 

OFFSETS  IN  iAi::  SOIL  ANL  WASTE  FIFES  - 

( e)  The  main  soil  or  waste  stack  shall  be  offset  at  every  seventh  (7)  s'^.ory  containing  fix¬ 
tures  immediately  below  the  branch  soil  or  waste  connection. 

SIZES  C~'  VENT  PIPES 

(T)  The  main  vent  pipe  shall  conform  to  a'  d'tb.c  ra'''c'''  vent  p-'pes  shall  be  one  size  larger 
than  the  sizes  prescribed  under  Sub-Section  28. 

BRAi.^CH  VENTS  ANE  CONNECTIONS 

SUB-  SECTIUN  60 

(a)  Be  it  futher  ordained,  tnat  all  branch  vent  aJio  tack  vent  pipes  shall  be  free  frora  drops 
and  sages,  and  be  so  graded  and  connected  as  to  drip  back  to  the  soil  or  waste  pipe  by  gravity. 


lONNLCTICNS 

"lb) 


On  horizontal  I'uns  such  connect  ions  shall  be  taken 
irown  as  possible,  anc  rise  above  s’ach  crown  brfore  being 


off  above  the  center 
offset  horizontall.y . 


lines  as  near  the 


5KTS  BELOW  W'ATER  LINE  OF  FIXTURES 


(c)  Horizontal  vents  below 
7  the  nearest  paititio:i,  and. 
iT'iF.-SECTICN  61 


water  line  of  th( 
tr. 0  vertical  run 


fixture  to  be  served  shall  be  offset 
shall  be  connected  above  said,  fixt’ure 


to 


vert ical 


COMMON  VENTS  FOR  FIXTURES  .  . 

it  futher  ordaine~that  where,  bat:,  rooms,  water  c’osets  or  other  iixtures  are 

opposite  sides  of  a  wall  or  partition,  or  are  directly  adjacent  to  .  ach  oth  r  on  an 


located  on 
inseparable 


90 


and 


dv.elling,,  sjc.:  fixtuies  nay  havG  a  cotumcn  soil  or  viasiG  T.i  b  a  C  vont  oi'nG  slack. 

3UB-3ECTK'::  62  r  - 

BACK  y^rTiia  ti.aps 

( ® f uthei'  oi'i-ainec,  That  evGi’y  fixtui's  Iran  sr.all  te  protscted  fron  sjphon'^'^e 
tack  niesSoiiG,  a  t.  aii'  circulation  shall  ts  assui'Gc  by  nGans  od  a  vsnt  or  back  ve'^t  pips, 

A  loor  crai  with  a  niGcLanical  ssal  ■■.'la.v  bs  vontGc  at  t  <  wall  nGarsct  tc  t^e  trap. 

VvATEi  CLG3ETS,  UiahALS  AIJl  SLOP  3i;K3 

( b )  ITo  Gar thGuwar e  i' i xt uh e ;  fixtlirs  witn  ti'ap  corabinGd  shall  be  nrovidsd  witn  a  back  vent 
horn. 

i:.V6ry  ^watsr  closet,  pedestal  ui'iral  an-  slop  si^k,  raving  a  floor  connection,  shall 
be  tack  vented  from  the  soil  oi-  v.-aste  branch  a"!  pri-.ferable  on  the  top  of  the  branch. 

When  connected  v.'ith  tre  '.ertical  arm  of  a  bend  it  stall  be  ■■lade  ato'  e  t‘e  tor  of  t  ^  B  - 

horiz  ntal  branch.  H: 

BACK  kct  reikiree  * 

BCS-SECTICII  65 

WATEL  CL05E13 

^ a)  Be  it  futher  orcainec.  That  where  two  (2)  water  closets  located  c’  the  same  floor, 
disc'^arre  into  a  double  sanitary  T  or  TY  in  a  soil  or  waste  stac'",  they  need  not  be  back  vent .  d  if 
suc:‘  fixtures  go  not  exceed  the  five  (5)  foot  limit,  without  oth.  r  fixtures'  above  them. 

CTI-ER  FIX.'^UKES 

'  ( b)  Vi  wen  two  (<:)  fixtui-es  other  tnan  water  closets  c  ischarge  into  a  double  sanitary  T  or  H 

TY,  and  uher  are  no  oth..  r  lixtui’es  eiscuarging  above  them,  said  fixtures  may  be  back  vented  | 

through  a  common  vent  or  back  vent  pipe. 

TUB,  BASIN  OR  SI  IC 

(c)  The  waste  of  a  bath  tub,  basin  or  sink  m-v  te  connected  to  a  Y  or  Ty  fitting  between 
th^  closet  bend  and  t_ne  stack,  without  reventing  t  he  cioset  bend,  providing  there  are  no 
ot.  er  fixtures  disch.argi-gabove  . 


BACK  tlik'TS  NCT 

(,g)  Ko  cac!:  vents  shall  te  required  on  a  b  ck  water  trap.i 

(e)  Cellar  floor  drains  connectings  to  th^  h.  use  di’ain  in  front  of  a  soil  or  waste  stack 
and  prcvid-c  wi  a  ti-ap  trnt  nas  a  permanent  water  seal  of  ^ot  less  than  three  ^3)  inchu-s 
need  not  be  back  vented. 

REFRIGERATOR  Alii  SPECIAL  V-ASIES 

SUB-SECTICK  64 


IleCIRECT  v.ACTE  COIIKeCTICN 


(a)  Be  it  futher  ordained.  That  no  plumbing  fixtui-es,  except  a  bar  sink,  cental  or  fountain, 
shall  be  installed  vjith  an  incir?  ct  waste  connection  to  tr.e  plumbing  anc,  drainage  system. 

OPEL  EISCKA-  GE 

(T)  A  he  Haste  of  every  bar  si;  k,  dental  oi’  fountain  cuspidor,  soda  fountain,  and  drinking 
fountain,  if  '^ot  directly  connected,  shall  discharge  over  a  properly  water  supplied,  trapped 
and  vented  si'-^k,  or  mav  discharge  into  a  cellar  floor  di'ain. 

ETEZYSTCE 

Tne  size  of  '.e  ’"aate  pipe  si.all  confoi'n  to-ti-.e  table  in  Cub-Section  26. 

SEr-ARAT LY  l.^AiTEL 


Eacn  fixture  o'eninj  shall  be  separately?-  tramped.  I 

V  '  '■^TS  '  "  ■  '  ^ 

(c)  No  bac':  ven*  s  shall  be  r.quired,  but  '-m.on  fixtures  have  a  nom 'o»"  waste  pine  and  are  ' 
locatec  on  or  above  the  second  floor,  the  'va  ite  pipe  shall  be  extended  full  size  to,  and  in¬ 
creased  one  (1)  size  through  the  roof. 
liKIKECT  WA'^TE  CON  'ECTIC::  FOr.  REFRIGERATORS 

(T^  Safe ,  ref  xigera  ors  and  ice  box  waste  pipe  shall  be  installec  'with  an  indii'ect  connec¬ 
tion  to  tne  p-umping  and  drainage  sy/stem. 

C'EN  LISCHAKGS 

They  shal'^  discharge  over  a  properl;’  water-suppliec  ,  ti-apped  and  vented  sink,  publicly  placed 
not"  more  than  four  (4)  feet  above  the  floor,  or  may  disch-mge  i”to  a  cellar  floor  drain. 

In  no  case  shall  any  i  efrigei-ator  or,  safe  waste  pipe  i'senar-’e  over-  a  sink  located  i 
for  livin.g  pur-cses. 

jijach  lixture  o  eniny  shall  te  sepai-ately  trappec.  . 


in  a  room 


(e)  In  arartments,  flats,  lodging  and  tenement  house  where  the  refrigerator  wpstes  ex-'.end 
thrcu.'h  two  (2)  or  more  -.tories,  the  waste  line  3ha_l  extenc.  uhi'ough  'he  roof. 

In  no  case  shall  ref r igerator  w aste  lines  be  connected  direct  to  sewer. 

FI  TINGS 

“  (T)  Tne  bi-anches  or  vertical  linos  -hall  be  mace  ly  Y  or  TY  fittings,  anc  cleanouts  pro¬ 

vided  to  control  the  horizontal  pait  of  the  waste  pipe. 

VACNN”  clea;:i;:g  easts 

- (g)  Vacuum  cleaning  raachi-es  shall  not  discha'-  ge  direct  i'^+.o  •'■.he  sanitar,^'  sewer,  but  shall 

cisenarge  into  an  open  plumbing  fixt'ure  that  is  properly:  ,ra-"]-ec  and  vented. 

EATER  SOFrENEi:  VvASTE  .  ^  ^  ^  ^  H 

(h)  V.atei'  softener  -machines  snail  not  cischai-ge  dii  ect  into  a  -sanitai-y  se''Jer  ,  but  shall 
discharge  into  a  trap  having  a  permanent  water  seal  ol  not  less  tnan  E  in •  B 

STB  SECTION  65 


Open  EISehAR-GB  .  .  ,  ... 

- Such  pipe  shall  cischar  ye  upon  the  roof  or  be  trappec.  into  an  open  lixture  and  discharge. 


OVLRFLGV.  FI^ES  ..  ,  . . 

- Be  it  further  ordained,  that  the  overflow  pipe-s  from  a  water  sunclv  tank  shall  not  be 

directly  connected  wi  h  any?  cr-ain,  soil,  or  waste  pipe 
Opfeh  LlSehAR-GB 
Such  pipe 

SUE-SfCriCN  66  ■ 

bl-IIIAL  SAFES  .  . .  ■ 

- Be  it  further  or  ained,  That  urinal  platforms  am  sales  snail  not  be  directly  conn-  ■ 

ectk  with  any  drain,  soil  or  wa-ste  pipe,  except  -hen  usee  in  comM  ation  witn  a  urinal  floor 

gut^er^.^^ 

TbT^he  outlet  of  such  gutter-  shell  bo  provided  with  a  brass  strainer  with  arraegeraents  for 
f l...s.-.i -.g  tne  same  wnile  in  use. 

jch  safe  waste  also  ser-.  es  as  a  floor  waste  o-jtlet,  the  trap  shall  be  at  least  three 


(c)  If 
inches  in  diameter 
SUE  SECTION  67 


91 


I 


KITCr^E..  LA3TEC— aRi:A  TRAP 

Be  it  furtBei’  oi'cai’iec,  tnat  kitchei  or  o' hoi-  .^roaoy  wastes  fro-n  hotela,  reataur-ints ,  cl-ab 
houses,  putlic  institution!  oi'  oti;  .  esta  tlishnents  ig  ’-nnicn  much  cookin3  i  ■  done,  or  gr  «.sy 
vastes  obtain,  shall  be  intercepted  in/  a  eaten  basin  or  a  ;r-  aso  trap,  an(  then  concuctec  to  the 
house  sewer. 
u'uB  SBCTI0:i  d8 

kjTABLl  wASi'LS 

Be  it  furtr.er  ordained,  that  all  liquid  wastesfron  bar'^s,  -tables,  manure  ^'its  and  s'able  yards, 
shell  be  intei’centeo  before  entering  the  sewer  by  a  suita’'le  b  si'-',  rropei'l’  ‘^■ranpec  . 

VEilT 

Said  c'itch  basin  shall  be  provided  with  a  vent  not  le  s  th^--'  fo-ur  (4)  inches  continued 
through  tns  roof. 

SAkAGB  hASTBS  VENfS 

SUE  SECTIOM  69 _ 

CATCH 'basin  III  rUBLIC  aAhAJ-.S 

(a)  Be  it  further  ordainec,  that  every  building  or  p  I'tio  of  a  t’uildirs,  -^herein  are  kept 
four  (4)  or  moi'e  automobiles  or  motoi-  cai'  ■,  sh"ll  have  theix'  floor  drai-''  •  intorcente'  >efore 
entering  the  sewer  ly  a  catch  basin  constr..cted  as  follows: 

SIZE  AIJL  CONSTLUCTICir 

(b)  Catch  basin  sh- 11  be  made  of  cast  iron,  concreteoi'  vitrified  sewer  pipe  not  less  than 
twenty  (SO)  inches  ciametei'  oi'  squ-’re ,  anc  not  less  t..a  two  (S)  feet  i  cep  h. 

LCC''L  VENT 

tcl  ^ch  catch  basin  shall  be  pro  iced  witn  a  thr  e  (3)  ir.ch  cast  iro  local  vent,  calked 

with  lead,  anci  the  local  vert  shall  be  taken  from  a  point  of  ti.e  catch  basin  a  tee  the  top  of  the 

horizontal  waste  extending  to  the  sower. 

FfJN  ANL  HEIGHT  ABOVE  HOOF 

(c)  This  local  vent  shall  be  carriec  -underground  t  a  point  at  one  sice  of  the  garage  and 
extend  one  (1)  foot  above  the  floor  or  gro’und  le  el,  fro-"i  whic::  point  it  shall  be  carried  up 
v'itn  eithei'  cast  iron,  galvanized  -/’rought  oi-  jt.el  pipe  '  a  poin-^  not  less  ’ha  two  (S)  feet 
aiove  the. roof  with,  a  globe  ventilator  att  ched  to  prevent  town  draft. 

HEIGHT  ABOVE  GhOUNE 

(e)  Local  vent  stack  -.hall  not  be  less  tnun  fifteen  (,15)  feet  from  the  ground,  nor  wi’-hin 

fifteen  (,15)  feet  of  any  'oor,  "lindow,  sou  tel  oi'  aii'  haft,  unle.ss  -vi.e-  so  placed  the  ter-iinal 

shall  be  placed  at  least  thi-e..  (3)  feet  abo  t;  all  sue  o  ori’  js. 

CUTLET 

(f)  The  outlet  of  the  catch  basin  to  the  sewer  shall  st.^r’*  at  a  noint  twelve.-  (1.;)  inches  from 
the  bottom  of  the  c-tch  basin,  ri-e  twelve  (12)  inche"-  veT-'".ic'’l  to  hor-zo’^tal  by  inserting  a 
combination  TY. 

CLEAN-CUT 

In  the  end  of  TY  calk  a  clean-out  cap. 

©THEx.  AHL.A'JGLHEN^T 

(g)  Any  similar  arrangtment  of  the  outlet  pipe  may  :e  peinitted  by  the  Fl'umbing  Inspector  if 
in  his  opinion  it  will  answei-  the  above  stated  purpose. 

..AliJ  VEiJT 

(,h)  The  main  vent  on  gara-’e  drains  or  catch  basins  shall  be  the  same  size  as  the  main  was’e. 
PRIVATE  GAI.  GEG 

(i)  Every  building  or  portion  of  a  building,  wherein  ai’O  kept  less  than  four  (4)  automobiles 
or  motor  cars  shall  h--ve  their  floor  di-ains  intercepted  before  enteiirg  the  sewer  bj'  a  floor- 
train  with  I'eceptacle  approved  by  and  satisfactoi-y  to  the  Inspectors. 

PLUH5ING  EIXTUI..:S 

SUE  SECTION  70 
LCCATIOT  OF  FIXTUhn.S 

(a)  Be  it  further  ordained,  th  t  no  closet,  urinal  oi-  slop  sink  shall  be  located  in  any 
room  or  apaitraent  which  does  not  contain  a  window  placer  in  an  extei-nal  wall  of  the  building, 
or  is  not  provided  'ith  a  system  of  ven' ila t io- . 

V^.fTiLAriO"; 

(,  fc)  Ventilation  from  ioilet  rooms  shall  be  separate  and  distinct  and  have  no  connection 
whatever  witn  the  other-  ventilating  ducts  in  the  building. 

SUBJECTION  71 
MATEI.IALS 

B  e  it  fui-thei-  ordained  that  all  receptacles  used  for  water-  closets,  urinals  or-  otherwise 
lor  the  disposal  of  h'u.aan  excreta,  shall  bo  either  vitr-ified  ear-thenwar-e ,  hard  natural  stone, 
or  cast  iron  ooi-celain  ena.-ieled  on  the  inside. 

SUE  SECTION  72 

cfen  flu  :eing  ' 

Ee  it  further-  ordained,  that  all  plu-mbing  fixture-  shall  be  installed  or  set  free  and  onen 
fi-ora  all  enclosing  work.  ' 

SEALS  A.jL  FLUSHING  RJilS 
SUBSECTIO:i  73 

visie-le  tr.-p  seal 

(a)  Ee  it  further  ordainec,  that  all  r-  ater  close-'s  or  pedestal  urinals,  or  sloe  sinks  ’"ith 
teap  comlinec,  shall  have  visible  trap  seals. 

FLUSHING  I  IKS  * 

(b)  '  All  ci;atsr  closets  or  pedast.alurinals  shall  be  providei  wi'^’h  flushing  rims,  construe  cd 
30  as  to  flush  the  entire  interior  surface  of  tlie  bowl  ther-eof  -."ith  -"ater,  as  pr-escribed  iw  Sub¬ 
section  79. 

SUB  SECTION  7k 

SlilKS'l-Ji.UIF.::!. 

Be  it  further-  ordained  that  whei-e  any  privy  vaiilt  or  cesspoo  is  ordered  abandoned  and  a 
sewerage  system  is  available,  a  yard  or-  slo-  sink  or  a  kitchen  si’-'k,  sha  1  be  installed  on  t  e 
premises,  in  addition  to  the  water  closet,  to  pro-.ide  suitable  means  for  carrying  off  was’-e 
water- . 


ro 


'.-.a: EL  StOfSfs 

3UBSECr]'0X  75  __ 

bOglB  aRGPTRAES_.  I',;.- 

<"ot;ls  a&d  "ferapB  for  'vStEr  ol6aetsr5hfiili"be  'm^ctfeiin,  one 
piess.canorofiauch  she.,  a  anC.  fot'o .  es  to  hold,  a- -saf f  leiont ’  qnalMtv' orhBetet'- ■ -htn  filled  ai™ 

S"  to  completely  .eubmer^o  any  nattec  oerooitec  E  then  Ld  "oper?”  elosh 
ptp®  '"'t®"  -he  conlen  s  of  the  to«l  ar.  c;ischa)-.^e(- . 

LEVI C  =  rg CL03- -'.:  I. I^jl,L0y_E0\^  TAE^l'^  SHALL  EE  C^'  A  SY.'HO  rAETEIET  PLQ  IEEE  ITH  F.EFILLT’^G  ^ . 
FRCSTPHCCF  CL03ETS 

(c)  Frostproof  closets  nill  te  rermittec  i-  out tuilo in-s  only:  and  such  outbuild inps  shall* 
hatitation^or''"ccipLc-!'^  nearest  point  fron  a  lot  line  of  a  building  used  for  hunan 

A  po.cn  or  otne.  builein-  or  structure  attached  to  any  buildin;  used  for  hunan  babitati 

01  ccCo.ipanc_\  snail  be  con  idei  ec.  a  nai't  of  such  cuildi'i  ' 

LI:T3  Co¬ 


lo’S 


(d)  Fan,  valve,  -lunger,  of.  set,  'vashout,  latrine,  and  othei-  wat  r  closets  havin^  visible 
seals  or  an  unventil  ted  sp  e,  or  tne  ualls  of  nicn  not  tnoroughly  -ashet  at  each  disc-n 

Ins' ecto^'^  ^  ^  -ncn  exi  .;ting  clos  ts  snail  te  renovec  ■v:.en  sc  oi'cei’ed  by  the 

Long  hopper  v,)at<L.r  closets  and  siuilai-  appliances  shall  not  here:-*  tei-  be  installed. 

Ui.  J-.ALS 
SUESLCflOF  75 


IfA?EI:IAL3 

(a;  ^  ee  it  furthei-  oi-ai-e^  ,  that  all  urinals,  ti'oujhs,  or  gutt  ers  other  than  those  he  eto 
loie  ^r  scribed,  shall  te  constructed  of  .Tiatei'ials  impel  vious  to  ncistui  o  ^nd  vr  ll  not 

cori-o.e  ..ncer  the  '’ction  of  uiiae.  ’’  ‘  ' 

3UFfF-.3 

..  li.nen  llooi  ^u.^ers  ai'e  us .  d  as  uihnals,  ‘-.he  gulL.ers  shall  te  aace  with  "oi’tland  cement  or 

ouner  impej.  vious .  material,  and  ‘he  ilooi'  and  'malls  witliin  five  (5)  feet  of  such  sutter  shall 
te  mace  equally  '.vat  i  -l  i  -ht  "nd  i'-ioei'vious . 

3 FEELS _ 

(c)  In  districts  naving  no  sewerconnect  io  1 1 ,  coppei-  oi'  ’..al'.’.amized  ii-on  uri"al  trou.gbL.s  may 
te  usee  in  outhou.es,  iu.es,  tarns,  and  in  yarcs,  and  at  least  (.10)  fee‘  distant  frora'^anv  builef 
of  a  tetter  :race,  anc  not  less  "h-r  fifty(50)  feet  from  any  cistern  or  well. 


SIKK3 

SUBSECTICM 

77 

ECCEEY  T.L.'l 

’T* 

Be  it 

fur 

Oi-  pai't  of 

tui 

:.ATK  TUr.S 

73 

urt'.  1-  or'-aine  ,  that  fixed  'vooden  mash  tr- ys  or  sinks  arc  prohil  led  in  any  tuildinf 
uildin’  cesi  jnec  oi'  u.ied  foi'  iiu'ian  habitation. 


C&PPEL  .LliJn 


fce  it  fui-thei-  ordained  that  n.  new  coppei-  linad  woo  en  l:a'h  tu'  shall  deinstalled  nor  shall® 
old  fixtuie  of  this  class  be  reconnec  ed . 

Any  defective  bat'n  tub  concern  ed.  by  t  .e  Inspectoi-  snail  be  I'emoved 

.  I A  .  :Lf .  o  w  f '  b 

SLb  3.1.0 riCd:  79 

EAf-:K  3hP?LY  TO  FIX.'U,.,'; 

(a)  5i  it  further  ordained,  that  a  1  "'ai  -r  closet'-,  urlf'-^l-  or  o  +  hcr  nlumtin'.'  flxtu]'es 
sh'-ll  be  "i-o'  ide.  i  hh  sufficient  su-~ply  of  ■'’atei  for  -'l-.'.-'^  i  n  - ,  to  I'esn  ‘hem  j'-  T-]-orer  •’nc 
sanitarp'  condi'^ion. 

;  Af-I.  OLOfZf-  A":  ULI':_J_3 

(t)  ::o  water  clo.iet  or  u‘.  inal  bo-.vl  -.hall  be  su,'  lie  directly  fi'em  tr.e  'at-:,r  suprlv  nines 
b'ut  snail  ie  su  lied  from  a  fluj-.-inj  ta-k  or  bv  ane  irn,  I'O'vec  flusho.metti-  valve. 

FLES.mJ;.!  TANKS 

(c)  \.here  ^  lu.Liing  tanks  ai'e  used  a  ’.-raier  closet  or  urinal  ^  c"!  shall  ic  indirectly  flu  her 
through  a  tan.x  of  at  leas':  four  (4)  gallons  capacity  for  3--'cr  water  clos't,  and  t'-'o  (E)  -allons 
for  eac.n  -urinal. 

FL'JS.m  PIPE 

(d)  The  tank  shall  be  propei  ly  s'applied  with  watei-,  and  the  flush  :  i  e  to  '.he  "Jater  closet 
01-  urinal  .shall  te  at  least  one  '-nc  one-  u-rter  (1  1-4)  inches  in  diameter,  except  for  outside 
nopper.3  and  ui  in.als. 

UPT  :aIS  1  T-r' 

TAhTv.ZfC.  ,  3J"^LY 

(.1^  A  grc'up  of  urinals  on  the  same  floor,  rutp  ct  to  constant  use,  as  i-  schools  and  factories 
may  be  s-unniied  from  one  tank,  if  pi-c  iced  '-'ith  an  a'utomatic  simultaneous  flush,  proA  ide/  th-’tH 
eecr.  ndivicual  urinal  shall  receive  not  less  thr  n  one  gallor-  of  -wc.te:  at  each  f'ushin  ',  H 

'nd  'he  cisch-’rge  is  of  sue;,  force  as  to  cleanse -each  i"x  i-.' id-aal  boT'l  at  each  flush. 

(f)  All  urinals,  havin  ■  eit.ii.i-  intermittent  or  automatic  clu-hing,  devic-s  shall  te  flushed  at 
rcg'ular  inter  als,  not  to  exceed  tenClC)  rnin'u  e‘;  eacn  during  the  ho'ui-s  that  such  fixtures  are 
in  use. 

BACKS 

(g)  The  backs  of  gutter  stalls  to  the  height  of  thr-.e  and  one-half  (3?-)  feet  shall  te  kept 

constantly  moist  with  a  nro’~ortion?tG  sup'-'ly  of  w^tei-  -h?;'’e  in  use.  _ 

uRi:7i.  TPOuiHS  A:n:  guttefus  ■ 

(h)  jrinal  troughs  and  -'j  tor-s  sha.ll  be  flushec,  witter  ':y  '-n  sut  matic  fl-ushing  tank,  the  ■ 
same  s  re  uirec  for  indivlcual  urinals,  or  m  y  bo  flus.hed  v ;  'ir  ct  water  sun-iv  through  a 
brass  pipe*carried  the  ful"  leng'h  of  the  troug:  ;crfoi''t.nd  every  two  (E)  inches. 

FLBShlKS^  TAIK  VAL"  3 _ 

(i)  .Ail  valves  of  il-ushi-j  tanlcs  shall  be  so  fitted  end  adj-usted  as  to  "revent  the  waste  of 
water. 

The  Eater  fro.'n  fl'ushing  tan.fu  shall  be  used  for  no  other  purposes. 

lusb:o  :et..l  vllves 

(j)  All  fl-usho-neter  valves,  used  in  place  of  tanks  I'or  ’'-ater  closets,  shall  be  of  a  generally 
approved  type  s  tisf  actor.’  to  f'' e  Inspector. 


f)3 


YARL  C^TCH  idASIj 
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LIKLrJSICi:3 


(A)  oe  it  further  orcp.inoc  ,  ihat  yac’d  catch  tasiu.j  vnnic..  i'eceive  'urface  ci-aln-.^o  or  the 
LIQcharge.  from  hydr 'nts  oi’  uaste  pipes  shall  be  not  less  tnan  twelve  (Ih)  i^che  •  in  f'iam'  ter 
and  have  not  less  tnan  a  four  (^4)  in^'h  trappec  outlet  for  cle-n  ,  and  pi  cec  felon  the  trost 
line . 

INLET 

(b)  V.here  the  inlet  is  liable  to  injui'y,  the  same  shall  ’o  p:  ovice  ’”ith  heavy  cast 

iron  frame  and  strainer  set  flush  with  the  prace. 

VENT 

dc)  Each  yard  catch  basin  or  yardsink,  when  installec  witnin  t  n  (10)  feet  of  any  'uilding 

used  for  human  habitation,  shall  be  vented  with  a  two  (0)  inch  ven  pi?®' 

SUBSECTION  6l 
SUESOIL  CATCH  BASINS 

(a)  Be  it  further  oi'dained,  ‘■-hat  subsoil  catch  ba  ins,  located  ’-'he'-e  'he  ’"at.,  r  f  ".uctua '  ion 
is  such  th.-’.t  a  constant  water  seal  on  the  trap  outlet  is  no'",  .m  intained  shall  be  locatec 
outside  the  walls  of  the  building  anc.  r  rovided  'With  a  balloock  attached  to  the  water  su*- •  ly 
pines  foi'  the  maintenance  os  such  seal. 

TB'.APPLL  OUTIET 

(Tl  The  trapped  ou-"  let  for  such  catc:  basin  shall  e  f oi- ned  by  turning  a  f oui’  (4)  inch  bend 
or  invert  down  into  the  water  of  the  basin  to  -’’ithin  si"  ;.6)  inches  of  'he  botto-. 

KITCHEN  CATCH  BASINS 

su^  SECT  to::  as 

CONSTRUCTIQii 

(A)  be  it  further  oi'c  ined  that  eaten  basins  foi'  receiving  kitchen  ;tes  sha.''l  be  constructed 
Water-tight  either  of  brick,  concrete,  '.ile  or  c"='=t  iro’"'. 

If  of  brick,  tile  or  concrete,  they  shah"  be  at  ’’.east  t”;enty  (EC)  inches  in'^er’"”’!  diameter, 
anc  be  finished  with  a  sone  oi'  ii'on  cover. 

GREASE  TRAPS 

SUbSECriON  85 

INTERCnc  riNG  CATCH  L AST  'S 

(,a)  be  it  furt.  er  ox'daine^.  th  t  -"heii  gr  ase  traps  ai-e  installed  in  connection  "’ith  vegetable 
and  pantr'3’  sinks  sa.mo  shall  be  proviced  ’."ith  a  deer  watoi'  seal  trap  combination  and  int er cer-"  ing 
paitition  which'-ill  pxev-  nt  bi’okon  vegetable  p.ariicles  and  inilai’  sub-'  r'"  c  fr-o.m  ’oi>"g  out 
and  clogging  waste  fipes. 

COVER 

(^b)  An  iron  cowr  with  tight  joint  hal'  be  pi-ovieed  ’•'i''.L  bol's  ox-  sc:  ews  for  fasteni  r,  -^ne 
to  be  easily  i-enoV'  c  'hen  necess-i-y. 

V.ATEi.  SEAL 

(c)  The  Interioi'  ant  exterioi'  wat  r  Sv  al  trap  combin.ati  oi: ,  ■  nc  the  intercept  i'-g  partit  o’"' 
and  inlet  from  sinn  simll  be  •ubmei  ged  in  (  oep  s<r,al  water  this  pi'ev  n'ing  escape  of  se’”  i-  gas 
01'  catch  basin  orc.or  ;  wnen  cover  is  remo-.  td  for  clemming  or  inspectio''. 

CLEA'HNG 

(d)  The  ji-ease  xhoulc  be  re -lovtjd  from  the  gi-ease  trans  at  le”  ^t  thi’  e  (C)  times  each’eek 
when  the  nreae  trays  are  installec!  in  ;  esta  .-ran"  s ,  hotel-,  lar;e  nnr  _'utlic  institut  ions . 

SUeSeCTIC  64 

FA^I::^  iXiUSe  LRAI  !AGE:  R'STALI.ATIC  : 

a )  Te  it  f  urther  ordainei  that  evci'y  packing  he'usb  -n  d  othei-  osta i  lishrnen'  "  hex-e  T.iase  is 

x-endei-ed,  used  or  -stored,  snail  nrv.;  installe  a  system  o.'  era!'  age  basj-'S  (made  of  iron  ox-  steel 
preventing  tne  -rease  .rom  fin.ding  its  way  in’-o  t:.e  sen  ■,  ■'uc  si:  '  conn  ist  of  the  fol''ov’ing; 
ei--Etn^  ifiiiC-  PiAeLuS 

(b^  One  (1)  EC-inc;.  diameter  of  'op  and  It.  s  ^  tr.a-  thii-ty-ei  ;ht  C^c)  i  'c'-es  deer  iron 

floox-  drainage  basi  .  to  be  provided  with  an  iio’^  ’-emcv^)-le  re  ce”tacl  i’^side  of  ""he  basin  to  i-ece 
ive  the  grease  anc  other  material  wa  ihec'  inf.o  the  •  s  ■'  . 

CONSTRUCT :L 

(c)  -he  basin  shall  be  providet'  '-’'ith  ®n  Ir  c;  c.mbex-  t'-.e  x'eceiv  :  i"  -  -  3e:’'ara'‘e  com¬ 

partment  const:  ucted  in  such  a  mannei’  that  ""-ha  the  discharge  grease  and  o'her  solids  ’.".’ill 
accumulate  in  the  receptacle. 

INLET 

— T^y  The  inlet  of  the  r.tceptacle  mu -t  be  pi-ox  ice  -  ith  a’^  iron  guard  having  a  solid  iron  top 
efi  sufficient  size  to  entirely  conceal  the  -gening  of  the  i-..certvcle  when  cischar-ing  ’"J?t  r  ox- 
othex-  material  into  the  basin.  ’ 

vENTii.vno:; 

(e)  The  air  cha  .'-tex-  c o  .inar tment  .shall  be  ix  ovidec  -"iti.  at  least  two  (k.)  t”'o  (E)  inch  vent  h’ub 
connections. 

Top  of  basin  shall  be  providec  with  iron  b.ar  gate. 

Two  -inch  vent  stacks  must  bo  connected  wi-"h  the  a.ii-  chamber  and  -must  be  extended  outside  of 
tr.e  building  or  thi'O’ugh  the  roof. 

One  vent  oipe  sho’ulc  be  several  feet  higher  than  f-ao  o-">.er  i”  order-  to  establish  a  cent  x'-^uo’us 
c irculat i on . 

kait-:oie 

(^f)  One  (1)  EC-inch  diamet  r  of  to:  abid  not  le--  >  'ha'  36-i-ch  .k.-;en  co'.xble  tra’-'red  grease  trar 
basi;:,  shall  be  provided,  wit-.  7xlE  inch  hand  iiclt  cover-  in  "o  of  n-ea.xe  trap  fox-  removing  the* 
grease,  with  E  inc".  vent  hut  connection  at  tor-  of  .-rea  c  '.x’Xip. 

VENT 

(g)  Giease  trap  shall  be  vented  with  a  E-inch  stack  '-t  outlet  of  gr .  ase  trar. 

EXCESS  CAT^ACIT' 

yE)  V-.hen  an  establishment  in  ’.”hlcv  the  drai  age  --s-"..'  --  is  -".o  be  i"" st a  1"’  ■  d  is  of  greater 
than  ox-dinary  capacity,  i;x  that  ev..nt,  lar -.er  ox-  a  serie-  of  basi''s  sbo'nld  be  inst.all  d  tc'  -meet 
the  requirements  for  said  establishment. 

The  sizes  to  be  determinec,  I"  bhe  Citv  Depart  sent  having  this  i:'  ch-r  se. 


ru  ..r'S 

SUBSECTIQiJ  ac 

PIATl'CP.:.! 

c-Jnl  plntform''noflcri‘?.^;,'-‘3ix''r„)^“P?  'in\’ “>■ 

u,  aroinc'P.e  saraeP^nilhir  lai!baa''of -'4  •o'“ 

iS  lo  run  all  surface  nat  r  anav  fioi  ‘Pj  .in  '  '  "I"*  o™.  ^  ismer 

r  ji  ^ '”c«r  -6  cr  cp^e’-+  ''ut-^era  or  se’-'er  rire  drai’^s  '^'hich 

“+  S  y  anc  tiscnarge  same  ?+,  -  rci'^+  "  .ss  ^hp-  +'-en'  v  (20)  fee  + 

Cl  Stan  a  froii  the  ru-ti.  ‘  -  en  ,  /  (cvj  le.e. 

Sh.'.TB,  C.03PCCL7.  ANL'v.A'JLi’S 
ShbS^cTic;:  ae 

erai;:a3p  hplop  'pppi.  l s\i.l _ 

.1.  i'urthen-  orcainec  tnat  in,  all  luildingi  in  which  the  whole  or  part  of  the  house 

laina^^e^  oi^pl^m^ing  syste  i  tnereol'  lies  helo’"  the  ci  ov.'n  iPYe?  of 


wastuS  shall  he  lii  ouc  1:3/  artificial  means  nne  disc  i'  -e  ^  • 


3h£  oPCTICf  bV 


ne  main  se-’ier  sewage  or  house 
.e  house  sewer. 


3iJ .  :p3  a: ; l  .c _ i v i  : i  ta: :. :3 

•  ■'*'  oinained,  that  all  suh  h:  u-uj  di'ains  shal''  c'ischa 

air  tij.nt  sum/  or  rcc  ivi-  '  '  -  “ 

hicr.  sump  or  receiving 

^ ^  ^.y  ;.r.  s  e,iL.ctoi’s.  or  an^’  g  nail"  ef^icio’t  'gI  o' 


;i3CH'i.ai 


C~)  f.uch  sumr  :■ 

ioC-.iVc  ^5*0 

3UL  3..C1'TCP  _Bo 
_.J..Ci'C.  3  hf 


t  a  n  I  ■ 

no 

'  OC 

k  the 

j  0 

■■’a  'c 

or 

anp-  c 

..ually 

b.. 

0  i  ho 

•a  ut  0 

’u 

lie. 

♦ .  »■» 
uj 

4.  , 

ge  into  a  oerfectlv 


L.hon  -aut  0  la  t  i  call^’-  t.  i ’.chai'  ;ec  0.  bt  of  sufficient  canacity 
-L  'SuGj  -0..'  .0 1  le  ■' s  than  tnont^  -four  (.34)  hours. 


A3T3  ?c  .uf  V  ::tp: 


re  i .  ui’thui'  oi'daivi 

-  -  "I  i  1- 


+  In  .  +  -L  V-  ( 
,  u-l  -  •  ‘ 


.n  .,..,i-..i-.  ,  .  u/"'®  or  waste-  pi.  -,  le^c  in.g  to  an  ejector  or  other 

■' •  ■  u  Oi  x,,_  1  n^  sewane  oi'  other  'aste  mattei'  to  tne  sti'cet^*^  shall  hei'e  a  vvatei' 

G^ose.n.  are  .n  tall..,  to  ^rovic.  'nith  a  soil  ■  nc  vent  .ire  not  le  s  than  four 
(.  -)  incn..s  i-i  eianici.Gi-,  ■■nd  rhei’e  fixtui-es  othtr  than  watGi-  cloief  i  Pia 

eiaraeter  as  the  soil  or  waste  :  ir  e. 

o  \j  b  o  ue  X  1  — . .  o  t 

£ui:Cfe,.3  FCh  3U 33011  LP A T h  '  i Z 


t-’lled,  the  vent 


BZ  it  furthei-  ordained  that 


1  r 


level,  automatic  water  ejec^,  rs  nrovice 
shall  be  us-e. 

Suen  elector  :  or  an^’  eevicc  raj.3i-;-  subsoil  \"at- 
SLb  SZCTIOii  9C 


hen  subsoil  c'^tch  h^'nins  ai'e  in  talle  belo"'  the 


sewer 


'■•ttached  to  the  ■■’pin  water  supnly 


o1 


(  1  sch-^r  je  i"  '  0  sewer 


MCXCL.,  G0;.P''I..-:3  01,3 

(.a)  ri-  it  xUit.n.,1  oidaineL  uhat  all  mo'^o.  s,  ail’  co  i).  I'e.: -.oi’.s ,  and  air  tanhs  s^'^ll  he  1 

located  hei-e  t  .ey  are  o:en  for  insnection  and  re,s:>.ir  at  all  ^i-a^s.  '  "  I 

AIR  TAllv  ■  ■  ■  ■  I 

(^)  *1.0  ail  -.an^.o  shall  he  so  pi’cr oi't  1  oi'.e d  as  to  be  of  eeual  cubical  canacit”  to  the 

ejectois  con  .ected  thei'e’"itn,  in  '.vhich  tr.ei’o  shall  1  m  m'’i'‘'tc’ ire?  oiq  aij-  prcssui'o  of  not  les.s 
than  t?,'o  (2)  pounds  for  each  foot  of  i'.e ’ht  the  sewa"e  in  to  fe  ^-pi^ec 
CZ33PCCL  OR  SEPflC  ta:.7: 
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LOCATION 


(.a)  i.e  it  fui'thei'  orcainod  th  t  where  a  futlic  sow-u  isnot  availalTe,  and  -ritte’"  aut'ror- 
ity  has  teen  secured  fi-om  th  -  health  Oi  i'iccsr  to  constiuct  -uch  ces'-”-ool  o;  septic  tank  anc 
there  is  sufiicient  area  fior  th,-  purnose,  a  w-t  r-tifht  cess  ool  or*  se’tic  ta.' k  may  be 
use(  to  receive  sewage  oi-  oth.  r  domestic  iwast  s,  which  ma,”  e  ovoi-f lo'''iec  to  a  leachin^' 
c_3spocl.  providing  tnei-e  Is  not  danger  of  corf.ami ‘ t  i'-^ g  a  water  sumiTr^  wdl  or  s-min' 
t.  e  soil  is  of  absorbent  character.  ‘  '  ’  '  ■‘■'' 

Ctnei'wise  a  tight  cess  ool  only  shall  be  used  or  se-'age  ti'eatmcnt  •’'ci'ks  shall  be  const'-uc 
fed." 


an 


T' 


::  J  TT. 


(b)  xij^hu  Ox  leac  Ccss^.oolo  may  be  Uooc.  jO  x’  —  c.  ive  so'  age  ox*  0*, z_  i'  comestic  ’’’pstes 

onl;.  when  written  p  rmifesion  to  that  ef  eet  has  been  seeuxed  fi'o.i  th  healt^.  officer  ^anc'  such 
permission  can  be  given  only  z-.cm  a  pu  lie  sewex'age  system  is  rot  available.  ’ 

URxLN  FhOx-:i£IfZZ 

(c)  No  cessrool  for  .se-iage  shall  be  constx-ucter  l-o  e'a  se-'OX’  is  avaiable,  nor  shall 

arm.'  connections  from  such  cess  ool  be  mace  ■’  ■  +  1.  pn”  se-’  z* .  ’ 

IN  EXISTTZg  LJiLLIfJGS 

(d)  Cesspools  no*  existing  in  premises  acc.  s-’i’  le  to  a  sewer  and  ces-spools  that  m-v  ■ 

hcxeaxt.r  become  accessible  -^.o  a  se’-’er,  shall  i.e  (' i  sc'cnt  i  rue  c  ,  em’-tiod  of  their  H 

contents,  cl/anec  out,  anc  t<  x  illud  eai'tn  01  a  jz.os^  -a.nc  the  house  sewex'  sh'  1 be 

disconnected  fi-o-n  the  old  cess.'iool  and  le  X'ecsn'.ect/c  with  'he  public  sewer. 

SUB3-CTI0I.'  9x/ 

TIGHT  CZ33?C0LS:  CONZTRUCTIC:: 

(.A)  Be  it  fux'ther  oxcainec  that  a  wat;,r  tight  ce3s;-ool  for  drai’^’a'ge  shall  not  be  less 
tnan  six  (6)  feet  in  diameter  by  ten  (10)  f^ot  deep  in  cl-;.ar,  or  ecu:  j  s-a  1  en+  brilt  of 

cast  iron,  vitx'ifie  brick  ei  -'ht  (b)  inches  thick  lai'  iHH^ghbepeJit iTnortar-"'*' or 

Portland  cement  concrete  ei.ght  (b)  inche.s  thick,  anc  made  water  t  igh^^ahe  '  7nhV  so.  fl 

LOCATION  ’  I 

(b)  No  tight  cesspool  shall  be  ’-laced  withizx  two  (2)  feet  of  any  lot  line,  or  Twenty 
(20)  feet  of  any^building  or  cistern  or  thirty  (3C)  feet  of  a'-ji  well,  spring,  ox-  ot'.er 
souree  of  water  supply  used  for  ci'inking  or  culinary  purposes. 

-- —  ^c)  Tight  cesspools  shall  be  vented  with  f o’ur  (4)  inch  vent  pipes  extending  not  less 
than  ten  (10)  feet  above  the  ground,  and  not  leis  tnan  twenty  (20)  feet  from  any  window, 
door,  or  othex*  openings  in  buildings  used  fox'  huraa  m  habitation. 

SUB-SECTION  93 

LEAC::i'  "CN^^OLS :  CONSRTUCTION 

(a)  Be  it  f'utnei  ordained,  That 


leaching  cesspool  shall  not  be  less  than  the  di 


lOter-tight  oess-pool,  linoC  Bitii  brick  or  stone,  vilt!  out  nortar. 


95 


c^ing  censDOol  a' all  te  placed  within  one  hiincrt;  (ICO)  feet  of^  a-y  dwelling^ ^ 
cistei'n,  or  niti.in  three  hundred  (300^  feet  of  tre  source  oi  a  ,  ..a  y* 


mensions  of  tl 
LOCAT-^ON 

(ly  No  1 
or  water-tighh 
SUE-SZCTICN  94 

^yfy^utLr-Mnif^'Tbat  tl,nt  anO  leaoblng  cesspools  shall  be  provided  nlth  tnenty  (£C) 

inch  cast  iron  ri'gs  and  covers. 

3UE-3ECriCN  ^^5 

n‘iSrtier°orCalneo,  That  tne  Inlot  an<  outlet  oL  t;.e  tight  cesspool  shall  bo  submerged 
at  iLsl  one  (1)  foot  beloH  the  flon  line,  and  shall  be  of  tne 

The  piping  between  the  tight  and.  leacn  ng  cesspool  -.ay  be  either  of  vitrifiec  ^e..er 

or  cast  iron. 

There  shall  be  no  o 
USE  CF  PRIVY  VAULTS- 

SUE-SEGTION  96 

V.h£i:E  FZR..ITTEL 


'ice 


tlet  f  on  a  tig'  t  cesspool  except 


tc  a  leac^'‘ng  cesspool. 


la)^  Be  it7  Furtiu.r  ordained,  That  privy  vaults  .ay  be  constr  ctec  only  o  _pie;nice 
^  '  ■  . ,  ,  ^  . ..,-0+.-,  V,  i-iriissi  .r  has  bten  abtained  -.om  the 


re 


water  anc  scw.u-s  are  not  available,  and  aft..r  writte  j,. 
Health  Officer. 

%'KERE  PROHIBIT  D 

.e  constiMcted 


(b)  Privy  vaults  s- all  not 


.'Loie  a  sewura  skater 


avai'’.  able,  ’'^or  or 


any  lot  wheie,  in  cleani  g,  *■.  rJght  soil  w  ul'.,  ve  to  he  -arr:ed  t.-rought  any  building  of 

human  habitation,  nor  shall  any  old  vault  be  connected  to  -  sewer. 

IN  EXIST  I  'J  BUILEI.TGS  p.  m  h  V.  1  ^ 

Vault  s ,  now  existing  i  p.ernis>j'  accessible  to  seWL.r ,  shall  cleanec.  uO  bottom 

and  filled  with  asnes  or  earth. 

VAULTS  J 

9T 


SUE-SECTICH 

LOG  vnoN 


(a)  Be  i 
or  other  reso 


That  no  vault,  manure  pit. 


orB' 


t^p  cesspool,  septic  tank, 


f^rth&i'  oi  Gained,  _  .  ,  ...  - 

or  oiner  resexwoir  wric.h  i.s  used  as  a  privy  or  receptacle  ."oi'  human  o:  aminal  excreta,  snail 
be  locateo  wit'.in  two  (L)  feet  of  ar-y  building  lot  oi'  allep’  line,  or  twenty  (u^O  feet  of  any 
street  line  or  any  build  ng  of  human  habitation  or  accupnnc  -,  or  wUi.in  fifty  (5C)  f  et  Ou  any 
cistern,  well,  spri'ng,  or  oth  r  source  of  watei-  sunply  used  i'oi'  t  rinkir-g  or  culi^'ary  purposes, 

-  --  or  p 


.■'hether  they  ar 
EXCEPTION 


located  on 


same  or  an  ad  Jo  ini.  .g  lot,  oi' 

Tift;  (50) 


(b)  No  privy  va^Ht  siiall  be  located  wi  tni 
CONSTRJGTIO:^ 

ts,  01'  oth  r  open  top  reservoirs  described  i 


ise  . 

t  of  any  schooj.  building. 


Article  "a"  of  this 


{c)  All  vaults. 

Section  s-  all  be  of  either  brick  or  concrete. 

Vaults  shall  te  made  ti  ’ht  and  t:  eir  walls  conti'^.ued  tv/elve  (lu)  i'-  ch  s  above  the  .gro’und 

suriace  to  preve  t  surface  ci'ainage. 

No  retem’ep.re  ceme'-.t  shall  te  used. 

BI.ICLS.  ' 

- Cd)  The  walls  ox  such  vaults,  if  mace  o.  brich,  '.hall  be  .i  nard  burned  sewer  brick,  not  ^ 

less  than  eight  (8)  inches  trick,  laid  i  :  Portland  cement  mci'tar  a  c  th  walls  niastered  outside 
and  insiee  with  a  x.alf  (i)  inch  coat  of  portlard  cement  mortar,  in  pi'oporticn  of  ore  (1)  part 
of  Portland  c-^ment  a  d.  Two  (L)  pai'ts  of  cl.  an,  shp.i'p  sand. 

After  this  coating  is  put  on,  it  si. all  be  give,  one  (1)  coat  wpsh  of  Liquid  Portland 
cement.  The  bottom  snail  be  at  1  ast  thr  e  (S)  bricks  ccurscis  laid  i-  ceme'-t  mor'ar,  or  Port¬ 
land  cement  concrete  mortar  eight  (8)  inciies  thick. 

CONCRETE  ^  ^  . 

(e)  When  Pottland  cement  concrete  is  used  to  ccn.struct  vaults,  '.ne  walls  snail  be  at 

least  six  (6)  incx.es  ti.ick,  lair  to  a  foi'm,  'd  t.nt  conci'et<.-  shall  te  "''de  of  one  (1)  -art 

Qp  livePortland  Cc  ment ,  two  a  d  one  — n  a  If  ( )  paits  clean,  s  ha  rp  sand,  mive  (5)  parts  gr  a  ve  1  ^ 

or  crushec  stone,  free  from  dust  and  of  size-s  between  one-..^uart er  (t^  and  one  -"-d  one-half ( 1^) 

inches  in  largest  diameter,  and  shall  be  plastered  a  d  gg'outed,  insiee  a' c  o'ut  as  prescribec 

above  for  ti-ick  construction. 

CONNECTION  TO  OUTHOUSE 

("fX  If  the  vaults  is  used  i  connection  with  a''  outh.use,  t  e  vault  srr  11  be  of  such  a 
si  atie  and  size  as  rot  to  extend  under  a  ■'v  poi'tion  of  the  floor  of  the  said  outhouse,  butonly 
under  the  space  occupied  by  the  seats.  ‘  An^r  porti  n  of  the  vault  extenti-.g  beyo"g  the  walls 
of  the  outnouse  s';. all  be  cover. d  by  a  fo..r  (-1)  inch  brick  arc:,,  four  (4)  inch  stone  flagging, 
reinfii'ced  concrete  slab,  or  cast  iron. 

OLE. AN- CUT  DOORS  ... 

- (g)  Vaults  "shall  be  provided  with  a  clesn-out  extension  rot  less  than  two  (2)  by  one  ano 

one-half  (li-)  feet  in  size,  connecting  directly  with  the  vault.  Clean-out  opCnihgs  shall  be 
provided  with  a  trap  door  the  full  size  of  the  cloan-out .  Clean-out  extension  shall  extend  at 
least  one  (1)  foot  above  the  grade  line. 

OUTHOUSES 
SUB-SECTION  98 

CCNSTRUCTIOII 

(¥y  ’  Be  it  further  ordained,  That  over  each  privy  vault,  which  shall  receive  nothing  but 
human  excreta,  there  shall  be  placed  outhouse  constructed  as  prescribed  herein  a’^'d  in  Sub- 
Section  ICl . 

SEATS 

(b)  The  seats  shall  be  provided  with  self-closing,  tight  fitting  covers,  and  the  space 
underneath  snail  be  ventilated  by  a  vent  pipe  or  be:  exte  ting  upward,  through,  and  three  (3) 
feet  above  the  roof. 


of  of  va^lt  surface/^  lea -t  six  (o)  inches  square  for  every  s(,uare  yaro  or  part  thej^ 

FLCCF: 

c }  TooiTo  ol  0 -Jiti i"i 0 in 6 s  t©  'nadG 

SEFALATZ  ^OR  LIFF^I.E^T  ^  ^  * 

r^etlr'  erch  J*’®  sexes,  if  located  v,ithln  forty  (ao; 

afleast  seJen  rn’r^e?  Me  “U ‘>?Pf°  =  ':hes  the.  oto  shall  to  separate, '  ty  a  tifht  f'ence, 

feet  of  each  other.  ^  case  shMl  euc.c  outhooses  be  located  "'ithin  ter 

toilet  loo:.:s 

SUB-SECT! Oh  99 

FLOORS  ANL _B AST 

(8)^  Be  it  further  ordained,  That  all  floors,  in  toilet  roous  lava^orie-  cTocxpt 

F°Ta?;r?-roof  uatSL°l!":Lr"''°'"^'^  "  the  '  tui  Id  i::-.  ahall 

compo'sition!’  Portland  c-nent,  vitrifi.d  or  slauec  tile,  t,  rrazzo  or  .-tionoli  thi  c 

floor^level^"^'^'  ^  sanitary  co'.'e  at  the 

BXCE'TIC" 

T  ^  ^  ^  4. _ .-X_  .-«  I 

■'nuo  nuene  a  toilet  roon  is  provided  for  each 


1 


I 


(ty  in  apartments,  flats,  tene  .lents  anc.  dwells 
j.a!Tii.^y,  fixture!  may  be  let  .  ii'et^tl"  o”  a  ’ood  j’l' 

3^^  s^oriou  ICC  -  ■  - 

3CU:.T  PROOF  fa:  TITIONS 

e,o'-  oPm'  ‘"®!‘  “®''®  “°'^®*'  ‘'“I"'-  fa, ale,  are  ad;aoerit  to 

e»c..  op.ei,  .nay  s.hall  be  separatee  by  sound  -roof  .artitlors  exturdloc  'o  the  cellihc  and 

fhLtScr?-nty“?J^t“  “'■®  11"  roPPo®ie?r 

SUB  si^crio::  loi 
UALLS  ALE  CinlLIUiS 

(a)  Be  it  rurther  ordained.  That  in  all  '-uild  -gs  t>'G  out.sido  rvartitio-  of  an-  -'a^.er  closet 
or  inal  apartmeux  snail  be  solid  and  extend  t-o  t^-e  c  ul-'—  or  be'  i-idererdeT^tl-  Veiled  over 
men,-  -  to  licht  such  apartments  t>:o  u-,- r  n..,*  of  the  nait.tLn-  o,  such  a^ani- 

r-i:oviLec  nitn  eran.slucent  glass  ^  nd  interi:-r  ’-artition-  of  such  apartments  shall  be 

•-ciJ.'jlTjlOnS* 

H£IGreT~  OF  IiOCi: 

containing  ivater  clo/ets  or  urinals  shall  be  less  than  seve-  (7t  fe^t  hi.^h  . 

,  (C)  _All_upnal3  urinal  troughs,  or  putters  nh.r.-ever  used  i'*  trade  A  school  house?,  shall 

be  civicec  into  stalu-S  not  less  tnan  eighteen  (is)  irchos  nide  bv  parti  ^ic''n  no'  less  ‘■han  four 
6e  imcne.'j  (4feet,  o  inenes)  high,  measui'i?''g  ii'om  floor  li’^e  and  nine  (9')  ■’■’■'chea  nr 

more  wide,  raised  not  less  than  one  (1)  foot  above  t "  o  '^'loci' 

sn.AC-z  tr,_.at':b::t  uobjis  ‘ 


SIB 


1C2 


I 


sewage  treatment  worhs  shall  be  cn  ‘structed  o-l  after  t> e  site 


lULlAh^A  STATE  REQUIRTUBUTG 

Be  it  further  ordained,  Th  - ..icu..h  ..  ouiauntit,  u-  aiser  X' 

has  been  inspected  and  the  •,i':e,  plan-  and.  specifications  foi-  the  cons  iruct  io-  of  the  sane 
have  been  approved  by  ®he  Indiana  State  Board  of  Health. 

iTo  such  woi'ks  shall  be  used  to  receive  sewage  or  other  domestic  iva.stes  u''''''il  after  the 
construction  and  equipment  of  the  same  have  been  complete'  in  accordance  'nth  the  nlans  anproved 
ty  tne  Inciana  Stat,.,  lyoarc  of  Health.  •  .  .j 

k,ATER  SUFFLY  x.EGULATIOIJS 
SUB  SECTICU  IQS' " 

REGULATICf 

P®  it  further  ordainet  ,  Tnst  the  genei-al  i-e  -ulations  piescrited  in  Sub  Sectio-s  L5  and  34 
sr.all  apply  also  to  water  supply  pip  in-. 

3uu-.  SECT  1  Oi;  104 
^FFTf/  PI FgULjl A TErJAL 

(a)  Be  it  further  ordained,  Th  t  all  water  su’-ply  -^i-e-  leadin'-  J'rom  the  Water  Lerp.rtment  stop 
shall  be  of  cast  iron,  lead,  or  brass  of  proper  .  udi'  v,  -tre"gth  and  size,  subject^'to  't>'e  annrova] 
of  the  l-spector. 

SIZES:  :!Ai::  supply 

(t)  Ho  main  su.'ply  or  service  pipe  shall  be  less  t}.an  thr- o-qusrter  (3/4)  inch  in  diameter  for 
any  building. 

FlkTBRB  SUi^FLlES 

(c)  No  water  pipe  supplies  less  '.han  one-hnli  ( ^)  inch  dia  lutei-  shall  be  run  to  any  fixture 
except  short  connecti.  -s  to  lavatoi’ie  ?  or  o‘.h  ;•  ssall  fixtures. 

V.hei-e  ther--;  is  moi-e  tha-  one  (1)  cat;,  room,  hot  and  cold  water  su-’^lie-  srali  (^e  not  le.ss 
tnan  five-eignth  (-F/S)  inch  sti-ong  lead  with  no"  less  '.a-  owe-r.'’lf  (t)  i;"ch  bra'-ches  to  the 
various  fixtures. 

A.:  '..HT  OF  '.AT  T :  ..E.^j IR.EL 

(d)  For  the  amount  of  t:.e  water  requii-ec  foi-  watei-  closets,  urinals,  anc  similar  fixtures 
see  sub  Section  79. 

JOINTS  _ 

(e)  All  ,^Ojnts  shall  be  m-  de  water  tight,  and  joir.ts  in  wrou.ght  iron  oi'  brass  ripe  must  be 
mace  by  st'-.ncarC  threads  and  pi-orei-  fittin.^s,  and  on  lead  pipe  anc  -’here  lead  and  ii-on 
or  tr-'.ss  are  Joinec  bp-  plu  .bei-s  wiped  join's,  i;:  the  foi-mci-  case  usi'^g  brass  thimbles  at 
tne  ^unction. 

No  cup  yOints  will  be  allowed. 
i  ....Ax.l . .  J 

(f)  All  pi.'e  having  burrs  oi'  othei-  pi-o  ject  io-' :s  that  would  i-educe  the  effective  area  of 
the  nine,  snail  be  i-eamed. 

.J  J.  U.  -  U  -y  AO 

S SECriON  105 


I 
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97 


CM  MUM  ;T-UFLY  .  .  .  . 

ce  "it  further  oroainec  Tha'*'-  there  shall  be  a  stop  oocic  or  valve  on  evei'y  rain  supply  just 

ai'tei'  it  enters  the  buildinj. 

Service  line,  one  (1)  inch  and  largo-r  to  have  stop  valve  on  house  side. 

I^-^'^T/'LLtTIC:  OF  riFFC 


SUE  FECriOM  ICO 


surroHTS 

Be  it  further  ordainec,  Th^^.t  all  pipe  shall  be  propel- ly  .supi  oi'ted  anc  -.tayec. 

Hot  water-  pipes  shall  be  run  and  rs'upportec  to  allow  for  eKjancion  and  contraction. 


n  ’nr^ 

.  n  n"  ^  i  r-. 


01'  drai'naje  system  oi-  an','  ■/y-it;-!'  s'u"  ly  syste-s  sh'-'.ll  be  coverei-^ 

"y  i-ov-;  ,,  -.  id  no  sy-tem  oxd  ^pt  a  -''a'  er 

a  anorov;Q. 


IIJSFBCTIQ.,  AXL  fFS 

SUL  SdCTIOIJ  107 

IMSFECTICLS 

be  it  fui-tner  ordained,  That  all  woi--:  covi  i-od  b;^  thi  i  ’'■  rt  shall  be  i-spected  by  tne 
plumbing  Inspector. 

:;o  part  of  any  plumb ir 

until  it  has  been  inspectt:  ,  oi-  test...  ,  oi-  to'n,  n.-r 
supply  system,  shall  be  used  until  it  i;  fi'nnlly  te 
TZSriLM  FIPE.S 
3Ut  SECTION  108 

NATURE 'OF  TESTS  .  .  ,  4. 

be  it  ful'ther  ordained,  That  all  pipin’  of  a  di-aina'-;e  or  "lumbi-^y  system  s''-’!!  '8  ..es^ed 
by  the  plunber  in  charge,  with  wter,  smoke  or  pepperni'-: *  test  for  drainage,  an^'  ^-ater  or 
air  for  water  lines,  in  the  presence  of  the  In-'pector. 

MATERIAL  ANT  ORLEL  OF  TESTS 
SUB  SECTIOK  'l'09'  " 

KATET'IAL 

Be  it  furtlier  ordained.  That  the  .matci-ial  and  laboi-  for  all  seat  shell  be  fur'r'ished 
b’'  the  plumber  . 

^  ...  .  4  4  . 

(b'  The  tests  shall  be  'nade  as  gone'j;-?,!  b'uilc.  i-.g  ^-ondit  io-^s  arc:  progi-ess  oi  cons  .rue ..  ion 
warrant,  and  it  shall  be  the  ciuty  of  tn^  Flunti^’g  Inspector  to  m- ke  necessary  in'pectio”s 
Ox  tests  t  intervals  uuj-in.j  fne  -construct  ion  of  tne  buildi'  g  -hen  called  upon  to  do  rjo . 

SUL  SECTION  lie 
ROUSE  LlFIhtS 

(a)  Be  it  further  ordained.  That  t.-ie  house  drain  snail  be  tester,  wit.n  water,  -^moke,  or 
peppermint  test . 
ii.Afrii-  TErlT 

The  water  test  shall  have  a  ten  (10)  foot  head  of  watei',  and  tne  sm  ke  and  peppermint 
test  a  five  (5)  oound  pressui-e. 

ALTl.  UTOUS 

(T)  All  alterat  io'TS ,  repair’  or  extensio-s  which  shall  i-'’l;ide  more  tha’"  ten  (1C)  feet, 
shall  be  inspected  and  tested  . 

SUb  SBC 1 ION  111 

STAbLE,  UARAOE  ANI  YAr.L  LRAIhUl 

be  it  fui-ther  ordained,  that  for  a  yarc  drain  anc.  foi-  a  stable,  ga.  ay,e  or  any  part  of  a 
stable  the  same  inspectio-.  of  iho  pluibi-j,  ■  nd  drainage  .-.-stem  H.e:  oof  shall  be  '•ace  as  in 
the  case  of  an  oi-ei-nary  d-oallin^. 

O'JB  SuGTlO.  lln 
CONLJCrOn_'^I3nS 

. b¥ ‘it  'further  Oi’dained,  That  concuctoi-  pipes  ana  th:.ni-  i-o::f  connectio-s  wiVni-’  the  walls 

of  buildings,  or  conductor  branches  on  the  outsi.U.  system  -who:  3  su^h  branches  connect  with 
the  sewer  and  are  less  than  three  (3)  feet  fro  t.'-.e  wall  of  the  builcing,  .H;all  te  tested 
by  the  water  test. 

Conductor  branches  on  the  outside  syst  may  be  tested  in  the  same  man-:er  as  in  Sub  Section 

110. 

SUb  SSCTIQ^I  11'^ 

FIXTUT.  S:  FINAL  TEST 

Be  it  f'urt.'ier  ordaine-  ,  that  when  a  rlumbing  or  (H-ainage  .system  i  '  completec  anc  the  water 
is  turned  on  and  the  traps  filled,  it  shall  te  inspected  and  tested. 

Lhen  the  location  of  any  fixtui-e  is  changed  it  shall  be  inspected  and  tester. 

SUE  SECTION  114 

U.ATLR  AML  PEPPERMINT  TEST 

(a)  be  it  f  urthei- "  or.  ained ,  That  soil,  waste  and  vent,  and  inside  condu-tor  pipe  stacks, 
and  all  'work  known  a3"rough  work"  between  the  house  drsin  conner'tions  to  points  above  the 
finisised  f  loor  ?  'id  beyo-.d  the  fiiish^-d  fac.-  of  -vvalls  a  sc  pa’i'tit  ions  shall  be  tested  -ith  the 
water  peocermint  or  snoke  tect  when  the  whole  st-.c':  is  ■’o  iwl...  t  o  '  -'n  '  to]-^ped  oR.  above  the  roof. 
AFFLICATibu  OF  wATEi:  TEST) 

(b)  The  water  test  shall  be  applied  by  clo''>i"g  the  o’'''--i-g  a"^  the  outlet  andof  the  house 
ci-ain  end  all  openings  in  the  piping,  with  proper  te  -.ti’^g  rlugs ,  to  the  highest  opening  above 
the  loof,  and  c  .'mpletely  filling  the  s-'stera  wi-'h  wate:-,  this  shall  be  acceptable  -"hen  the 
pi-essuse  o'l  the  drainage  line.;  will  not  exceed  a  EC  foot  head,  the  water  columns  to  te  left 
stancing  at  least  fiftee.i  (lb)  minuses. 

If  the  water-  level  remains  constant  sue  time,  thr  system  will  have  been  ac'^ep^ably  tested. 

(c)  Lhen  water  is  not  available  or  whei-e  thei-e  is  danger-  oi’  freezing  the  neppermint  or 

(5)  pounds,  using  an  ope-  mer-cary  gauge  with 

ed  record i-'g  garge. 


smoke  test  may  be  used  vitli 

3  prGooji'B  Oa 

f  ive 

( 

ten  (10)  inches  of  inercury. 

or-  a  pr-operly 

test 

ed 

s.MiCrj.Ox\j  11  w 

it  f-urtiier  oi'd.i i'le.' , 

That  iT  iniOoct 

io'r 

or 

:5 


j.  ^ 


n  ;  3  '  '’or  c  or 

natarial  shall  be  replaced  or  corrected  withi's  five  (5)  days  and  the  test  again  applied. 

In  all  cases  the  Insnector-  shall  designate  the  points  at  which  the  pros  ure  .shall  be  re¬ 
ceived  or  crawn  off. 
g-JB  3EGTI0"  116 
KRFAiRo 

Be  it  f-ur-ther  ordaired.  That  t-jsts  shall  not  be  re:,uired  after-  the  re“airing  or  replacing 
of  any  old  fixt'ure  fitting,  faucet  or  valve  by  ■  nerw  one,  to  be  used  for  the  same  p'urposc; 
fercing  out  stoppage,  repairing  leaks,  or  relieving  frozen  pipes  and  fitting’,  but  -such 
'■upair'3  or-  altorat  ion.ii  shall  not  be  construed  to  include  cases  wner..  nev)  vertic.al  or 


98 


norizo'i.al  of  3oi^,  '.vaote,  vent  or  interior  lenoe-  or  -oncVa^tor  pines  are  used  or  their  -1 

r  elativ  e  locat  ions  changed,  provided  that,  in  a  tuilcinj  concenned  by  the  Tnsnector  because  of^ 
^  house  di'ainage  oi-  plunbing  siu-.H  be  considered  as  coning  under 

fo-  ne-i*^b°il^  house  drainage  or  plu.ibing  shall  be  installed  as  nrescribed 

SUB  si:cTiQ.:  117 
TF.STS  NOT  kB_;_ui;:^ 

furt'hei  ordaincc  That  no  tests  or  inspection  shall  be  I'e.  uii’ed  ’"here  a  ho’use  drain- 
anc  planbin.;^  sys^e  i,  or  uh<=!i‘eof ,  is  up  Toi'  -ur  ‘osos. 

LBFihi  riors  ‘  * 

3oB  SF.SriCd’  118  j 

r_ER::3  '  . . 

(a)  uo  i  i,  furo.ner  oi'dained,  fhat  for'  the  purpose  of  this  code  the  folloa'in’  terras  shalt 
be  defined  as  stated; 

BACK  VEFT  PI^E 

V  i  d 

01'  'A’aste  vent. 

CCELUCrChS 

(b^.  Conductor  . ,  roof  leader's,  or  downspouts  are  conveyors  which  carry  the  'torn  or  I'ain 
tne  roois  of  buildings  to  the  house  oi’  yard  drain  or  to  the  gutter. 

The  ter-ra  downspout  is  usually  apnlied  to  the  vertical  portion.  ° 

LLA -H0U-3E  LIiA IM 

(c)  A  ho’use  drain  is  that  part  of  tiie  horizontal  piping  of  a  ho'use  drainage  s^’etcn  which 
icceivcs  the  discnarge  ol  all  soil,  ’waste,  and  other  di'ainage  nines  in';ide  the  ’wa,l''s  of  any 
building  and  conveys  the  sarae  to  the  house  3e”'er ,  ■  '  ■  • 


A  bacK  \  ent  pipe^  is  ..hat  part  of  a  vent  pipe  line  which  connects  directlv  ’."ith  an  indi- 
id^al  trap  vincernea^ii  or  bac.-c  of  tne  fixture,  and  extends  either  to  the  branch,  ra'’in  soil 


f  1 


ir 


any 

("'''  feet  outsi^-e  the  foundation  wall 


of  such  building. 

UMK  EFlAi:! — Sarae  as  HOUSE  EEWE:'. 

HOU'S-i  3E'..E?l 

dd;  House  se’.’Jer  or  nain  drain  ii  that  part  of  td.e  horizontal  ’'^inin-  beginning  three  ( "” ) 
fset  _ron  tne  foundation  ’wall  so  its  con"Gction  with  "iij  n  in  sewer  or  cesspool  . 

"  r  r>  /p  ■? . 

XjW  - 


(e)  The  plurabing  Inspectoi-  oi-  a-ny  of  his  authoiized  deputies  or  assistants. 


'Lu:iEi : 


J. . o  ill  U 


^TOI: 


The  head  of  the  Bureau  of  Fluibing. 

LEALEKS 

(,f)  Leadei's  sarae  as  Cond’uctors. 

LOCAL  VEiirS 

(g)  Local  Vents — See  Vent  Pipe. 

FLUHBIE’O  UORI-i 

(h)  Plumbers  'vork  shall  include  all  j.  iping  in  a  builcrang  upon  which  tests  are  repuirod 
and  shall  incl’uce  the  no’use  drain,  soil  and  ste  stacJAS,  wafoi'  supply  Pi'e',  co^'ductors 
roof  leaders . 

SEAL  GF  A  TRAF 


and 


^.l5^  Lepth  of  seal  of  a  trap  is  the  hieght  of  the  viater  col’u nr.  ".easui'od  between  the  points 
of  ovei'ilo”.'  and  the  din  oi'  c  ivision  level  sepai'at  i'.ig  the  inlet  and  outlet  ai' '’.s  of  the  trap. 
SOIL  PI_^ 

CdT'  ^  soil  pipe  is  a’ly  pipe  whi'?.'S  conveys  the  ci  charge  of  water  closets  wi'-.p  or  ’-'itno’ut 
fix-^ures,  t 

SOU  ve;:: 


.ne  nou-e  cram. 


(k)  Soil  Vent--See  Vent  Pipe. 


-ubsci . 


■a  ms 


(,1)  Subsoil  Drain3--See  Ei'ains. 


(ra)  drac  is  a  fitting  so  constructed  as  to  nn.-v-.n"  '^■ho  "’assa  'e  of  air  or  gas  tbro’ay'"  a  w’pe 
without  raateriallp’  affecting  tr.e  flo’;;  of  sewage  or  '•"’s'e  wa'e"  ^hcsi'ei”. 

—  '  r'E  ^  E' 

(a)  A  vent  pipe  is  any  pipe  provided  to  ve'  tila'o  a  drainage  and  pl’uVcin  j  system  of 
piping  and  to  prevent  sj^phonago  and  back  pres  rare. 

LOdAL  VENT 

(,0)  Local  or  s’urface  vent  is  a  pipe  by  ’which  the  fo’ul  air  in  bowls  or  water  clo3e''3  or 
other  pl'U'ibing  fixtures  is  I'e'novec. 

SOIL  OR  U^STE  V^.  T 

(.p)  Soil  01-  waste  vent  is  that  part  of  the  main  sell  or  ’'^ine  above  the  highest  i’-i- 

stalled  branch  or  fixt'ure  co^'.nectio  ,  extending  thz'ough  T'oof . 

LASTS  FIFE 

(Q)  The  waste  pipe  is  any  pipe  ’.vhich  recei  es  the  d i ■■'.c>','--‘r ge  of  any  fixture  uKbept  water 
closets,  and  conveys  the  sane  to  tr.e  soil  pipe  or  house  di'ain.  . 

LASTS  VEUr  I 

fr'  La ste  Vent — See  Vent  Pipe.  | 

GAS,  VAPOR  .ANL  OIL,  FITTJVGS  AML  E ..UTPHEt^T 
SUE  3^CTYd':f~119 
SCOPE  OF  THIS  PART 

Be  it  f’urther  orcainec.  That  tr.is  part  -.nail  apply  to  and  include  the  ei'ectio’z,  construe 
tion  alteration  or  repair  of  ne-  piping  and  eguirznent  in  or  for  any  building  or  str.ictu.-e, 
t.orougr  ’vnicr.  is  conveyed  oj-  intended  to  be  conveyed,  gas,  vapor,  oi'  oil  for  power,  heating 
-nercantile,  stor-ge  or  illuraina ing  pui'posez  i’clud  ■ -ag  t  lo  co'raectio'  s  tV.ei'ewR  of  all  | 

dix'  ui'  T  li’.h  -i  g  or  Hurnirag.  I 

suES,.cric  :  luo  " 

FE”ChC-..uE.- f  u:r  r'  -.op-p  ''■uthorttv 

oe  io  fumner  uiHsi'^.u..  'T’hat  it  .snail  'ze  tU-:  du'.y  of  the  Chief  Inspector  thro'ugh  the  P 
Plurabing  Inspector  and  his  authorized  dep'uties,  to  e”' "orceall  of  the  provi'ions  of  this 
Code  except  where  exoressly  provided  that  the  Chio'"  of  the  Pi  vision  of  lire  shell  enforce  s’uch 
pi  o'.  i  zio-.s . 
liRHUr  AML  PU'^O'cE 

If  a  condition  exists  or  ari  es  ”;hich,  in  the  orinion  of  the  Chief  Inspector,  raeets  the 
intent  and  purpose  of  tne  vai'iCv^s  pi'ovisions  ol  this  Coi  e  but  does  not  conform  to  the  exact 
I'eouir eraent s ,  he  ra'’v,  at  his  ci  ;cretion,  accept  and  pei'  it  ..uch  a  condition  as  confor”iing  to 


this  code 


99 


.unli'”  o"  'vrou^ht  iron 
ire  compourc  preferable 


SUb  SECTIO'f  1^1 

IITSPECTIGN  BY  OTHZLS  .  .  .  .  .  n 

b6  it.  further  oi'dainec,  *'h"^*t  the  e-hief  Inspector  shall,  upon  spp-ic^-Gior  i^y  nyi  e^  jjarle 
firm  that  is  to  aupplp  gas,  vapor  or  oil,  appoi.nt  ore  or  noi’e  of  tneir  employes^  as  an  ^ 
inspector,  giving  him  all  the  ripnts  anc  privileges  of  any  othci’  inspector  an(  hole  him 
responsitle  foi'  all  tne  acts  of  this  Coce. 

GAS  FITTIMG 
SUB  SECTIP~:  12^ 

Ml  T  Ei'.  T  A  L  C  U  ?  T  P  S  S 

5ir~it~f  urtnoj;  ordain^,  c, ,  that  all  pi:  e  sha"’  !  he  of  the  hos"^. 
or  steel  pip^.  ^^xcept  gas  service  lines  snal'’  be  galvanized  pipC' 
dt)  Joints  snouic.  be  mace  up  -hth  nhi' e  le:'.c.  oi'  oth.u  appi'ovec. 
arpliec  to  the  male  threads. 

oil  FIFE  ■  . 

(c)  ’Jo  second  hand  j-i:>e  shall  be  u'ed,  excei  t  that  rnne  a  Iu1  Icing  i  ’  u*^ccr  :oic'’  I'econ- 
struction  or  repairs  such  as  old  g-’S  pix  e  s  is  tahen  out  '  nc  found  to  be  in  gooc  conci  icn, 
may  be  rerun  in  that  building. 

FIXTURE  API  TU51JG  MAT JRI MG 

(d")  Viihen  brass  nine  is  used  on  the  outside  of  ’^1  "toring  or-  ’-o o d w or- k ,  it  shall  be  classed 

as  fixture  tubing.  . 

All  brass  ubin*  uso'  for  arm's  an^  stems  of  fix'ures  shall  be  at  le-’st  number  ei  ’h.,een 

(.lo)  standard  gauge  anc'  full  size  outside,  sc  as  to  cut  full  thr-ead. 

dCIJTG  '  '  ^  ^  n 

(e)  All  tni'eads  on  bi'ass  pipe  snail  be  sci-ewed  i?i  at  Ica.st  five-sixteenths  ("'-16)  o*  an 

inch. 

All  i-ope  of  s.^uare  tubing  shall  be  brazed  or-  soldered.  Into  fittings  and  distributor-.,  or 
hatoe  a  nipple  bra.-ed  into  the  "ubing. 

SUB  SECT I on  1 23 
PIPE  FliTIi^GS 

Be  it  further  ore  ained  That  all  fittings,  exce-^t  stop  cocks  and  valves,  sh.all  be  o'  -al"'- 
eable  iron. 

All  bends  or-  angles  in  pipes  shall  be  :i;cde  -wit.'i  'i-^Mng.;,  anc.  tne  be-^ci-ag  of  pipe  is 
prohibited. 

All  gas  fittings  sue;,  as  cocks,  c'ouble  centers,  nozzles,  etc.,  shall  be  of  heavy  brass  or 
cast  iron. 

SUE  SECTICh^  124 
SIZES  OF  >=I?E 

Ee  it  lurther  oi'dained  that  all  sizes  of  pipo  pi-cj.sc  ibei.  in  this  part  are  the  stand- 

ai  d  sizes  for-  such  ripe,  and  i-e:'er  to  the  inside  di.-.mete}  . 

All  pipe  shall*  be  i'r  e  fi-om  obstr.-ctio:;  r  -anc.  of  a  U' if  erm  bo'uo  througho-ut  their  length, 
and  shall  be  i-eamec  at  fne  enc'.s  whei'e  bui'i's  ould  othei'wise  i-educo  thc;ir  effective  are-  . 

FOR  ILI.J7iJ;:ATIFJ 

(a)  The  sizes  of  gas  nape  for  ilt'amina  .in  ;  p-jr-poscs  sh-:  11  not  be  less,  ---oi-  the  leng'-’n 
'greater  for  the  nu/ibur  of  b-ui-rers  stated  than  enumcr-.t cc  i:-i  the  follovjing  table,  except  that 
if  tne  number  of  burners  is 'not  acre  th-=n  half  the  st.atec  'n?,ximu"^,  tr.o  lengt-  of  ru-.  -na.--  be 
increasoL  one -n..; If  (t)  . 

.  Greatest  ’’'o  .  of 

B’urners 


Size  of  Pipe 

Gi-eatest 

Allow 

'  T,'-' 

(  d 

3/8  inch . 

10 

feet 

P  inch . 

30 

feet 

3/4  inen  . 

60 

feet 

1  inch . ...... 

80 

f.  .  t 

ll  inches . 

1.-C 

feet 

If  inch.  3 . 

1 60 

1  6  ot 

2  i-nches . 

2GC 

feet 

Of  inches . 

300 

feet 

3  iiiches  .... 

4dC 

fe.,  t 

4  in  Che  .'3 . 

600 

feet 

The  word  burners,  as  here  -use..',  means  any  O'utl-ot  consuming  not  le  s  t'na-'  six  (6)  or 
more  than  ten  (1C)  cubic  feet  of  gas  pcjr  hour. 

No  riser  fr-om  a  metc:r  shall  be  le.-.s  than  thi-ee- .^uai  t  r  (3/4)  inch  pipe  and  no  branch  pipe 
shall  be  less  than  a  three-eights  (3/8)  inch  pine. 

FOR  HEATING 

(T)  The  schedule  for  heating  pipes  shall  be  -used  as  follo-'s: 

CU  TLETS 

An  o’utlet  for  a  gaslog  or  grate  shall  bo  counted  as  equivalent  to  not  loss  ''han  (6) 
b-ui-ners 

A  .gas  ranqe  as  ecpuivalont  to  not  less  tha:'  (Si))  bm-nei-s 

411  othei-  outlets  shall  be  propeily  proportioned,  according  to  the  schedule  for  pipes  fo^ 
ill’umina''.  ing  purposes  -upon  the  basis  of  one  burner  consuming  not  moi-e  th^n  eight  (8)  cubic  feet 
of  gas  per  hour. 

FOR  AUTOMATIC  WATER  HE AT EEC 

( c )  The  sizes  of  gas  s-upply  pipes  to  automatic  instantaneou'-  gas  water  heatei's  shall  not  be] 
less  t'nan  the  following: 

iC'-ated  Cap  city  of  lieater  .  '  Plze  o:^  ^ipe 

S  gallons  per  minute..... . . .  1  inch 

3  gallons  per  minute  . . . . .  .  .  ;  ij  inch 

4  gallons  per  minute . lx,  inch 

5  to  6  gallons  per  minute . .  inch 

FOR  GAS  ENGINES 

(d)  Tiio  size  of  gas  s'upply  pipes  to  gas  engines  shall  not  be  less  than  the  following 
for  the  lengtns  given: 

Horse  Power  Feet  ^  e.  Ho’ur  Siz-  in  Inches  I.gtns  i''  ^t . 

1  to  3  to  .  .  .  1 .  -n 


4  to  6 
7  to  10 
11  to  2C 


160  to  240 

230  to  40C 

‘^'^0  to  800 

840  to  1080 


150 

200 

3C0 


SUE  S£CTIO:i  1£5 

'J. EIGHT  0?  FIFE 


Be  it  furthur  ordained,  That  gas 


Size  of  Pipe  in  Inches 

3/B  . 

1/2  . 

3/4  . 

1  . 


gas 

pipe. 

and 

shall 

per 

foot 

.56 

.85 

SUE-SECTIOU  1E6 


STOP  COOKS 

(,a)  Be  it  lurther  orcainod,  That  all  stof  codes  shall  b  so  placed  to  he  readily 
accessible. 

(b)  Every  g:  s  nain  ci  service  two  (B)  inches  oi'  over  in  size  sumlyin^  a  b  ildinr  ?n 
in  ti.e  PB.I-.iARl  ShjOOEBARY  FR.E  LILIITS  shall  bo  provided  "’jth  a  full  na’’  cock  o  '  pattern 

approved  b^'  the  Chief  Inspector. 

STOP  COCKS  BOX 

( Every  ©"ouSice  stop  cock  shall  be  rrovic.ed  with  an  extention  stop  cock  box,  exte'''c- 
ing  to  the  sarface  of  the  sidewalk 
evork  gas  cast  upon  the  covei-. 

LOCATICF 

(d)  In  every  case  where  a  sto_. 
it  shall  be  located  opposite  t...  the 

In  •’lleys  the  stop  cock  boxes 
to  lot  li  e  and  the  build  i;.;  sei'vud 
In  no  case  snail  she  to"  o:  an 
of  the  sidewalk  or  parkin'. 

FRCRI^ITEL  LOCAfIC.:" 

(e)  IIo  outside  sto;;  cock  shall  le  located  in  a  vault  or  othei'  inaccessible  location. 
I^^lIFE  FELIRA''  COCK 

(T)  Every  gas  .a in  supply! 


or  par!:i  •  • ,  and 

tht:  said  sto;  coc'” 

shall 

have  t  e 

ooc!:  is  _  laced 
t’uildi;ig  whic: 

betv.'een  the  cui’b  and 
j  sei'ves  . 

t.""  e 

building  li"e. 

s 11  be  "lac  d 

o'ut'slde  of,  and  as 

close 

a'  possible. 

p  nai't  o.d  the 

to  cock  box  extend 

ove 

the  surface 

:ulldiiigs  included  in  this  code  shall  be  provided  -itn  a 


each  branch  to  a  separate  s''st(;m. 
GATE  VALVES 


of 

th(: 

:  founcation 

wail 

as  pi-act  ica  I  e  , 

or 

it.  ms  suppliec  f:- 

om  the  0  ■{'.  ser’  ice 

coc' 

the  inlet 

side 

of  each  ■'.etc;  ,  or  on 

f  or 

S;-' 

-  i’  ne  -  i e  3 

of  a 

greater  d'i^^nettr  than 

two  inches.  H 

ALTCU^nC  STOr  COCRS  I 

(,h)  Notning  in  this  code  is  meant  to  pi-ohibit  the  ..se  cf  auto'iatic  stop  conks. 

Automatic  stop  cohks  ,  if  used,  shall  be  of  s..c-.  ,  usi  gn,  consti'Uct  i  on  and  mechanism 
as  to  meet  with  the  avpi-ov:.l  of  tne  Chief  Inspector. 

Auto..iat  j  c  sto:  cocks  snail  le  provided  wit;,  a  c.evico  hici.  will  operate  a'",  a  temper¬ 
ature  of  fro.i  one  hund:-  d  and  3ixt3'  (160)  to  one  hunrei  ■.  j  xt.p-i  j  ve  (16')  degrees  'Fahre¬ 

nheit. 

Automatic  stop  cocks  sxiall  also  be  op.cratec  nrTuall  ,  ith  r  a'  the  cocks  or  bj/  proper 
extensions  extending  to  an  onen  vesbitule  or  le”o.nc  the  t.xte!V  1  walls  of  th...  l:uildi'’'7. 

SUn  -ECTIOU  127 

SERVICE  ^TPZS 

(a)  he  it  fui'ther  ordained  That  i.n  all  caies.of  new  in  t".llatior,  ev  r-  Vnildi’'g  sshall 
have  an  independent  gas  sei'vice  of  a  size  as  hereinafter  prescin'bec. 

THRCUG-  FAS'HF"^  V  ALLS 

(b)  \En  re  a  main  runs  throu.gh  a  •ias.,nip'  fovindation  wall,  the  seme  ■hall  'e  thoroughl}'' 
cemented  into  the  ’'all. 

PASS  gci:::ecticfs 

V.here  two  or  moi'e  different  kinds  of  gases  or  vapors  or  both  gas  and  vapoi’  are  s’s^p- 

lied  to  the  sane  building,  and  the  building  is  so  deai.gnec  as  to  be  .•,u_r-pl1ed  with  more  th^n 

cne  kind  '  i'  gas  or  vapor,  or  by  both  gas  and  bapoig  no  rigic  oi'  permanent  bp  pass  connections 
shall  be  n-ce  between  the  different  syste,.i3;  but  swinging  arm  connections  n.ay  be  Installed, 
rrovicing  that  at  no  tine  shall  Tripes  s’uppli/’i:  'loi'e  than  one  kinc.  of  gas  oi"  vapor,  or  both  gas 

and  vap'‘r,  be  connected  to  the  same  riping  s;/stom. 

GAS  AML  OIL  ■ 

(D)  'This  -section  shall  also  ar  pip  -'hen  pa  '  or  va'-ci’  oil  is  used.  ■ 

GfiS  ANF  AIR  " 

(e)  where  gas  -nd  air  are  both  used,  a  pres  ure  epec!'-  val-.-e  shall  be  supplied  so  as  to 
keen  air  from  getting  into  gas  line. 

FRCHIBITEL  LOCA  ITO:! 

(f)  :io  sei'vice  :  ipe  srv  11  be  I'un  ox  osec  thx’ougn  any  Oi:en  area  or  ir(  ctl\r  under  any 
openins,  door  or  cover  cf  any  covered  area. 

GAS  ilETERS 

SUE  SECTICU  1^5  i 

couN-C  nous _ 

(a)  Be  it  further  ordai’^ec  that  solid  or  oth  i-  e.prro-nd  netor  con--^ect  i  ons  shall  be  used' 
in  all  cases. 

LOCATICK 

(b)  Veters  placed  in  cellars  shall  be  set  on  an  o’utside  -."all,  wherever  practicable,  at 
least  four  (4)  feet  above  the  floor  level,  except  where  motors  are  large  and  heavy,  in  -hich 

case  theg’  may  be  set  on  the  f loci'. 

FPH:E  ACCESS 

(c)  Veters  shall  be  so  located  to  have  an  unobstructed  passage  lead ing  thereto  so 
exncsed  to  frost  or  dampness,  and  so  as  not  to  be  liable  to  injury  from  any 


3S  Tbot  t»0  to 

0  :.v  r  cause  . 
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(d)  All  meters  shall  te  located  at  t:.e  '  ead  oi  service. 

PROHIBITSL  PLACES 

(e)  Meters  shall  not  te  1  cated  in  coal  tins  ori'^accessitle  l]:aces. 

LOr.ATIC:^  A'T  o^TTJIIG  CF  TiPES 

813B-SECTT'M  129 

LCCAT"  ”  TMSIPE  rARTITTOIIS  _  ,  ,  .  ,  _ , 

(a)  Be  it  furt'.  ar  ordained ,  That  any  gas  pipe  laid  in  damp  places  should  te  properly 

di'ippes  or  gi'aded  a’^'d  nothing  tut  galvanized  pipe  shall  be  used  in  these  places. 

SUFFOPT 

{ij  Ko  ' ipe  shall  be  laid  so  as  to  support  any  weight  except  lighting  fixtures,  or  to  be 
subjected  to  any  sli'ain  whatever. 

^11  pips  she'll  be  property  laid  and  fastened  to  revent  its  becoming  trapped. 

All  susvenced  pipe  shall  be  supported  anc.  stayed  with  pipe  hooks,  straps  anc  screws 
or  othwi'wise  in  a  manner  satisfactory  to  tue  chief  inspector. 

All  pipes  snail  te  laid,  wnere  practicable,  above  timbers  or  beams,  and  not  beneath 

them . 


CUTTITTG  TI1.IB2RS 

( c )  I'tooden  beams  oi'  joists  shall  not  be  cut  or  bored  the  cu'^  is  deeper,  or  o.  e  center 

of  th.L  bore  is  below  one-fifth  (1-5)  of  the  beam  depth  below  f-e  top,  nor  at  a  point  beyond 
one  (1)  foot  from  the  ends. 

GRAIE  OF  PIPES 

(d)  All  pipes  shall  te  property  graded  and  sloped ^t owarc  the  riser  and  meter. 

A  bracket  outlet  sn-=ll  be  run  as  a  reser  and  not  as  a  drop  wherever  practicable. 

DTLE.3  SETTING 

(e)  All  outlets  shall  be  set  plumb  and  securely  fastened,  and  they  shall  be  left  cappec 
until  the  fixtui'es  ai'e  connected. 


FRCJECTICN:  BEY0;T  PLASTER 

Cf)  outlets  s; all  not  project  more  than  three-quarters  (3/4)  of  an  inch  beyonr  plastered 
ceilings,  centerpieces,  oi'  walls. 

QLTLET  FOR  STOVE.  ETC.  ,  s  ■  , 

(g)  Outlets  for  gas  stoves,  heater's,  oi’  g'^s  logs  shall  not  te  less  t:.an  t;.i'ee  (3)  incnes 

above ''the  floor,  and  two  (2)  inches  in  ihe  clear  from  the  baseboard. 

LOCATION  .  .  .  ,  . 

(h')  No  outlet  shall  be  located  under  or  near  any  ta-'^k  containi’''g  i'^if laramable  oils,  tack 

of  any  door,  or  within  one  (1)  foot  of  any  door  or'  window  casing. 

SEPARATE  METERS  FOR  PUBLIC  “ARTS 

(i)  Outlet's  for  vestibules,  public  halls,  stairways,  basements,  or  oth- r  public  parts  of 
buildings,  mhere  the  cifferent  suites,  a  'artraents,  oi-  rooms  are  separately  meterei,  ,  shall  te 
taken  from  a  meter  arranged  to  supply  such  oui.lets  independently  from  the  meters  for-  the 

various  suites,  apar-tments  or  rooms. 

GAS  ENGINES 

SUB-SECTIONS  130 

GAS  ENGINES;  CONNECTION 

(a)  Be  it  further  ordained.  That  gas  engines  shall  te  connected  to  separate  service  pipes 
from  which  no  gas  for  illuminating  oi'  heating  purposes  is  used. 


EXHAUST 

THL  EXHAUST  “'IPES  SHALL  BE  If  IN  THROf  GH  ANL  above  f-e  roof 
walls  if  more  than  ten  (10)  feet  from  any  othti'  bu’ildin'-s 
woGC’-ci'k  unless  the  same  be  pi'operly  protected. 


or  '■'ay  be  ru>'  through  fireproof 
a^d  shall  not  come  in  contact  with 


GAS  -ATER  HEATER  OR  HEATE.  S 

RESTk1C7I0I:S 

(b)  No  gas  water  h  ater  or  heaters  of  any  description  shall  te  installer  in  bathrooms  or 
or  other  confined  spaces  whether  connected  with  oi'  viithout  smoke  pipe  extension  to  a  flue. 
MIXI---G  VALVE 

The  si.uttle  on  the  mixing  valve  shall  be  so  constructed  as  to  rrevent  the  rossibility 
of  disarrangement,  due  to  carelessness  or  expansion  or  contracti  n;  at  the  Same  t  ime"’ It  shall 
be  accessible  and  easily  controlled. 

Location 

No  heater  shall  be  set  closer  to  any  combustible  floor  than  one  foot  six  inches 
(1  foot  6  inches),  measuring  from  the  top  of  the  burners. 

INSTANTANEOUS  GAS  WATER  KEATEIS. 

(c)  #11  ins  tant-^neous  gas  heaters  automatically  controlled  by  pressirre  vr>lve  and  thermostat 
shall  confoi":-.  to  the  general  requirements  of  article  "b*'  of  thie  Sectic'',  except  that  they 

-ay  be  set  on  a  shuet  m.  tal  mat  or  pan,  oi-  on  a'"  incombustible  floor. 

Heatei'S  of  t..is  type  sh-ll  te  pi'ovjced.  wjth  separate  supply  pipes  from  the  meter. 


I 


GAS  LIGHTING  FIXTURES 

T  TGFTI niACKETS 

- NO  swinging  oi'  folding  lignting  biackets  shall  be  used,  anc  tl:e  length  of  stiff  brackets 

s''"all  not  be  less  th-  n  five  (5)  inches,  measuring  from  the  turner  to  the  plastered  surface  or 


woodwoi'k. 

WIRE  gUARLS 

Lighting  brackets,  placed  near  winsow  curtains  or  similar  ■■'omhust ible  materials,  shn-ll 
be  guarded  by  globes  oi'  wii'e  cages. 

burners 

All  burners  less  than  three  (3)  feet  fiom  over^  '’C  wood’work  shall  be  protected  by 
shielc  s  of  appi'oved  material. 

HOSE  CONNECTIONS 

SUB-SECTION  131 
CONNECTIONS  "'RCHIBITEL 

(.a)  Be  it  fui'ther  oi'cained.  That  no  slip  a- d  hose  connections  shc-ll  te  used  for  conduc¬ 
ting  gas. 

flexible  tubing 

All  flexible  tubing  used  in  gas  tui'ning,  connecti’-g  fixtures  and  apnliances  shall  be 
approved  by  the  Americ  n  Gao  Association. 

tubing 

(b)  Gas-tubing  as  offered  foi'  sale  to  the  feneral  public  shall  be  mace  up  in  suitable 
lengths  with  end-pieces  ali'eac}^  securely  attacned. 

Manuf actui-ers  of  gas-tubing  and  rubber  onc-peices  are  ot  permitted  to  sell  their 


products  separately.  t 

All  gas-tulir.g  shall  he  .aace  u}'  oi  a  strong  gas-tight  metal  core  vjitn  rufcter  packing  a'^d 
coveret  'ioh  a  layei'  o±  good  quality  rubber  and  a  braided  cloth  covering.  *“^3 

Such,  layei's  of  I’ubber  to  be-  put  on  over  t:,e  oetal  core  i"  such  a  wav  that  it  will  of 
itself  form  a  gas-tight  wall. 

ETAL  rhEIMa  I  lf  HIBITEE 


101^ 


C  *2)  _  The  use  or  ^le  ol  bai'e  metal  tubing,  commonly  called  "metal  tubing,"  depending 
foi  its  tightness  on  a  triread-like  i-ubber,  or  similar  packing,  will  not  under  anv  conditi 
be  permitted . . 

METAL  _ 

^d )  »hien  a  metal  helix  is  used  in  the  construction  of  gas-tubing  it  shall  be  of  one 
continuous  length  'Without  splices  or  other  joints. 

TEST  rOL  I.EAK^IE 

r®T  Retail  dealer's  must  cai’efully  exa  line  and  test  for  leakage,  each  piece  of  gas-tuhing 
,.UGt  before  i"  is  sold  to  t  e  customer. 


I 


I 


suE-SECTic::  ise 
i.EhClELINS  OLE  BEILLING3 

He  i"^  iUi'^ner  oi'dained.  That  when  f oi'  any  reason,  in  remodeling  ole  buildings,  it  is 
im’~rac  .ical  to  comply  strictly  with  these  regulations,  the  inspector  sliall  have  the  power  to 
modify  their  provisions  so  that  the  spirit  anc  substance  thei'eof  shall  be  complied  with. 
EXTEi:3io::s 

.  SE£-:SCTIOIJ  155 
TC  GTrlER  phILEl  :G3 

(a)  Be  it  further  ordained,  J-hat  nothing  in  this  Code  shall  be  meant  to  prohibit  ■ 
the  extension  of  a  ga.-^  pipe  from  a  building  located  on  tbo  front  portion  of  a  lot,  to  a  stable, 
worksb.op,  or  building  of  a  si-ilar  character  located  o^  t-c  rear  of  the  said  lot,  if  there  is 
no  main  in  tr.e  1  ear  alley  or  street,  and  both  buildings  arc  located  on  the  same  lot  arc  are 
owned,  accu,  led  oi'  used  tv  t.,e  same  owner. 

SEPARATE  METERS 

li  Separaue  metei'S  ai'e  useu,  botn  meters  shall  be  '.'laced  in  the  front  b'uilcing  ’^fith 
separate  piping  to  each  building. 

PIPE  EXTETrsiOES 

(b)  Extensions  shall  conf or  in  .size  to  the  tarle  in  -tub  lectio-  124  and  "hall  be  made 
•"..ere  si  a  of  yipe  c -n  a.  i-,ivV.i'  -  ,  j-"  ■  '  ■:  P:  ai  sio'''"  I'e  i  -'e  from 

c  .r.  Her  ■^ipe  . 

CUTTIh'^  C'^^ri^E 

(.c')  V.hen  necessary  to  cut  out  pipe  or  installat  ions '  for  repairs,  nine  shall  a-ain  be 
p’jt  togethei’  in  a  tight  and  woi'kmanlil^e  manner. 

3UH  SECnci:  1T4 
REPAIKG  \:HEII  EECESSAI'.Y 

Be  it  further  ordained  that  the  chief  Inspector  shall  nromtjtly  corcemn  and  order  the 
removal,  reconsti-uct  io-  or  I'epair  of  any  existing  system  of  gasniping,  or  oortior  f'-ereof  aihi 
in  his  opinion  is  dangoious  tc  life  av-.d  yi'opei’ty,  and  sued  .xisti-g  -.ystem'  shall  be  immed- 


iatel"  i-e  '!OVGC  ,  rerc 
3X1  SECTIC:'  I-IE 


ectec.  01'  I'e-iairec 


ore  eroc  . 


r  ougn  in.g 


is  completed, 


'.e  o’: re” 


+  > 


’ork  shall  be  co'^ored  or’  ccrealed  u-til  ar-i-cved  b'”  an  i-srec^or, 

■.ho  g-s  fittei'. 


Al''-  ma'^eri^l  for  the  T' 
I'ypTI '  L 


'entio-  ".’"'’ll  i‘e  fui'^ishec  > 


tc)  .Ml  outlets  shall  be  capped  with  iro-  cans  arci  thesys"". e"'  sh.-’ll  be  tested  "’itr  air  to 

a  pressure  equal  to  a  column  of  mercury  six  (5)  inches  high  in  a  mercury  pause,  and  for  such 
lengtns  of  time  as  the  Insnector  snail  deHrmine.  .  &  s  ,  - 


'AL 


jD  i 


(d)  Final  test  shall  be  •'lade  when  all  fixt'jr'es  and  pipes  ai'e  connected  and  comrleted, 

and  s'ucn  test  shall  ie  e-^iUal  to  a  pressure  of  at  least  t^’'o  (E)  inches  of  mercur’’  for  five  (5) 
minutes. 

LI  XuIE.3  FROLTi.IT",L 

(el  In  no  case  shall  a  gas  -ire  bo  filled  with  water,  acid,  or  othci-  licuid  to  test  oi- 
to  tighten  leaks. 

Ehere  vvatei',  acid  or  other  liauids  are  found,  -"he  ’'’hole  line  of  ripe  shall  be  condem’^ed, 
and  such  I'quids  shall  be  removed  ’-y  the  gas  fitter  b"  sucb  mef^od  as  the  Inspector  shall 
direct,  and  no  syste-i  shall  beusec  until  in  the  opinion  of  ■’.he  Jnspec■^or  all  liquids  have 
teen  removed . 

SEBSECTIpy  136 
Cert i f icate 


I 


n  '■ 

I 


(a)  Bfc  it  f’UitnG:-  ordai":ed,  tnat  each  and  evei'p  new  or  re  -.odeled  sys'’e.m  of  gas  riri-r  ir 
any  builci'ug  oi^  sti-uct ...i-e  snail  be  inspected  and  tested  by  the  Chief  Ir.spector,  or  an  i-vsrectoi' 
aooroved  tv  :.i:.i,  as  pi'ovicec.  in  3'ab  3ec  io'  lul,  fro;i  the  outside  '’to'  coci'-  box. 

co::ce-le::  v;g?x 

(t)  ’,.hsn  any  ’■’oi-!’;  is  ■’o  be  covered  oi-  concealed  there  shal’’  be  t-'io  tests,  one  '-'hen 


ue  it  f'jrt.aer  ordained,  Taiat  no  new  or  remodeled  piping  pystem  shall  I'e  used  in  any  building 
until  tr.e  rining  and  fixtures  have  been  tested  arc  a^rroved  b’.'  the  I'''.3pectoi' . 

EXE  u.  CTTCf:  1.E7 
CC:.3TRUCTTC:'  AXE  T' 'gTALLAT J C: 

Be  it  further  oi-dainec.,  theX  "ll  gaso^ire  vapor,  gas  .lighting  machi’^es,  lam-s  .and 
.'^'stems  shall  be  ccnstr-.ict ed  and  installed  ir  acvoi'darce  with  the  rules  p-r  requirements 
of  tr.e  .'.atior.al  Eoai’d  of  Fire  Endei'Wfl  ter.3 . 

T"'"  '^V3'p“’'3 

3  j'e 


I 


EECTIC::  13S 


GCXSTi'.ucnr 


:t.alla7tc:' 


Be  it  further  ordaired,  that  all  acetylene  gas  -machines,  ri-es,  generators  and  -vstems 
snail  be  const:"uctec  a-"d  ir.stallec:  i's  accor’ ance  '''it?  the  rules  a-d  recuiromerts  of  the 
Xational  Boart  of  Fii-e  Xncei'wf'iter'" . 


103 


’'O'"  T’ri.  r 


I:?I:IVTLU<\I-  O^L  -Un”!  '}  _ 

S-JB  r’.I-C’TO..  13S 

Pp.^rriT.  '--.'fTpi'.  <  iTFr  T’"’? 'VLI 

■~^^^^i;''lt'’:'urt'-.rr"or7alr!e^ ,  thp.t  ?,11  Intlvlcu.l  oil  lurnl-;;  ei.ul-mert  for  other  ther  ..Ohse- 
toll  porjos^o.  30,11  he  ooootruoto,-  are  inr.t:ll6<  i-i  accorca^ee  ■■.:*>■.  t'-e  rule,  repuirn-erts 

Cl  the  National  Loarc'  of  ?ji'e  hnder'.'iriters . 

3i;.-  ^SCTTC~~'^  1^-C 

EXl-'  Lll!::3__^^  -jrther  orOaineS  .'hat  the  Chief  Inspector  shell  have  the  suteorlty  to  o«'er 
eas  exit  lights  In  any  tnontor,  novieg  Icture  house,  assenhli'  hall,  or  ary  o,,.or  .lace  i  .,ei  e 
the  safety  of  the  putlic  or  thi^  la”''-,  i"  force  provioec.  lor  elecuric  -ignc.-.  . 

REBETlYIi  "h'I:P03E  .  .  .  +  • 

""'TiT'  'Yhe  -urno'e  of  this  sectic”-.  ’ -ing  to  provicef  a  reserve  or  cuplicate  exa  .  ro-^-'e  ] 

ca-;e  there  .should’ le  any  thing  occur  that  would  nrevent  the  electric  lights  fron  opera  •  3 • 

3UB  3ECrT0’'  141 


3A3  .3ERVTCE  'COhhECT  J0"3 


TY^:^ix^c  ',  c'"i : 


7h:r,  :;at.'3 


(a)  be  it  furthei  orcained,  T: --t  each  cane  every  -ei-  gas  servo  cc  or  ^ipe  co'^-ec  ,  o  o- 
tween  +ae  rnai-s  of  t  .e  -^as  Gonp-n”  pt^d  t>  G  neter  located  in  consuncr's  residence  or  place  oi 
husiuess  shall  to  constructed  anc'^ai^-  ^  he  ys  Conrrny,  thi^  .hal^  he  do^e  to  ayooc  -ossone 
interference  -itr  proper  dr'-i'-n  nr--,  ’-rot-er  ta-  of  nMn,  vroGer  size  hO  su””ly  ce-  -d  of 

.^as  aopliances  that  will  tc  -.'see.. .  ,  ^  .  .  .  • 

Ct)  Reduce  nu 'tei-  of  joints  t-  ni"i.nun  and  f-jrnish  gro^ei-  ’"ro  echoo-”  uO  mains  in  eve.  u 

laid  thi-ough  gi'ound  ha”—'.  -  cinders  oi-  ashes. 

I  xiARA  rubiic  hEih^icE  co::"J3Sic:: 

- fcT'"^^?'fe?'for  in  the  3-uli-g  of  the  J-diana  FuMi^-  3  rvice  Co-ii aiss io-  +hat  all 

-as  services  or  co-.-ections  from  nrin  after  on-:  laic  shall  he  n'^intained  t^.ere  after  arc 
kept  in  repair  and  co-dition  by  the  Gas  Conc'^ry,  at  its  o'l-  expense.  v-,  • 

■'--cb  nor''  shall  I'e  hei  oafter  done  exclu-.ivelv  h”  '  e  -^as  Con.aany  a-,  reaso-ahle  prices. 
reg-jlation3_.iovk].-t:ig  iiiE  hx;  op  cji_;,URNiiG_E:^JF;:Ei:T_A;:^For_IH-LII£LAGij:Zj::L-?I^^ 
ji:  ccirxcTic:^  theri-I.ttr 

- "he  it^furth-  r  ordained  that  tine  ^  ollowi-  ■  recgulations  shal”  anrl”  to^t^e  construct  io- , 

installation,  operation  and  .nai:'’te’' ance  Oj"  Liyiic  ''^uel  Euj-ning  apparatus  installec  tj-’- 
the  corporate  limits  of  +he  Cit-  of  Fort  hayno . 

T.ZlhLAEI0:i3  FOR.  hOhEGTIC  J'XTALLARIC~'3 
SUB  SECTIOi:  1 

£10  EXPERT  ATTXXAUR  _  n  c  ,  .  •  n  n  +  •  +  i  . 

furt'iei'  orcaineCj  “t-hat  the  :'ol?^o\vjr  '  I'e^ulatic-  3  rela  ■  ar^icularly  ,^0  ^ 

tiers  whc.re  no  exT  ort  atte-da-t  i:  con  itantly  on  the  nre’i-.es.  ■' Att  or  d^- 1 »  is  defirec  as 
follows; 

ATTEMLAIiT 

LEFIIIEL  ,  „  ,  . 

- /T^non-ex:  ert  attendant"  nay  he  the  o-nor  of  thc^  pren.ise-,  or  cs  nenher  of  his  or  ’'-er 

famil’^  or  sone^  o-io  delegated  .  to  ?t"e"d.  to  the  i-”.tal"  at  i--s . 

J'T/JSTRIAL  l.TCK  .  ' 

The  fo"'lowi'"  '  i-e-s]  at  iors  do  not  .a^rl'''  to  i^cu-triel  oil  hur'"i'''3  a-^parauus  nor  .0  dev^cies 

emi  lo^ii^.g  a  wick. 

CC’^^JFFT  A-^T-r  yjvy:: 

'Ip  t  He  s  e  R.e  gala  t  i  ons  ,  corn  i  cei'at  i  on  is  give-  t:  the  follcw'r'-g  , 

SAFhdUAiihlh^  probable  sources  fi'0::i  wiiich  ti.e  ahnorn.nl  d  i  schar.ge  01  liquic  nag’  occur  in  or  about 

the  turnei’. 

Cr7;P;ATI0 

• - Cty '  Reliatili\-  of  t'u  operatic-  of  '  he  safety  devices. 

IhSTALLATTOI' 

- Cc)  Arrangene^’t  of  the  i”  ■  tallat  ion  to  ni-inize  tee 

orizec  persons. 

(^c)  u-eliatility  of  the  iggsitio” 

LEGUl  AhlC'S  A’-^LTAET  E 
SUB  SECT  I  O'"  f 


•  i  h  3. 1_  1  + 0"!^  o  R ^  i a U'*’ b. “ 


> -’33h  -1  . 


Tx US EUT  A 'U'."  3 UHS E  - JJEl  X 

- The  following  regulatio^.s  shall  arfb.'^  ‘‘-o  '"■hose  devices  no"'  in  -jae  as  well  as  to  those 

installed  subsequent  to  the  passage  of  this  Code. 

SUL  SECT  1 0:1  5 

ppp'ijT 

- " iT  shall  be  required  that  present  users  of  Liquid  :^'uel  Burning  A-^aratus  as  ’-ell^a-  "hose 

ma'-ing  subsequent  installations  of  such  equmnent  shall  s  ecure  from  the  Chief  of  the  Eire  re”- 
artment  throu -h  the  Euildir.g  ’-'onnissio’-er ,-  a  pernit  to  install  and  u.se  said  a-raratu?. 

SUB  3ECTICII  4  ' 
plans  SUBHITTEL 

Be  fore  Oil  Burning  Equipnents  are  installed,  or  existing  eyuip-nent  nodifi^d  +0  meet  Ar'e 
regulations  of  this  Code  .'Ians  for  said  inst-llatio'” ,  or  descr  in  ■'.  ive  natter  relating  to  t-c 
apparatus,  sh''-ll  be  mibnitted.  to  f- e  Chief  of  t’-e  ire  Eepartnent  through  the  Building  Con’niss- 
ioner  for  anproval,  .a^d  thc^  issuer ce  of  necessarg’  pernit  . 

SUB  section’  5 
INSUP.ANC''  POT.  ICY 

While  not  cornrililsorv ,  it  is  advi  ec  that  usci-s  of  Lioyaid  ■'”uel  Eurnin-n  n-rara^u”  anoly 
to  ti.fc  regular  agent  of  the  Fire  Insurance  Convary  or  Conpanien  -ari-'ng  the  risk,  for  a 
Fu^X  Gil  -’^er -it , '^tc  be  attached  to  t..e  user’s  pclmcy. 

fuel  oil 
sub  GECriOU  b 

EEFINBL 

- Fuel  oil  used  -under  these  regulation'-  shallbo  a  to-’-edor  distilled  oil,  having  a  flash 

point  of  not  less  than  ICO  degrees  f.-hrenheit  closet  cu” . 

SUB  SECTIO:'  7 

FLASH  POINT 

In  det'ernining  the  flash  point,  either  the  Elliot,  Abel,  Abel-Pensky  or  ‘a^^.  Closed  Testers 


T"  such  CTses  tile  test'  'h.-'tt  ^e  •c-’.r’o  i-  nr.r., 
;  An..ric'=c'  Hociet”  for 
CTL  £hL:^T’:j  s^^Thi: 

3UE  gecttc:j  8 


tec  r- 


r  .G'tj'^.-:  :>,terial3 


orcnnce  '••ith  the  method'^  of  tests  as  acoe- 


wit- "t  ,'^  -  f  consist  Ox  all  e/jjnm.rit  connected  to  the  hurner  and  lona'^e 

anc'lu'i:cc'“'JrK';;  ^-r;’  BU-rl,,  t.n.-  anO  m-o-laio-^a  for  rinjo,,  -ino,,  ,,00 


'  D 


urner 


LCCA''^I0’^  ^::i:  COhG"?  •JCT^T:'"'  C’’  3-0' 

Shi.  GhCx'TC'^  (9-  - - - 

ChTGiLh  u::iGiiHic~;"i: 

Gtora  tanks  .--hal^  nreferatl-  i.e  located  outsid 
frovicec  for. 

CCl'CLGTE  TAlllG 


e  und  ei'gi’ oun  d  ,  exce’'t  ^s  hereinafter 


liSL  riL  Licuic  ^uels  of  3C  degrees  Eeaume  and  under 


As  fuel  oil  of  this  character  roo/uires  heati--  i' 


„  +  •  XT  ..  .  -  ^  eiiti'fcne  Filter  t enreratui'e ,  and  is  nol 

ton:oo  Jo  clscouro,ef. 

x.fli.&x-.IAl  AnL  Gbhiltliuct  Ibr: 

„„  +  ^ -•‘C  .X 1  on  cl  cuoSid.^  tan'-i  shall  de  in  accci'dance  rjith  the 

roi^uii  c  nento  ni-i’einto*  oi’e  set  foi’tn. 

IMGThi:  xflhVIr'"  -hi  "x.GGGhl.h  :a:ikg 
Sup  o.i-.CT3Ci.  IC 

ai.tc;:ati{ 


su^  ply  tanks  may  Le  of  gravity  or  rressrre  tyre  if  sui  t  at  le  •  aut  o-a  t  ic  safe- 
guaiLo  oO  .  1  e\  ent  atnoi'ccl  c  i  sc nai’-''e  of  nil  ^^t 
CAl'ACI'cY 
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■.ne  curnei-  are  provided, 
e  xc  e  e  c'  i  —  ^  +.  iv n  v 


j:0ilXrl..j  Px’.hGG  hi. 


’VO  hundred  seven '•v-five  (275)  gallons. 

not  be  ’.vithin  five  {^■')  feet,  or  -re- 
ici  any  fire  or  flacie. 

•’Hc  rl^icly  installed  on  incontusti- 
Lnst  nenhanical  injury. 


^ (d) -anks  for  systens  under  -ressure  shall  he  designed  for  six  tines  the  maximun  working 
pressure  and  be  tester  nc  pi'ovet  t  i  giit  .gt  t^'ine  t,i-e  naxinun  ’-'or'^in-  rr'essui-e;  naxinun  ’vorkinCT 
pressure  shall  not  exceed  fifty  (fC)  pounds. 


lief  valv; 


Fi'fessui’e  tanl's  snail  be  provic.ed  '■■'i  tr.  a  reliable  T'l’essui'e  vau^e  c’sd  an  p 


’j  0  n  ■  Y  1  c  re- 


.Lpvlupo  .  lA'.hJpJxpA 


Ir  d  to  discharge  outside  of  fee  '^uild  ing . 

ry^r* 
h./  IjO 

(e)  Gauging  devices  or  test  wells,  and  the  breakage  of  which  "’ould  per  lit  the  escane 
of  oil  or  varor  ’flithin  the  build in;,  shall  I'e  nrohitited.  ■  '  '  ‘ 

rUYFS 

3Jh  G-xCflOh'll 

A'Jl’ChATjc  hai:l 

Autonatic  or  hand  oil  pumps  used  in  filling  auxiliary  tank  from  the  main  storage  tan'- 
na..l  be  of  approved  type,  -ecui-e  against  leaics  with  check  valves  located  as  close  to  aump  e 


sna 

venient  . 

Purnfs  snail  be  rigidly  fastenec  in  _lace. 
FIP IhG 

-  -  '  '-i  -p  rv  ■»  T  T  •' 

O  l—>  O 

GRALE 


ump  as  con 


(a)  S"-andard,  full  ”'ei'!~",  ’.vreught  iron,  steel  or  brass  ri-g  -f  +  h  substa-tial  fittin's  sh.al 
be  used . 

TPr'^-Tr*'^  T 
•  i  »V./  -  A-i  V../  ..  ^ 

shall  be  careful' 


uni' 


to  the  inspection  denartmert  havi'-.j  gui’isc  ict  ion . 
EXPAh'GJc:: 


ni-ote''ted  a.gai"st  'echanical  injury  in  a  manner  satisfactory 


In  all  pi-ring  systems  pi'o;  t  i-  allowance  shall  be  made  for  exnarsion  and  contraction,  jarring 
and  vibration.  ’ 

JCIIJTG 

All  joints  shall  be  made  with  litharge  oi’  shellac  co-’'ourd  . 

ELECTRIC  hllfG 

All  niping  shall  be  se;  ai’ated  from  electric  'vii-es  not  enclosed  i'^  approved  conduit  H 

racewag^s  and  armoi'ed  cable,  by  some  continuous  anc  i'ir-ly  fixed  non-conduct  or  creating  a  rer-B 
raanent  3e’'ai’at  i  or ,  provided  in  tne  IJ?.*ionr:l  -.lectfical  Code. 

TUBIRG 

The  use  of  rubbei-  tubing'  of  an”  ,':ind  is  prohibited. 

GUP-  Rv  PIPE  _ 

(b)  Supply  pire  shall  be  not  less  than  one-fourth  inch  in  ciam^^ter  iron  ri-e  sixe. 

’..hen  oil  is  ruined  to  the  turner  the  r-eturn  pines  shall  le  at  least  +he  same  size. 

TAiRc  co:::e  cticl'g 

(C)  Pipe  connections  to  tanks  shall  be  suitably  I'einforced,  and  rropei’  allowance  made  folH 
for  expansion  and  ccnti’action ,  jari'i‘".g  and  titration.  H 

RAGCPiff  i.ALLS  " 

pr)  CTpenings  for  pipe  ;  tniough  masonry  walls  below  the  gi’ound  level  shall  be  mace  oil- 

tight  and  securely  packed  with  flexible  material. 

COhCfCTIORG 

(e)  All  connection.s  shall  be  made  perfectl’?  tignt  ’wifr.  -ell  fitted  joints. 

UIIIORS 

Unions  shall  be  used  at  burners  to  facilitate  : emoval . 

All  unio-s  shall  be  of  a’'proved  t^-e,  ha'-l-g  co":cally  faced  joint,  obviating  the  use  of 
packin''  or  gaskets. 
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in  the  ca  e  of  ru-iping  ejrotono,  ■’O  laic 


RUJ  or  PIPES 

(fT  Pioin-'  shall  be  run  as  cli'ectly  as  possible  anc 

that  if  practicable  the  pipes  are  pitcheo  back  toverf  the  storage  tank  wit.iou  .rap.-.. 
TSiBTIHG 

( r'V  Systems  unc'er  pressure  sh''"’!  be  cesigneci  i  or  six  times  i,he  ''or,-  i  ^  re^sure  anb 
installation  when  complete  shall  >-0  testef  anc  proven  tight  at  twice  the  -axnmum  worxr-y 
pi  essui'e . 

VALVi:S 

S'JL  SECT  TO  '  i:t 


ACCE3SI3LE 


JTj  EeaCily  acces'Jible  valves  shall  be  providec  near  eaeh  turner  anc  also  close  to 

the  auxiliary  tank  in  the  pipe  line  to  turners. 

C0iyT1.0L--C0i:ST::UCT70’'  .  . 

m  Consol  valves  shall  be  of  approvec  type  provaCec  m-  ,n  stu  fing  bo  o. 

_«  -  1  ^ ...  4-  ^  ^  ^  r~  n  /I  'r-  1 


liberal  size 

containing  a  removable  cuppec  glanc  designee  to  compi'ess  the  ’"ac  i''g  '^gai’^s  t  e  v  Ive  stem 


and  ai'i’anged  so  as  to  facillitate  I’emoval. 

CLO-E  AGAI"— 'P  SUPPLY  ,  ^  _ 

Valve  shall  be  designed  to  close  against  the  supply,  and  to  prevent  '•n.hcra'val  of  otem 

by  conti'-^uec  operation  of  the  handwheel. 

PACKTIIG  ^  - 

The  use  of  packing  affected  by  the  oil  or  heat  is  pi'onitioec. 

PILOT  LIGHT 
StJB  GECTTCU  14 


AUTOIIATIC  SYSTETI 

(al  Aut omaTic  system  shall  be 

ly  extinguishec  fy  operation  of  Ine 
automatic' reignition  is  made. 

HE  I GKT  -  -3  A  FE  QU  AI  iLEE 

(b)  Pilot  lights  shall  be  at 
ber  to  be  amply  safeguarded  against 
ATJIT-FLCCLIl'G  EEVICuS 

SUE  SSCTTOr  15 

CUT  OFF 


Tq's  /s^r^Y  fuel  oil  burnl^i"  device  designed  to  be  oper'ated  in  the  absence  of  a'"  attendant 
si.all  bc!  6-' clipped  ’''ith  an  automatic  cut  off  in  the  oil  or  po^'er  aur’'ly  lise  to  the  buT .  er  tba 
will  prevent  the  floodi-'g  of  t;.e  burner  in  the  event  the  fi'^me  is  extinguishec. 


LOCAl'JCU 


(■b)  Automatic  cut-off  features  of  an  oil  bur'-l"g  device,  mhi '-h  ^derend-  u-on  evces<^ 
tion  of  the  liquid  for  actuating  the  mechanism,  sh'll  be  located  outside  the  furrac 


s^on  e^ces'^  a'^c- 
ce 


unulat 
ash-pit . 

OVSL.FLOL  curs  ,  ,  ,  „ 

(^)  Overflow  cups  in  .safetv  cut-offs  or  ant  i -flood  in'-  devices  shall  be  construct  ec  of 

se-  rnlesG  material,  a”c  of  not  less  '^■han  o-e ,  nor  more  than  ^mo  quarts  carasiRv. 

CCYGTLUCTTOT' 

The  construction  shall  be  such  that  the  tripping  or  actuation  of  saic  curs  "all  not 

cause  overflow  oil  to  be  discharged  into  the  room. 

3HU5f-OFFVr.AVE  . 

(J)  The  overflow  cup  shall  be  so  arranged  that  whe’-  removec.  shut-off  valve  or  swi  .c- 

may  not  be  reset  until  the  overflo-  cup  is  i-  proper  position, 

OYELFLOh  "I“E  .  .  _  .  . 

(e)  The  ovei’flow  pipe  convening  unconsumec  or  concensed  liquic  .fuel  to  the  over  flow  cun 

shall  be  not  less  bhan  one-^:alf  (i)  inch  pine  si  e  i’-  d:  anneter  . 

AIK  LUCT 
SUB  SECTio;:  lo 


BLO\  EK  TYPE 

tThe  ail'  cue",  or  discharge  blast  pi-e  on  oil  burners  of  the  fa.'''  oi'  blower  type  ?’•  all  be 
30  arranger  as  ‘o  prevent  tne  discharge  of  liv,  uid  fuel  through  said  due",  in  th(  event  of  the 
rloocii’ig  of  the  fire  _  ,  t  • 

CC.-’TIcOL  AF’^AnATUS 
SLE  SECTIO  ' _:iY 
LEV1CE3  -RCHTLITEL 

'  a)  Tr.e  use  of  spi'i''''s  oi'  eloctrinal  contacts  in  control  a.ppara.  t'us,  the  failure  of 
which  introduces  the  rossii'lity  of  -lon'inuous  orera"ion  of  "he  d^vi^’e  is  rrohibj -^.ed . 

OIL 

:  (’e)'  '  The  opening  and  closing  cf  the  powei'  or  oil  supply  to  the  bur -ei'  shall  not  be 

actuated  by  control  circuits  or  devices  energized  by  dr,"  cells,  or  -tora.ge  batteries. 

G.AUGnS  OLl  SIGiiT  lEEES 
S  ECTIOIJ  18 

FROHIFITEE 

The  use  of  glass  gauges  oi'  si  ^ht  feeds  in  the  furk  sun"l"  tan''  or  rumr,  tho  brea!'a.ge  of 
which  will  allow  the  escape  of  fuel  oil  into  the  room,  is  strietTv  rro’"  i  bi  ted  . 

FLFEtlELE  HOkE 


SUB  GECTir^'  19 

FR.OHTEITEL 


The  use  of  flexible  metallic  hose  havi'-g  solcei'od  or  leaded  ccurlin;'  non"ectio'-s  are 
pi'ohi  bited  . 

ELECTRIC tL  FORK 

SUL  SECT  Toil  LO 


so  designed  that  the  nilot  flame  or  spark  cannot  be  entire 
automatic  control  device,  unless  adequate  rrovisio"  for 

sufficient  height  above  the  floor  of  the  combustion  cham— 
an"  accu 'nulat  ion  of  waste  "il. 


REQLIRLUENTS 

(a")  '  The  general  requirements  foi'  electrical,  wii'irg  and  i"  tallaticn  of  electrical  devices 
foi-  Cil  Eurn.ers  shall  coincice  v-;ith  ttie  code  of  the  City  of  Fort  ».ayne. 

VvIRIEG  SYS  TEES 


COELUT' 


(,b)  Tt.is  shall  consist  of  l  i  ;id  oi'  metallic  conduit  wi+p  sta'''dard  o’utlet  boxes  ?nc 


in.'s 


I.I0TCE3 


EIFCC?  CO’r  'EC'TIOFS 


(c)  .lotors  shall  have  no  exnosed  live  netal  pa  ts. 

Provisions  shall  be  mac’e  ^or  c’irec*  con’^ecliofi  to  the  conduit  of  the  su’'nl’'  circuit  hv 
use  of  a  box  oh  ternrual  cover.  ‘  ' 


CC”TA 


fi.chtett: 


+  electrical  contacts  in  theraost a"'' s  or  other 

°  c  0^-  which  i..troc;uce3  the  possii  ilitv  of  contiguous  oreratio-  _ 

Ox  tr.e  cevice  or  fcur’'.er,  is  rr  hibitee.  '  '  '  ■ 

pari:!::!  ■ 

Sb'bbSECflQ-'  l1  ■ 

ciL  ihihiiih} 

,  oevice  snail  be  nar.'rec  -'ith  the  none  ^nr  adore -s  of  the  nanuf  aoturer , 

anc  trace  nme  of  the^c'evice,  as  -ell  a-  the  size,  ty-e,  or  style  of  the  de-i-f  . 

This  nai-  ■i'"y  shall  be  ali.  '^.ines  eosily  seen  a^c  lec'ibl'e. 

IPG  ThhC?TC''3 
GhE  GhCTIOP  h£ 

rOSTEP  ■ 

TUot  c_  la  ..  i  0 ,  _  anc,  opeiati’^^j  i*^, '  uruct  ions  snail  be  I’ecyuirec'  of  t''':G  nanuf 


,  ,  .  ,  ^  . - .  —  .....uf a'^turer  by  the 

US61'  p.nt  snc'Jlc  bo  ycs'^ec  i:i  tr.e  viciritv  oi’  the  buirei’* 

X  ..e  cai  c  sneuld  pre.t,rably  contai’^  the  nanr,,  acchess  s’-d  ■^elen-o'^e  number  of  the 
na-'Ul'acturer  '  s  local  a^ent  . 

GUI.  GECTI^’' 

‘.,uALT  .liC.-..'. ..  j  UE 


Oil  b’ui-nin  ;  e 

Vx.) 

.^uipme-.-t  shall 

t  G 

i''  :tallod  o'  l-  bv 

tnis  kind  f 

w  or  k . 

J-  ij  13  1'  6 

co'.i'iencoe  tnat 

■'V  ■ 

;te.r:5  be  installec. 

the  apnro'-al 

of  the  e.hiof  o 

lO  Xiro  Lerar-tnent 

KUUUIVTIO  V  " 

0..  I'XU-lThlAL 

.MX 

CO - .'-''S."!.  -r.T--i.,T 

r*  I  '  /\  u'  -r*  ^T-  A  -  '■  y 

A-rf  ^  .  .i  .  «  ±  i.  ^  .  J. 

^ ® 1  T'x.x  .--..r  Gic.ai’'e(  ,  '"c.  ■"o  .  o?.lo'''in^  regulations  relate  rarticularlv  to  in  — 

stalla'l  io’^s  '.'/here  an  expert  atte’^c’c,'-'.  i^  constantly  on  the  rrenises . 

"Atte’'d?,'^.t"  is  cefin  d  as  follo”'s; 

ATTEUr.  '  ”T 


_(t)  An  "expert  attondan'"  nay  be  an  engineer-,  rerfornin;  various  servic  s  about  the 
re-sises  oi-  sono  o'.i..  exroi'iencod  in.  lechanical  oo’-'ti'i  vances ,  delegated  to  c.''-tend  to  the 
irstax._a.iu". 
rUEL  CIL 
LEPIUEL _ 

(c^  Oi  l-burni--  •.  equirn^f's  in  ■^■hi'5  cia-su 

’.  Closed 

•  e  uirn-.T-ts  shall  be  opei'ated  orlp'  "'her.  a  cornpete;“t  atteada'-'^.  is  con3t'’ntlv 


e  ..10  S'  'ssr 


flash  poi-t  above  IbU  c.egree 
Cil-bui  '-"i 


c-"];  licysids  havi’-c  ?  fia' 


on  the  '  re  -.ises  . 
PLAGh  PCTUf 


(c)  In  ceterninin  the  flash  p'i"'!,  either  the  Elliot",  A’-el,  Abel -Fe" s or  Tag  Closed 
Tester-s  shall  be  used,  bu'  the  ±a[:  Closed  Tester-  ( standard  ized  'y  the  United  States  bureau  of 
-standards}  shall  bo  authoritative  in  -rase  of  dis’"u‘'e. 

TE^TS 

All  te-'ts  shall  ! nade  i".  a^^cordancc  v-ith  the  methods  of  tests  as  ador+ec  b-''  the  American 


Gociet 

TAiUlG 

GTC.hAI. 


Sor  -opting  "ater'isls. 


(e)  Gtoi-age  tanks  should  b-e  :  laced  und. or  ;r  o-und  'o  obtapo  the  greatesf  -measure’  o-f'  safe.t”. 

LCC.-^  :  10- ' 

V.nei-u  this  can'-'ot  be  cIo'  e  and  t8’"’:s  are  ■•'ec  ssar  i  ly  located  viitr.p-  the  buildin-',  or  above 
gi-ounc ,  uch  an  arrangenent  is  co-^^ider-ed  more  hazar-d  bus . 

ABOVE  CROU-  X 

Ab'ove  gro-und  storage  or  su""''’'  t-=n'':v  may  be  "er-^it^ec  o’sl-”'  outsi^'e  of  closeTv  built  districts 
JOIUT"'*  -VT  CO*'''ECTIC''S 


All  ,ioints  shall  be  i-iveted  anc  ca-Jlk«d  ,  bi-azed,  welc'c  or-  mace  by  some  equally  sat  i  sf  ac"^  ory 
process. 

Tanks  shall  be  tiunt  arc  suff  ic  i  ent  ly  strong  to  beat  without  injury  -"he  most  severe  st-  « 
rains  to  ".'i.icr.  tney  may  be  subjected  in  practice.  H 

Ghell'-  of  tanks  shall  be  pro’^erly  r-ei’-f  creed  -'’rcr-e  '"ou-ect  ■’ c-is  are  made.  ^ 

CC TUUCTIOUG. 

ALLL  conrections  shall  be  made  thr-or;  p-  the  top  of  tan'^  abo'-e  the  liquid  level. 
iVUGT  EDCCFIUI  - 
GUB  3ECTJ0" 


EXT Eh TOR 

A'll^tan’-s  sb.-ll  be  thorru  ;,’r  ly  coated  o"  the  orrtside  ""ith  tar,  asn'-.altun  or  other  sui*^- 
able  rust-resisti-'g  material,  depe-dert  -i-on  the  conditio'"  oi  soil  in  which  +hey  are  rlaced. 
STEEL 

Uher-e  soil  is  impi-e  gnated  '-'it:,  corrosive  materials,  ta^'ks  shall  also  be  mrsde  of  heavier 
netal. 

VEU'TIU  }  CF  TALKS 

3UU  GUCTIO':  kb 

VE’X  ^TFE 

(a)  An  independent^  r  ei--ranentl\'  open  galvanized  ir-cn  vent  pipe  '■errainating  outside 
of  building  shall  bo  pi-ovic  ed  for-  ever  y  outside  tank. 

The  lo'wor  end  oi’*  tuu  ve  t  jire  shall  not  extend  tl-.j-ough  the  top  in-'o  the  tank  for  a 

distance  of  noie  tha.n  one  inch. 
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VLNT  CrEIII’iaS:  SCREENS 


(b)  ^nt  openings  shall  te  screened  (4C-4C  non-corr  od  ihle  '"ire  Tiesh  or  its  egu:  valent, 
prefePadly  cone-shaped ) ,  .and  shall  le  of  sufficient  aiea  to  per.nit  pro^'er  i’a^lo’"  of  liquid  cu 
the  filling  operatio'^,  and  in  "o  c?ae  less  than  Ij-  inch  in  dianet.i-. 

Screens  shall  l:e  accessible  foi'  exa ni nat io'^  and  I'enoval. 

I-:00LS--TI  HIT  CONNEGTIG  --V.J:T.C\.  CrE”^!  hi 

Vent  ’"ires  sha”il*te  provided  ’vfth  neathei'proof  hoods,  and  ternlnate  t"’elve  feet  above  top 
of  fill-pipe,  or,  if  tight  connection  is  na-  e  in  filling  line,  to  a  point  one  foo*'  aho'/e  the 
level  of  the  top  of  the  hig'"fest  reservoir  fron  ’vhich  the  tanks  nay  be  filled,  and  preferably  not 
less  than  three  feet,  neasured  hoi- is  entail;/  and  ver '• ’cally ,  fron  any  windonn  or  other  building 

opening . 

^nLLINaVlFE 
SUE  SECflCN  E7 


TRAP 
DANCER 


'  r:nd  of  filling  pine  in  tank  shall  be  turned  u"  so  as  to  fori  a  trap  or  seal,  and  nhen 
installed  in  the  vicinity  of  any  door  or  other  building  opening  shall  be  as  renote  therefron  as 

possible  so  as  to  pi'event  dangei-  or  liability  of  flon  of  oil  through  building  0‘"en2’’’gs. 

T'  RT'I’'/''T 

- ruminal  shall  te  ou‘ sice  c.  building  in  a  ti^ht,  -inconbust  ible  I  ox  or  c'^stig,  so  de'^i^'’'ed 

as  to  iiiake  access  difficult  by  unaut:.oi-ized  pei'sor’. 
l.IANR^LE 


gkceret,y.fa’TE!:e:. 

Nsnholc  covers  shall  be  secuis  1'  fastened  i'"  oi'cor  to  nalce  access  difficult  b’.-  ""aut  "oi’ized 
pei'so’^s. 

TE'"?  V.ERL  CR  lAVai  'G-  DE^.'IC"  (Gee  P-rsgrpp’"  ■^P.) 

GUiTUECTir” 

tan:  13 

■  IC 


UND..RaROE::D:  lEFTH  REQUIRED 

(a)  Tanks  slnall  be  bufiec  undergreund.  nith  to’’  of  the  tan'-s  not  less  'ha?"  feet  belo?' 

the  surface  of  the  gro’und,  and  belos'  the  level  of  any  pining  to  nhich  ‘'he  tan’is  nay  be 
connected. 

ALTERT^ATE  DEPTH 

In  I'iVu  of  ti.e  two  feet  sover  tan'"  ’.ay  be  buried  u’",d  :r  IE  i'"ches  of  ea?’‘'h  end  a  cover  of  re¬ 
inforced  concrete  at  least  6  i'lc:.-.;';  i"’.  tni'k'.oas  ;i'-o'-idn  ,  -Lhich  shall  extend  a',  least  one 
foot  beyond  tne  outli’ie  o'  tan':  i  ;  all.  d  i  re  ct  i  os.s  . 

CO'f CRETE  3RA  o  ■ 

Ronci'ete  slab  sh.’-'ll  '-e  set  on  a  fii's  r.'ell-t '  n.ned  ear'd  founda'io’^. 
ti:G.:01-A 

Tanks  shall  be  lecui'ely  a''chc]’ud  oi'  "leigated  i--'.  pl-’ce  to  "rev  r'  floating. 

partl^-"  due  ted  ^  ’  ■ 

Vvhei'e  a’ 'tan':  cannot  be  on'i?-'  ly  buried,  it  -h- 11  be  covered  -i+.h  e'’.rth  '■  o  a.  death  of  at 
least  two  i'oet  and  sloped  on  all  sides,  sieves  rot  to  be  less  than  3  to  1. 
a;::GFEc:3o:: 

~  Sue’  cases  shall  also  be  subject  to  such  oti...  i'  requirenents  as  nay  be  deenec  ?"ecessar'"  by 
the  inspection  depai'tmer.t  Lavia.g  .  ui'isd ic t  ion  . 

PREVENT  .'C 

IR  t'ani:  cannot  b.  set  below  the  1  vel  of  all  niping  to  ’.".’hich  it  is  co-nected,  sat  i  sf  ac^.cr-y 
ai'rangenents  shall  be  provided  t  ri'evi  ?:!  si"'r;c"ing  oi'  giuavi-'y  in  c"- se  of  ac^ice-'*'  tc  the 
ni ning . 

pjR.:  rc:E:LATio'' 

(b)  TarP's  shall  be  se'''  c-  a  ''ii'  i  :''ou'''dpt  io’-  a"d  sunn'nv’-de  d  ’"i 
tanned  in  "lace,  or  enc?’sed  "onnrete  ""  outlined  i"  ""rag? 


ft  eai't"  or  sand  "'ell 


7^  (d' 


( c)  Vi'he"  located  undci-neath  a  b-njldi"  -,  ■'■he  tr"’'S  shal!'.  be  bin-iei  '.vi''r  to  ‘  rf  '  an'-"3  not 
less  than  feet  belo’.p  tine  level  of  the-  i'loor. 

FLOIR  ABOVE:  C  IXP.ETE 

Tbie  flooi'  j  i.-nediatelp  above  tl'ie  tan::s  shall  te  reinforced  nonerete  s''  lea"t  9  inc"es  in 
tijickness,  or  so.ne  other  type  of  con-struct ic"s  of  equivalent  sti'ergtr  T're  ro^j-tance,  ex¬ 

tending  a't  least  one  foot  beyo?sd  the  o’.H.ii’-e  of  tan'rs  i"  all  directions,  a"('  'crovided  "-it^ 
ample  means  of  surport  inde?'endent  of  any  tar'". 

VEi.'TINC  OP  TANK 

SUB  EECTICV  31 


A  nernanently  open  vent  cenf or?'.'iing  to  para.grarh  £6,  shall  he  rro"idcd. 

AEOtE  GRCTE  TAIT-P-— h TI .E  ‘"CREEP'S 

(b)  Each  above  gro'und.  tank,  ovei'  1,PCC  gallons  i"  ca;'ac1''y,  sh"''''  have  "■  1  Inanholes ,  ve  t 
r  pening  ■  and  ot.ner  openings  ’shich  nay  emit  in:la.n'’aVle  V’cor  (rrovidec  with  4C  x  4C  me"'", 
non-coi’roc  i  ble  inire  3c;s.en,  or  its  equivalent)  so  attached  as  to  comnletely  cover  the  ore-aing  and 
be  protected  atainst  clogging. 

SAFE'-''"'^  I'EILIEF 

(C)  A  safety  Relief  of  Ip  percent  of  roof  area  shall  ’"e  nrcvidec,  or  manhole  covers  of  e.^- 
ualai  ea  m’ust  be  kept  closed  by  wei;;ht  onl'-,  and,  no'  fir?nlp'  at' ached. 

R.E^'CVABLE :  ASeggSIELE 

('d')  Tne  screen  on  suck  opening  'jhall  It-  mace  I'enovable,  but  be  kep'  noi-mall.v  fir'nlj’-  att¬ 
ached  and  accessible  .  or  inspect io?"  . 

getting  o:'  tanrs 

SUE  SECTTO:!  52 

above  GFiOUNE 

TanJes  'vith  bottom  loi'e  ''.han  one  foot  above  the  gi’-’and.  shal''  have  firm  foundatio"  and 
and  sunrorts  of  inco 'lust  ihle  materi  si'  s ,  except  "^ooden  cushion"  . 

The  stci’a  ge  of  combust  i e  materRal  ’-'ithlr  1C  feet  of  anv  tank  is  prohibited. 
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Fr.c?iGTiC'^  A 

SU-  SFCTTC’  55 

STFFL  TANKS 


IAS  TIJ- 


SAeel  tanks  shall  te  constructeC  entirely  of  netal  incluc^in.^  ton,  sice  and  lotto-. 


openin.v,s  shaxl  be  gas  ti  ;ht  (see  pora-^raph  '<.A  for  caulking  of  joints',  except 
’^■LhC^'lTCA^LY^ai  screened  as  providec,  in  paragraph 

+  shall  ve  alectrically  grounded  in  accordance  "'ith  the  requirements  for 

Protection  Association. 

.  All  steel  work  of  rei-f orced  concrete  tanks  shall  te  interconnected  and  rrrounded 
by  an  aonroved  method. 

SITTIKS' A;:L  HEAT  INTTLATIO.,  OF  JkSITK  TANKS 
SUB  SkCTICk  B4 


LCCATIC:: 


_  ^  (a)  i'anks  shall  not  te.  located  ato-e  the  lonest  stor^,  cellar  or  tasement  of  tuild 

mg . 

BELOV. 

^j-snks  shal^  te  locavied  telo’'^  the  level  of  any  "iring  to  which  '‘‘hen  — av  te  cc  nn 
ected  or  if  ^this  is  impracticable,  satisfactory  ai-rangement s  shall  be  made  to  nrevent 


sipnoning  oi  gravit”  flo"'  in  case  of  accident  to  fee  e- 

fou:e:atiok 


.^uipment  of  pining. 


Cs,  ian<Co  onaj.1  te  set  on  a  i  irm  foundation  -nd  those  exceedin'  k,tCC  gallons  capacity 
shall  bc;  supported  independent  Iv  of  the  flooi-  constr.  ct  ion .  '  '  -  .y 

INTULATTO:: 

otacl  tanus  snail  te  conp'letely  enclonec  with  a  heat  insulation  equivalent  to 
reinforced  concrete  not  less  than  IB  inenes  in  thickness,  -'ith  at  least  a  6-  inch  srace 

tanl'-s  anc,  conci'ete  in’ugption,  filled  v.'ith  sand  or  well  tamped  earth  and 
’.'.'i..h  Iw  inenes  ol  sand  on  to_  o^  tank:,  either  between  tank  and  concrete  slat  or  a^  ove  con¬ 
crete  slat  . 


(e)  Concrete  tank.j  shall  te  complete!;/  enclosed,  with  a  he  t  insulation  of  reinforced 
conciSje  no.,  xess  tha  &  z.icr.es  in  tnick'sess,  vjitt:  at  lea  't  a,  6  inch  srace  on  ■"'ides  te  — 
tv/een  tank  and  conci'ete  in'’.ulp.t  ion  filled  ’"i  k  sand  ci'  "’c  11  tasvec  /pT'ti",  except  that 
foi-  top  of  tank  an  insul'^t  ic'".  c-'  Ik  mche  s  of  sand  without  concrete  coveri-  ’  shall  te 
deemed  sufficient. 

I^kfl^Eyikk^T  C'~  kUTiri-p}  (.ALLS 

( f )  halls  of  -  on  Crete  tpn''s  shall  be  constructed  iindependently  of  p”d  not  i"  con¬ 
tact  with  the  'uildin;  walls. 

YZ'/'2a"Z-  C7  T-i'lLG  (See  Fai'agi'a.:.  L6  and  F -I'a  ;rap;.  .31  (b)5 


u:  Si-ciic:: 


LCCATTCk  ATI  CA~ ' 

O  Kh  w  s.  u. 
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'k^FKFqT.rU'T.  TThFA' 


-IITA  CZ  FRC. 


ITT  JS 


Ta.nks  sr:.''!!  ri'Gfeiatl”  te  locatec’  a'  least  '“C  fret  fro-  ^ v.,..- q.,..+ 'b-iiipj 
CAPACITY  ^ZZ'-.ITTZZ 

he. 


Unen  tnia  cannot  te  do'/i  ,  f'e  li  /n'tof  mdividual  t:-”'  c-'^ac' 

derendent  o’^'  the  locatio:-’  of  tan 's  wi^ 

Ik'Lf  f  TZ’  CA^AyTp'' 

m?'-  te  of  unlimited  cpaaci' 


re.s-r.ect  to  adjacent  Vuilci 


ermi'^. ted  "'tall  te 
,  as  f  o''  o'"s  : 


(a} 


tui'ie 


■  C 


(  att  or  out'-ido  of  Vuildinc's 


p.nc  at  least  5C  f^  et  from  an”  luildin;  havin'  '*  :'lccr  rit  lowoi-  tip,’-  t'e  to-  of  t’-'e  ta^k 
!~CC.CCCaALLC:^3 

(t)  Tanks  may  have  a  capacit;  t  5CC,CCC  gallo"".  if  tte  tan'^  is  at  least  4C 
feet  fro  T  any  tuildi'^g  having  ?  floor  or  it  lo’wer  thar  tie  to.  of  the  tan’'-. 

BCO,CGC  lallon.s 

(c,'  Tanks  may  have  a  capacity  ..p  to  ucc,'-CC  g  lions  if  the  tanks  is  at  least  IC 
f^^et  frer:  an;.'  tuild  in  •  having  a  floor  or  pit  lower  than  the  ton  of  thc'  tan’'. 
l."C,'JOC  -aliens 

(TjT  fairk's  ma;/  ha' e  a  capacity  up  to  1.5C,CCC  gallons  if  the  tank  is  at  least  £5  feet 
fr.  m  an”  building  having  a  flooi-  oi'  pit  lowxi-  than  tr:G  tor,  of  the  tank. 

ICG,  GCC^  lALLOZ'.Z 

(,e)  Tanks  may  have  a  capaci-^y  up  to  1GG,CCG  if  the  tank  is  at  least  kc  feet  from 
an”  tuildin.g  havin;;  a  floor  "i'^  lower  t’''.an  the  tor  of  the  tan!:. 

73.CGG  IALLCY3 

{  Tanks  nay  have  a  '’p.-aci'''”  ””  ■*  o  7‘‘'’,GGC  gallons  if  the  tan'-  i^  at  least  IG 

feet  fro-  any  building  hevo  a  floor  or  pi'"  lower  ■‘'han  the  top  of  the  ta”'-. 

EC.GGC  l-ALLGYB 

(g)  ■'-f  tank  is  i'ithin  IG  feot  of  any  i.uilci”  ;  and  the  to”  of  the  tan!'-  m  gpove  the 

lowest  floor  ci-  ;i"  o.'  the  luildin  ;,  the  tank  sh"ll  not  exceed  a  capaci'"”  of  '■G,CGC  gallons 
an-',  must  be  of  letol  entiiol,”  close'  in  so’-ci'e"  witho't  air  space. 

HJiH  l.AT  .1: 

GUY.  SECi'TCi.  57 

AVOIL  ZAN'^ 

Tanks  shall  te  so  located  to  avoid  rossi  i  le  d'-”  pei-  fros  hi -h  •wa'"er. 

3TCJ:AuZ  CAP  CITY  lY'^IIZ  C"  IZIIFI’^IZ 

rt-r-r  -J*  r*  ^  T  r\- f  *7  C 

J  ^  ^  Zi'sj  -  -w  o 

PnI?J!A'T-'"rLY  r.PT 

Per  sane ntly  3et  Gtorage  Tanks  In  ide  Luildi-gs. 

Crk-INALY  BZILZr^I3 

(a)  In  orcinarv  '-uildirgs  the  -ross  ca'acit;-  of  tanks  shall  not  exceed  f,OCO  ■'aliens, 
-i.z:  i:E3i3Tivz  zjil:  iui~' 

(t)  In  fire-resistive  buildings  the  gross  cm-^ci-"..”  of  tan’--  sh.all  not  exceed  1C, COG 
nallons . 
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''ill:  rLEfiiGTivi  Roci: 


If  an: 


a Ic  in 


a  fii'ei- 


.r  teta^’Lef"  roon  c'. 


-i''^a’callv  anc 


r. 01’ izontall''^  in  an  appi'ovoc:  n=^nn£-r  I'l'o;!  oLh<n’  of  fhc  "  ’'nilc'i"  ■,  '‘.'■.o  gross  capacity 

of  tanks  shall  not  exceec’  hC,COC  ;;rllo-s,  -i'h  a'^  j"f'ivjc’ual  tarO-  r^- - -c  1  t.v  not  e"caec'i'"g  :c!5 ,  CCC 
gallon-.,  pi-ovicet.  the  I'-aula'i'-;  sa’-c  .speclfief  sneer  'r-np;,-;  "  (c"'  an'  (e'  sh'=?:’  he 

L'^ci-easee  to  In  i'^ch.e  >  or  sice',  anc  11  irc-es  on  top. 

^:rT".;--:iE’-::L./\i- LI  .LTihi:!;:'''"  i  chC's  cc" 'icfJC’L 


Sol  sscrio”  '^9 


'Cioss  connections  noi'nlt  L  ing  a'-vit”  flo'"  from  one  t^-^nk  to  anothei’  sha"'!  te  r  I'oh  i  h  i '■  ec 


except  in  the  c  se  of  o.l.-sice  tanhes  whci-o  ''hio  nap  te  pernittec  t-  rou  i?’ 

UOl-KLAilSLIF 

fLnrUlCTIC-'  4C 


’O'"'  e^t  ]  O'" . 


SSL  SlA'Ln.M _ 

All  nine  cor.’sect  io"s  to  +n-'’-r.,  oth.  i'  oi  1-co": ^  i  ni '  '•  or  r.si  c'e\'ines  .sh']  1  te  .nice 

in  a  sut  -ta'tial  ''’or-knan  li'-e  n""-"'  n- . 

0^  ~'L:^5I-IAL 

SUL.G.lSIIOlL-il 

\,CRLT''l  rRI-G^lLE 

All  piping  shall  be  of  t'.e  stancai't  fall  ’■'ei''ht  "'roug;/-  :'ron  or  steel  ^or  '«>or>i’"g 

pi'essui'e.'  leas  than  luu  po'.o'its;  foi-  v.'orki -ig  pressai-e-'  in  e'C'^ess  of  luC  f-ouncs,  e'Lra  heav,” 
anc  fittings  S'-all  be  usee. 

'^0  pii 

I''ST''LL.ATI( _ 

SIL'SECTIC:: 

.'ISIGL  I'CR  . 

(_a)  Fici’"g  shall  be  r’a’"  as  cirectlp  as  S3i>le  nitho'cL.  sags,  a’"c'  so  lai'"'  ■’■haL  where 
j-osaitle  pi-c.s  "itch  towarc  the  s'u  pl.y  ■■  rithout  tr-aps  px'o’  isior  shall  *"6  ■"ace  for  expan¬ 
sion,  oonti'Bction,  jari'i^g  a"c  vibration. 

co::'^£Ci'ic:ys _ 

(b)  All  con'"ertion3  of  sir  li'Tc  -  to  bur 'ei's  shai:'  be  biac'e  on  the  u'';'er  sice  .anc  sh"!:’ 
extenc  upwarc  foi’  a  distance  of  at  le-irt  IL  i’"c:es. 

JL  .-I  o  X  o 


I 


I 


V.CLKTITC-  ?:-.P,g^hLK3 

ririr.g  I'oi'  syotens  with  "’orking  press'ui-es  unt'er  ICC  no'a,nc''3  after  i"stall.ati  or.  shall  he 
tested  arc  proven  tight  at  a  y  r  xs.s'...i'e  of  not  less  than  I""!  ’•ounds. 

Vihei'e  working  pi'os  .'.ui-es  exceet  1;,'..'  ro‘a"C'', ,  ^ipi  'g  shall  te  "'.ested  a.pr’  prove"  tight  a'^  ■ 
press'di'e  5C  per  cent  in  (;xct;  ■  s  ^f  the  working  "  i'ess'v.i'e . 

lj:iic::s 

311  GICTIO::  44 


APFRCV 


ryy'E 


Po  right  anc.  left  coupli"  ’s  s''"!"',  be  u-ec’  a-r  ;i"ior  •  shpi]  teof  an  arprovec’  tvn  . 

PRCTECf'OlT  70  I'lFIII'lr 
SUB  SEC'^TC'^  45 
CCRRC3I ’■  ■  if,  ftCf T07 

(a)  '  "ipin:'  between,  aigv  sep,ai'atei  oil  co"taining  or  using  part  of  the  eq'airne’"^  shall  be  as 
far  as  practicable  laid  against  cori'oxive  -ctio". 

TREl'CL  cOLf. 

If  neci  ssai'b'  inside,  it  shall  "rof  erabl:'  be  laid  i'-a  trercr  "'i*'"  ■'ro"!  r  "let"!!  cover. 

FLOOi.S  ' 

If  0"  floor  or  subject  to  nocharical  j"ju.r:',  it  shall  bo  "rotected. 
i.ISEl.S 


(t)  Fibers  leading  to  the  sui’face  of  the  '•i'0'a"d  or  above  the  floor  ca;  ticularlv  risers  to 
iuurnaces,  shall  te  protected  against  i'^j'ur:’. 

VENT  PIF -  S 

Fill  and  ve’"t  ’■i"e.s  shall  also  be  pi’otec'ed  . 

S'JFT'L"  LT'^ES 


(c)  l.iser  -ires  from  the  oil  sxxpr-l--  li"es  to  bui'^er  fitti’"gs  shall  '■  e  not  less  than 
3/4  i’"ch  in  size. 

OUTS  HE  FIFEIUC- 
SULSECflC!"  4  b 
TLKUGH  L'  I-IL 

(a)  All  outside  Hnl’-g  shall  be  laid  in  s-lid  eai'th  or  in  a  ti-e"ch. 

OlE  FIFES _ 

Oil  pipes  shall  not  be  located  near  nci-  in  the  same  trench  with  other  ribi""-,  excesti"g 
steam  lines  for  heating. 

FROFFIUG _ 

Pro,  ping  the  wipes  on  wooden  blocks  shall  be  avoided. 

OPESIMGS  FOI.  FIEBES _ 

(b)  Oi'enings  foi'  nipps  throu"'h  outside  walls  below  the  "^rounc  level  sh-’ll  be  made  oil- 
ti'ht  and  securel'g  nackec  •■li-tv.  flexible  m^tex'ia"'. 

VALVES 

SUE  SEC  'TOP  47 
A'  FROVEL  TITE 

(.a)  All  valves  shall  be  of  an  a',  proved  ty"r- .  (See  S'ub  -.^ec'  ion  13.1 
SHUT  OFF  TYPE 

(b)  Sh'ut  off  valves  shall  be  pi-ovidec  on  both  sices  of  any  strainer  '''hich  mv”  be  inst¬ 
alled  in  pipe  line  -  ;  i"  dischai-  ;e  and  suction  lines  -^o  '.'ump  i"  discharge  arc  return  lines  to 
anv  tank,  as  near  tan’'  as  '"I'.scti  ca^'i  e ,  a"d  i"  bra'^nh  lines  n.or  ''arneis. 

OUTSILE 

An  outside  I'u.acil:'  cc  ssible  val'e  shall  be  pi'ovider  on  all  s'd^'clvl  :’'nes  entering  b'.iild- 

ings  . 

I  ■SPOT:-:  CC'^TROL 

In  in  tallatio"s  where  the  pumr  is  :'.ocatec  a''-  a  distance  from  the  lurnei's,  it  is  advisee 
that  a  remote  conti’ol  device  be  in.  ailed  so  that  the  sunply  of  oil  can  be  cut  off  at  the 
p'a.np  in  case  of  accident. 


ro 


/.-..ECK 


^c)  A  check  valve  of  an  approved  lye  shall  be  installed  in  each  air  li-e  where  an  en- 
type  of  burner  is  used. 
hE  RELIEF 

4^'^  --es.a*e  lelief  v^^lye  >e  T?'!stalled  i''  sur’-l-'  li'-n  to  burners  and  so  arr- 

an^^ec  as  ,o  return  surplus  o]l  to  ■'u'^'Clv  tan':. 


S:-PJT  CFF 


.  automatic  shutoff  vilves  for  the  oil  surply  is  recommended. 

A  1  ^-.J  i :  u- 

,  ^ ^ o^'jjoms  ..'hei  e  ^e  i  thei  steam  oi'  aii'  is  usee  foi'  atomizin',  the  o^'l  and  atomizi’^"'  si| 
sy.'plysnal^  -e  interlocked  in  an  approved  manner  so  that  in  case  of  int  errurt  io’^  of  the  '  I 
c,tOmizing  su^,;l\',  tne  cil  will  immediatelv  and  automat  i  caT  be  au+  off  '  * 

CIL  LEVIL  3'T.IC''  }  LE^.^TCE  ‘ 

SUE  EECTJOF  48  ' 

TEST  Y.ELL 

A  u.  st  ’.'ell  or  gauging  t  evice  'hall  be  in'stallec',  and  so  designed  as  to  ■^revent  the 
escane  of  oil  or  vapor  within  the  buildi^’t-^  at  a^’-  time 
3EALEE  A:T.  LOCKEF. 

Top  of  well  shiall  be  sealed,  and  ’’.'here  located  outside  of  tuildi-c^,  irgr-t  locked  ”ihen  I 
not  in  use.  ‘I 


SUB  SECTIO:^  J y 
SUCTIC”  I  TEE 


Suitable  strainers  shall  be  installed  in  f"e  suction  li’ae. 

SThAJ:'EI:S 

Large  basket  strainers  are  recomme’^ded  in  the  receiving  or  filling  line  of  -torage  ta-nV 
to  remove  cirt  and  .oreign  matter. 

HEATi::u  OF  CIL  III  TAIEIS 

SUB  SECTIC.  5C 

TEBIFZRATULE 


(a)  '.'.here  it  is  necessaipv  to  heat  oil  i"  storage  tanks  in  order  to  handle  it,  the  oil 

shell  not  be  heated  to  a  temnerature  higher  than  ^=C  degrees  below  the  flash  noint 

closed  ':’ut:i.  '  ’ 

CCILS 

(b)  -eating  shall  be  cone  by  means  of  pro]  erl,”  installed  coils  "Jithin  the  tank,  using  onlv 
steam  or  ’’'ater. 

■THELEOSTATJC 

Thermostatic  conti'ol  and  theiTionetei-  shaould  be  provided  for  all  heati’-rr  device. 

HEATEl.S.  OTHER  TEA”  TilOEE  FOR  TAhEPS 

SUr.  SEOTIO:;  51 _ 

J 01 RTS 


(a)  Heaters  shall  be  of  substantial  con-truct  ion ;  all  joints  shall  be  mf>de  oil-tl'C/ht. 
FREHEATIEE 

(b)  Only  steam,  water  oi'  approved  electrical  heaterms  sh-ll  'e  used  for  -reheat  incr . 

BY  PASSER 

(c)  Heater  shall  be  by  -passed  so  that  in  wa.r'm  weather  it  11  not  ;•  e  under  co'-’sta'^t 
pressui-e  ’Thile  not  in  use. 

BUIu:Lr.S 
SUB  SECT! OF 


HECHAEISK 


(a.  The  bui-ner  -echanism  shall  be  so  designed  a-  to  not  enlar  ’e  the  oiUfice,  and  so 

iscre’.’jed  and  removec'  in  orer-'t  i-' ”  . 


that  the  needle  valve  cannot  be 
FRCFELLl'  SU“"GI.TEL 


LARP.-Ko 

C.TTr  a  '  ~  T  / 


(b^  The  borner  shell  be  pi-o_  erly  su-rci'ted.  if  necess.yr.’,'-  '  r  dere'-dent  ly  of  '■’ne  pining. 


OFEi^AT  J  OE 


Attention  is  called  to  t’-e  serious  hazard  ai’ising  sho’uld  ca'-’pers  in  the  flues  to  the 
tacks  be  closed  or  incuctio-  fans  be  ironerative  at  the  time  the  cil  is  bcinc’’  i^rnitec. 
BArfUSR  HAZARE3 

Giving  to  the  liabili'^y  of  em-losio’’’  t’r'e  operator  must  assure  himself  rostively  that  all 
vents  are  clear  - ''d  open  before  ''tai-ti'’’g  the  fire. 

FUEFIEl  "YSTEES 


SUB 


10’"  5^ 


TAE’il  TO  LUkE,:.S 


Cil  shall  be  pumped  from  tank  to  buiuiers. 

SRAVin'  FEEL  FRCHIBITEE 

Systems  where  bu:  rej"  are  su-'  lied  fy  gravity:'  or  by  -  ressure  on  the  tan'^,  are  nro- 
hi  bited  . 

P  j_.T.  3 

SUB  SECTICE  55 


iUfLTCA'. 


(a)  Fu-ps  shall  be  in  duplicate,  of  an  appi'oved  design,  and  secure  agai-st  leaks 
LC0A"’ICE 

(b)  They  shcsould  pi-eferably  be  ''.ocated  I’m  a  I'oo-  cut  off  iro-  oil  bur"jrg  devices  and 
provided  with  enti-ance  \t  i^h  car.  be  rea'^hed  ’■/ithout  passi-ng  t-rough  room  cr  :  burners  are 
located;  if  this  is  not  -i-act  i  ca  Me ,  provision  sh.sll  be  made  for  remote  control. 

STCRASE  ta:e:3 

(c)  Fum's  used  in  cor.necticr  •■’it-  the  s’upply  and.  discharge  of  storage  tan'.-s  sh.all  be 


'+  ■'■ha''-  +■■ 


ill  1 


located  o'utr;ide  e.nbankment  "'alls,  a-d  at  such  a  poi 
ti-es,  eve-' if  the  oil  in  the  tan.k'oi-  reservoir  shaould  ’-.e  on  fii-e 


e  accessible  at  all 


£ 


Ill 


riA^T.A-  QT- 
3UE  GECTTO^T  55 
rCGTLL  IN  LUPLTCVrE 

I'he  contra'^toi'  installjn^  '■-ho  Euel  oil  ec^uirTnert  ohall  f  'iTish  Ao  tho  user’  co^res 


of  ciaru'a.ut 


inowin^!  a 


>,11  of  t..o  nain  oil  l''nes  anc'  con’trollir"’'  valves,  a'^c  ’•'.hese  diaa'ra’ns 


shall  be  poster'  '.''hioi-e  trie  oil  systen  is  installeci,  a’nc'  also  a'^  •'O’ne  o'^hor  roint  ""hich 

’flill  he  acofcssible  in  case  of  a  fire  whei'O  t'-'o  fuel  oil  epuirment  is  loc^’tsc  .  ^  

'HE  UGE.,  KAhfll-q?  sStfeic.AGE  AhE 


i.BCiJLATTO^’^G  FOR 

therlof. 

CHArTSRI--02:'ER,/\:  AFFI  TCATICF 


i 


jr^  *  r-i’’' 


PC''  UC'^F 


A^ 


:TJC'-  k.6C 

•TICATJO^"  TO  ::su  AFL  FXT~:TI':G  I'"-TALLATJC~'5. 


~'vn 


SECTTOF  1 


riix  FLAIiJTS,  STORZG  AFL'  EOhJFFE'^T".  LI3Tj:^CT  HAFARF 


(a)  Ee  it  orOainec’,  That  this  Core  shall  arrl-r  to  all  new  -lants,  stores,  equi'-en.s 
anC  installations  which  constitute  a  distinct  haz  rt  to  acjoi’^iny,  pi’orerty,  i"  so  far 
as  the  intent  of  the  sections  be  reasonably  fulfilled. 

FSBSO'IS  ANI  EUGI’iLGF  };EUhLA''^IC'^G  .  , 

(h)  All“erson3  anc  FusT^ss  storing,  hancli-y  or  usin^  fla-inatle  liquics,  shall  be 

govei’nec  these  i-egulations  >'ihether  or  not  spec i f i callynamed  in  this  Code 

CLAFGiFiCATJc::  OF  fi,a;:.-labl:.  ltqui:-'G 

GOE"  :5CGI0u'  ;;; _ 

T.ucEE  CLLGGL'’:  ~^LAGR  ^OJiTTG 

(a;  For  the  p’.;rpose  of  f--,is  Code,  flannable  liquids  are  divider  into  three  classes,  acc¬ 
ording  to  the  flash  point,  as  follows: 

6L6SS&1  ,  ,  .  ,  ^  j.  ■  -  \ 

Class  1.  — Liquids  with  flash  point  below  degrees  ”ahre’’'heit  (--4  cegrees  Cen  .  1  ='.r' •  e ; 

closed  cup  tester’. 

CLAGG  11-- 

CiaVs  11 —  Liquids  with  flas>'  n  tnt  above  t'nat  for  Class  1,  and  below  to  c  egr  es 
Fahrenheit  (21  degrees  Certiyradd)  closed  cup  tester. 

CLAGG  111  .  _ .  _  , 

Class  111 — Liquids  ritr.  flash  ”oint  above  that  for  Class  11,  and  belo>->  187  degrees  -ahren 

heit  (03  decrees  Centigi’ade)  closed  cuv  tester. 

FLAGi;  FOIFT  ,  .  _ 

Tb)  The  flash  noint  shall  bo  as  deternnined  ”'i'"h  the  Elliot,  Abel,  Mel-  ensRv,  or  t..e  ■ 


Ta'’  closed  c’j.':  ‘esters. 


The  Tag  closed  cup  tester  Osta’-’dard ized  by  the  Lnitec  Gtate"^  Bureau  of  Gtandarcs)  shall  be 
authoritative  in  case  of  dispute. 

TS3TG 

TaII  tests  shall  be  nare  in  accoi’darcr  with  tbie  methods  adopted  by  the  Aneri'^a'"  '"ociety 


for  Testing 


iter  i  D  Is  . 


iPhEGE'MATIVE  RXAFFL; 


OF 


CLAGG L’G  OF  -~LA' F'.Ai-LE  LTMJTL3 


CLAGG  _1 _  .  .  .  ^ 

Ether,  Carb  n  Lisuluhidc,  Gasoline,  ilaMitha,  Benzol,  Co'' loc  i  o’’> ,  Liquified  Fetroleuw  j3S, 

Acetone. 


Alcohol,  Asyl  Acetate,  Toluol,  Ethyl  Asetate,  llethyl  Acetate . 
CLAGGlll 

Kerosene,  Awyl  Alcohol,  Turentr'",  Fuel  Oil. 

'7F:UFACTLT  EL  LJMJll  CCIBTLITTEG 

GEL  'glutm:::  T"  . 


Glut  ion,  and  nolishing  liquid  which  contains  flanwablc  liquids,  shall  be  ^onsider’ed  a  faw’s- 
ble  lipuid  and  shall  be  classed  by  Gub  Gection  2,  according  to  the  flash  roint  of  the 


able 
wizture . 

LEFT'MTTOF  OF  CO'MAJl'FR 
GUB  GECTTC:!  Jd 
EEFI'^EL _ 

Acontaner  shall  be  ary  can,  buchet  ,  bari’el,  tanlr  or  othor  vessel,  except  stationary  or 
fixer,  tanks,  tank  "'agon.;  and  tank  car’s,  in  whii"h  flanwable  Ij  quids  or  nixtur’e" 
are  storec  or  kent . 

BEFi:Xi;io::  of  pzl.fit 
GUB  SECTYON  5 
L'EFIMEL 

A  ner’'iit  is  the  -ritten  authority  of  Chief  of  the  r  i  re  Lepartmen-^-.  or  Board  of  ^^afety 

(through  the  Building  Conmissiorer)  issued  •  ursuaht  to  "h  s  Code  for  th<  manufacture, 
transpor'tatio’r,  sale"  oi’  use  of  any  rirished  oi’  u'M' i”  i  sht-.d  product  or  article  covered  by  this 
Code  or  any  material  entei’ing  i'^^'o  ■‘h.rr  co'iT'osi  t  ion  thereof. 

le^ifittcf"  of  af:^roval 
sub  sect JOE  6  ‘  ^ 

LEFT "EL 

An  appi’oval  is  ,a  wi’itten  statement  i ’suec  by  tr.e  Chief  of  the  :  i  I’o  I  e'- a  rb m.:  nt 
(through,  the  Luildi^g  Cc”:  ir  s  si  oner)  Certifying  th't  the  ^y-e,  class  or  -.Mcle  or 

th  i”'"  ■  mentioned  ther’ei’';  ha.s  bee'”  exani”'ed  ;=nd  a'']'r’Ovec  b.vethe'-Chief>  of  the-  Fire  Lepp.Et"'ent'’ 
in  confer  lity  vjith  this  Code,  -rnd  thr  t  it  is  a.uth.orized  to  ’'e  n  r.uf actui’cr  ,  stored,  trarsrcrtcc, 
sold  or  used  in  the  City  of  r- ort  VLayne . 

CHIEF  OF  ^IRE  LEFAR?FE"T 
G U L _ f LCTI C. J  7 

lefifei 

TEe  term  "Chief  of  the  Fire  Lepartmerit"  shall  include  any  officer,  mem’'cr  or  inspector 
of  the  fii’B  derartriu’-t  (oi’  thi’o’uga  the  B’uilding  Co’nmissjon  r)  speciallv  derut -'zed  by  the  Chief  of 
the  Fire  “erartment  to  act  f oi’  ai:. 


1 12 


r-E?AIL  Z:C1:1L2 


SuC^IC:-.  8 

LEF 

TtT"'T' 

By  retail 

are 

solid  cire^ 

JC5 

-ER 

S  j  J 

.  SECTic  :  e 

LEF 

s^oi  e  shall  le  meant  a  store  or  other  builcir  ••  j  n  nhich  flamnai-lG  licuics 


-y  <3 


jotbur  snail  be  meant  a  pei-son,  lirn  or  corroratio  -  sell  in'*  f  larti'^-- Me  I"'  uM's 

5  o  1  ■  j 


at  ’.^holesalt; 

a::l  ml  giors 

3Ub  SEGTIC'^  1C 

Ey  ^a  paint  anc  oil  s'"  ore  si''!!  ’-o  -^ORnt  store  or  tnl'ch'"  in  ’'’hich  are  stored  hp’^dler 

^ -3  Flannable  li-poic's,  or  -1+’"  t^e  ’  arrurten- 

FAIETIh  _ 

SUE  sEcrio;:  ii 


LEFIUEL _ ^ 

painte*  oi.a_j_  be  neant  a  perso",  firs!  or  comorat  io'^^  hand?.n’^?  anc  nr'xin'?  raints  var” 
nishes  ODls  and  other  flaranalle  liquids  to  be  used  b-  -i-icElf  or  j  s  'e— t  ovecs  or  -veni  ses' otb 
tna:  those  conti'ollec  hj-.  '■ 

UAMJT^ACTULi;;j  FLAnT 


SUE  SECTJO'"  1£ 


ESFItrSE 

Ey  rnanhi  actur in^  plant  is  nennt  any  factory  or  est abl  j shnent  in  nhich  -eorle  are  emsloved 
in  tue  iia  cxini_;,  pi’oc  .sr,  fo  ■:ianui'actur>  ,  i'  i'lammal.le  liquids  in  othe'^'  t.’''-’-  ori'''in''l  sealed 
containers  i-  nixing  or  comj  oundin:  of  fla:^-:RMe  liquid':  or  i-  the  qsiny  of ^  a  f larnabl  e  lioui 
in  the  manufacture  ci-  rroduction  f  an”  '■r'^-icle. 

FShufTS  rLElUIE..- 

SUB  SEC  no  15 _ 

EXCEFEICU 

xj X c e ^  j  a  p e c i  1  i o d.  in  x ui  c.  c t  i o 1  '*  •  A  Ui i" m i t  j  ^ h **  c n  s h 1  bo  o '  o ^ e  c ^ '  b o t ^  of  ^  e 

follov/in^  su’.-divi'.ions)  shall  be  obtain.:: 

r  T  A  r<  r*  T 

(a) 

J  lion  1:1 

In  excess  of  six  ■■,:■  lions  in  ary  other 
In  excess  of  tei:  qallon''.  outbid,;;  of  air  l-iildiv'-. 

CLASS  11 

(t)  For  "he  stcraqo  or  hR-dlin  -;  or'’  ,n  "ota.l  .poantity  of  Class  11  liquids  in  excess  of 


anc  li  ly  of  r.  total  qu'-ntity  of  Class  1  liquids  in  excess  of  one 

Tl  +  r^^'  ‘Z  f .  /M  •  •*•  ^  »r»  '.  •  + 


ne  stora  ‘-x  oi- 
y  cv.iellir.j,  apai't.ient  nouso  or  ter.o:no 
'•■lions  in  ar”  other  b'uilf'i 


five  yalions  in  an;'  dnellir.' , 


excess  of  ten  yallor 

B X C 6 3  3  Ox 


>  r  :■■■•  1  T  "F  'no'u  ••  e  oi'  tenement, 
in  an;.'  oth.-r  bu'‘]cin-'. 

;allc;  s  outside  of  an”  luildin” 


CLASS  111 

(c/  Fx.r  the  stora  ;e 
of  tuent;’-xive  gallons  inside  a 

In  excess  of  .  ifty  five  gallons  outside  of  an;-  build  in’ 

V'-  1  '  A  ’  T  —  T  T  ■  *  '  ^  --1  —  p7  .-c  — -'t 

.  . A  .  . — i  LiJ  s  ~  .  Xi .  .  .  _  1 


01'  ri  ndling  of  a.  totial  quantit”  of  Class  111  liruids  i 
T  r  r.  '>  T  •  T'  u  i  1  d  i  ji  ■ . 


e  X  c  e : 


aU5  SLCITO”  Id 

cv;::iF,  cccir."’'?  cl  a 


unless  a  storage  by  o^'n'r. 
given  ii  S'ub  Section  13  is  to  be 
shall  recguii-e  said  ov.tgi',  occupant 
'i-or.ibit  the  ^3o  b”  him,  of  paints 

AFFLic- ::c:'s  fci:  rLri'jTs  a::z  r’zrzi 


"  c  'U a 

•  +  V.  T  r;  o  .'f  iu 

i  >  ..  , 

of  quantities 

i’-' 

exc 

ess 

of  t’'^ 

ose 

into  i;- 

red  foi-  at  loa't 

tt  irt;-  da ”3, 

no''  h i r 

of 

this 

Code 

r  :ii  3 

a  ’.ent  to  o’-tai”' 

a  rermit  for 

tbe  use 

of, 

’-'.or 

CO  es 

oils , 
TO’"S 

r‘r. j  3 '.e 3  anc  S' 

'’••■'ilar  flaran-’b 

le 

mi  xt 

urea 

• 

i  1 


3UI  SECTTCF  15  --  --  - . - 

SALE  CR  STCI-'A  IE 

Ml  a r r'  1  f c a tTo r s  for  -or'-iit'’  for  the 
in  ’.critin’  to  the  E'uildir."  Com  Essionei- . 
I^SFECFIC’'  CF  FF: 


?ale  or  storage  of  flam-iaMe  liq-ids,  shal"'  be  madi 


he  chiel  of  the  Fire  Lepai'tmen 


+  r»  V  o  ")  “• 


f  .rthv’ith  -sakci  an  ins'iectio’^  of  the  ’•  remises  rro- 


,03G*C-  tiO  Iju 

■a::ed  foi‘  S'uch  S'l'lo  or  stora 

-•e ,  and  t-e  means 

Of 

d  i  s 

V’T-T*'  r^q 

ar'rangements  are 

Ix'  tne 

cond'Tt  ions  ,  suri'ounding  arid 

i  n 

hi 

of  this  Code  can  be  obscr-ved  then  he  sh-'^ll  issue  a  -ercii' 

rEi.;;i7s  for  liffe]  eft  occufatjc”s 

SUL  SECTIOF're 

IIA'UFL  c:-  lUSIi'ESS:  _^A:rT _ ^ 

All'  permits  sha'l I’l'.tat e  tie 


I  '•  "  S 


of  each  class  of  liquid  to  be  he  -  t 
FERhIFS  SilALL  -E  LTST'  L  AS  FCT.LCV  S 
FERFIhS  LIST  L 

Garage  Fc’-mit  (•"ith  or  mi  thou 

Storage  i'er  -.it . 

i.otail  Lealci  's  *  er:nt. 


'urc  of  the  business  of  the  ami ;  ,  the  maximum  cuan.-^itn 


rnd  tho  location  of  the  •-’torago. 
storage) 


'  3  -r  or 

.and  Ci  1 

E^-a.le]- 

'3  i'ei-m 

i  t 

ct'urer ' 

s  Fermi 

eaner ' s 

r  r  ’  t 

Jotter ' 3 
I.'a:ni 
Fry 

FAl  ’FEF.is  Fei-mit 

GUx.  SECFic::  i? _ 

LEFI’JLL 

~ — ^  inter '  s  erit  shall  include  tr:e  use  of  fla  rnatle  liquid^"  oh  'remis-.s  other  than 

thoro  controlled  by  him  tu"  shall  not  remit' the  selling  of  flammable  IMuids  mitt-cut  a 

i-etailc  r's  re:  it  .  •  ' 


:\ung 


113 


iTnFSC'Jic' 

SUB  3SCTJ0''  IB 


bSFC^  B  JZ. 

i^eforo  anv  ins^-llatior.  ji;  covti-e'  .roi  'ii.ht,  a  no*^,  i j  2  on  in  -TiMn-.  3>'-13  Fe  -iven 
the  CV'ief  of  the  Fi]-e  Lcr?,rt  ,ient  (tia'oujh  the  Comn:  so  j  oner  )  i”ho  shall,  -'-jtr.jn^^B 

houES  alter  the  reooipt  of  such  not  ili  catio  jns’-ect  t’  e  inGtallatjcn  -"f'  sive  his  -ri'te’- 
■■•pproval  01'  tiisapproval . 
bCAI-iL  CF  .'iOLTFF 

Shh  'BLC^ITC''  19 


PhI”T3IC“  CF  COi:;.  l.i.IFCF::  AFPLICA'^'C’':  Cw.T.h. 

(a)  Txie  PopT'c  ol  lafet”  s ;  all  h^ve  ncv'e'"  to  noril”  an"  of  th.‘  ' ’  C" i si  o- 
through'tho  Cr-.ief  of  tne  Fir'-  EepaJ-sncr  t  arc  -./ilci'-  ;  Go  'ni  3  •  i  o-,  -  r  ,  u- 0  •="- -1  j  oa  M  on  i- 
'■U'itinr  h"  the  o’-'iner  oi-  lessee,  or  '..iz  cul  •  -  ut  .oi'izec.  n.jont ,  nh.en  '■  :  -- •■•e  *  1  ca'' 

cifficulties  in  the  ''’a^  of  cr.in’p  c.  t  t'.o  sti’ict  lettei'  ol  this  -o  e,  r'rca'vef  t  ^t  he  spirit 
of  this  Coco  ..rail  te  O'  .;ei'vet  ,  utlic  3''futy  ^ecurei  ,  ")"•  su.tstar  2''!  /’u.st'’Ce  "one. 

FAI.  "IClL  'h  ^'--hlCOhXS 

(^1)  The  -arti-ulars  0:  s^or  noci.  i  cn^.  i  c . he:.  ;ran'.uc-  or  -llc-.^,  anc  the  ceci^ic"'  of  trr 

Loarc:  of  Gafety  tr.erucn  srall  !•  eiitex-o  rro"  +;.■  recorts  of  tio  renortn^-t  a-,  a  si--ec'  co-y 
shall  lo  furni  :hec',  t;.'.;  a.  licx-.nt. 

AFPFALS 

o'jh  GeClh  C _ hC_ 

Tr'*^  '  fV'  rcTic^ 

iriThf.~”t*eFT’'ch;y  s  aftej’  ri-il  er  not  i  fi  cat- ion  b"  t‘r-.o  C:.iei'  of  the  Fire  L'g"  "rt.sient  t^rou-'" 
the  rrilciny.  eo:n;nissi  oner  to  t  ...  o••’n^:■  or’  occuj.ant  to  correct  or’  re.necy  any  ^Z’^rrou.s  c?''riMon 
fjir  .'  pe;-.l,  stnti’.’j  S;ecifiC3lly  t:  -■  qu<;shio;  '’  "'eici-  the  ap;  ell.-’’'' ■"  c;e  ii’^;S  to  c  u  or 

..2:  y  to  taken.. 
oOAhL  0:^  GA'^hlY 


Such  er’  se^l  shall  le  ho-M’'’  "  t' e  Fo^rf  o  ' 


t.  sti  io".’'  a.nt  to  sr-’iit  or  re^':'ct  su"’’!  •''  ne"'',  sul  ject  to  rovle'"^  ’  i' 
h:XhrTI0''3 


--  Apey  "’re  "'■rr  hor  i  zee  to  ta.k-:- 

■e  rc"ei’  cour'^  . 


SUB IF EC T IGF  ^1 _ 

This  orcinrnce  •■•■ll  ."-r-ly 
111,  pi’oviceo  t.-i.a': 

PETl ■(•!.. he'  ' 

Feti’olu’a  -.  S’. all  '  ro  ;ul”,t, 

FAih  :s j_: n:  va: .hih  -h 

r'aints  one  vor’r'i  s”.e  >  0  1"  i”  ac  core' ■■’■e'c  ■■■jt’’”  Cro'^'trr’s  1  arh  VI. 
^AhA  -ES  .MX  :  leY  GL-.A.'l  hi  • 

^Ichlri  'p  0"1"  i  ’  a ccor c’"’nce- ’ 'i  ' ’.  ei-.’-ten-  ,  -rr  s' 
r^,  dC,  G1,  6F,  -1^,  C,  arc  66. 


s’-.i’ts  to  ”11  flan.r'tl.-  ll.uifs  of  '"1”  ’-'rs  1.  I"' 


only  i;’  .accoi’h’=rce  ’Yth  Charter’s  ■' ,  1  ■>  1 ,  IV  '”'c  V. 


‘nc 


> 


'eara-’.  s  arc 

40,  41  4-,  4-,  46;  ^C,  ^-l, 

GhAPTEhll 

GB"hRAh  i.rxi:'  hh.;  t '_3:h  tyyi;: 

nAZAFlCES  A'~I.:A.X-'  hh^^  .  X  IThI 

SUL  hi:C'7T0‘ ^ 

HSAhlY-l  AFL  Ll.;rrj'X 


;c-"ion  .SP,  19, 


r  0 


T  r.  •  '  A  •  T 


F:"rs 


The  Cr.ibi  of  the  -i:-”.-'  Fe:’”rt”ie-'.t  rn^y  rr’ohitit  -".ho  use  of’  an-  t-re,  Fine'  or  rp”ke 
ati’.*  01’  liyh.i  p  r.'^r.lip.nces  'u in,';  hla’Tr'iial  le  li  yuics  ’’I'  ie'h,  ’.’.ftei’  test  l-  r.i:n  or 

•;  corr.icF  rec  a  haz’-.rC  ‘.,0  life  oi’  pr-cberty. 


of  he 

competent  '■.uti.or  i  ty  ,  i 
CLASS  1  AFP  11  lYQUlLS 


;  one 


PUBLIC  aS':;f..ylv 

- Tfo  Class"!  noi’  Cla”.  •  11  liqui*  i'.snrll  te  kept  storeC  i  -  ’’-ny  schoblrcuse ,  reli-'io’.’S ,  ar’jsemeni 

or  otijer  tuilcj::;  u.-eo  for  petlic  a.-vra.mlly 
5UB63.ECTI0F  ;c4 

EXT'FS 


hxoept  in  soalec  oont’' i’-cr ,  ■■  c  cl”ss  1  "or  ^l,”ss  ■>  1  licuic'-  ■>  e  sto-’ec  ip  feet 

of  any  st i  i’’,var’ ,  elev2’‘'Qr  or  eri"".. 


F'ChFS 


rOuBhhS'  'LA.YS 


EXITS  ..EQ'iTLFL 

Ii,  paint  or-  oil  stor.s,  I’et.’.-iil  stores,  arc  J, otters'  -lants  cont”''  i  fa  "natle  licuirs.  - 
1 -ast  tvjo  exits  s.h.all  te  nrovice',  o’le  of  "'hi  ch  shall  to  reme'-o  fro  '  the  Toft  o:'’  -^tor^oe. 
BFILLT.X.l  CCG.FIhL  B'h  FAF1LTFG_ 

SU^.  oECTJC.'  £6 
fiATFXl'X  LIMITZL 

The  nixinp,  storin',  oi’  hnnelin-"  of  fl’.m  rai  I.,  ti'suics  of  Class  1  •’no  n  i  oren  containers 
is  prorititoc  fn  .ann  stoi’.-  i"  :'r.:'  ''-uilc'in:  h.ousin:  :”iore  th.?n  ■' -’o  f.a’ilis,  or  S’”  ”  fra-se  h-j'Xf'irr 
housii’S  more  t:;a-  one  faiily,  nror’iceh  that  this  sh-ll  not  a  -Iv  to  Cru-  stores  'vv-ere 
fla  '"satle  liouics  are  usee  i"  makins  anc  comxcunfin;  meCieines  nnc  pi’escr  i-t c"3  . 

STfAGP  LI  YTEB  FLAFZ  AFL  CThZI  LjJLLIFSS 

I  jS  IFB_B  jF  LL  I .  :i3 

The  stora  ’,0  of  fln,’’iablo  lifui'S  i'^siCo  i.uilLi”  ’s,  excent  ir  t-uilLin^s  30  usee  o’” 

(cate  of  enactment  of  cole)  sh.ail  to  ”s  piven  .nneer  th.e  follo'-’ir  ’  sut  sectiprs. 

SF xjGTAL  Ili.'...’,  uL..  Jj  .lS  ^ 

FrovicoL  that  ir.  a  special  ’.storape  room  or  f:re-i  istivo  V.uilLi  c  nforming  to  re- 
quii’enents  ’ive'i  iii  Sut  shetio”  £9  an  unlimiteC  qu.’s:itit-  te  s^intainec'  thei’ei”,  except  of 

C 1 6  s  s  1  1  i  C|  u  i  (.  3  . 


4 


14 


t::e  jtv::: i  '  cectio^^  h 5_ 

i::  FR.--:.:;  EjIlii::js 


:.3 


wla3S(-F-i~T  •’IK  11  pi'o  ihi-.c.  . 

■  -  1-' ---sp  ’  li-nil  ol  ary  tank  rr  cont-i-er,  GC  qello--,  ( 

1  oul  bect.10  .  5-.)  •  ^ 


3 xcG  '.  a  '•  er":!  t tec 


I.:  C':'..i:i:  .ra  ^  frare 

^lass  1--In  sealec  cent-’, i 

JXC 

CLASS 11 


•’.i'-ero  or  nnlcty  c?,''3  of  net  icro  t  ,  1  yallor  canpc-K”, 
not  exceo  'ln  -  -  total  of  1C  ypllo-^'-. . 


Class  11--I::  ser.lcc.  co'"''':'vrs  or 
in  lari'els,  cru-.s  oi'  t-niks  of  •lot  nore 
ir  th;-;  nanrer  onlirnitec) 

CLASS  111 

Clas's  111-  In  G.  alcc  co'  t-' 


3.''.-Lit:'  c-ns  of  rot  ncr-  tb- 


,  1 1 


era  cared  t'',  ,arc 


”  oC  y-'llo-s  c?.--cit”.  (Tot^l  cu-’ntit’'  stor 


C1--  of  not  nore  'bar 


lorn  c a ra c  j  ,  ir  barrels  '’rG 

r  Sul-  Sect  j  on 


exceecins  ICC  r-lic-s  c-rocitr,  (exce-t  as  rer-itted  j 

Ox.)  (cot'’  .  Cjxirni]  .y  s.-or'se.  in  this  ■ss””c;'’'  U’"!"’  ii’t^i  '' 

^TSJLI  :lg  liii:;:-^  iiid"  i':  scetjo”  45 
-■  rlllLLT-' CLAS^  - 


(t)  Clas  1.  Tv,  3,f,if5c  contai:-x.-.ro  or  safety  c-ns  of  nos  sore  thm  i  --llor  carac’ 


and  not  excoeciij  total  of  10  gallons. 

CLtSS  11  In  sealed  containers  of  ]iot  -.ore  tr.a.’ 


or  tanks  not  exceedin’  6C  raipons  ca“ariv. 
ed  . 

CL'SS  111 


(Tota’’  qu-llty  stored  j" 


•'.rac and  In  haiTels,  dru-’s 


.Tias^er  uriini'*'- 


Class  11’.  In  scal5d  contai''e3'-  not  oxccxodr  •  F  sai],o?is  caracd”  j "  tarr  '  l  -' 


c.i  u  ’.s  •  rc  i  jsn.TS  not  exceei  1"  ■  ICC  'allO’.:'  sar^ai 
Total  s-’^nti  t;.’  sto' ec  t’ds  :nanner ''uni  Lnitoc.  )  .  " 
TC  cr: FLA  -L  llilLLI  '  -S  — 

CLASS  "IT 


Class  1.  Lot  eKceodin;  .1C  jjalloas  i  -  se-11-  d  contaj-i 
1  Gallon  cayacit’-. 

CL.ASS  11 . 


(exce’-t  as  "er  '.Itted  in  .Sul  Sectio" 

or-  safety  cane  of  not  mo: 


4-  -c-v  , 


Class  11.  In  sealcc  conta  i'-’c-rs  or  safot”  c.ars  of  not  n-.-.-o  tha'’  ^  -r-.  iio'’s  c-rrcl'”  d  dr’u-^s 
me  bai-rels,  and  !•’  ta-ks  rot  exceedlrr,  pyo  r^Hone  c'^rpo-'t-  (total  Quantit-  stored  1-  t'-is 
nannor  unll  -’.itec)  . 


manno 
CLASS  111 


and  jr  tanks  not  exceerjny  g-'io  ’a’  lo' 
.y.i'’ntjt"  s'''.orod  ir  thi’-  manner 


Class  lit.  i:i  sealed  ccr.tainvi-s ,  iL-ums  and  tarj'C.ls, 
capacity,  (except  a',  ;eraitted.  i:-.  Sul  .^octi.m  5/)  (Tot-l 
unlirited . )3T0L 

STOl-MT  :--.STLICTIC::S  "01.  LLII.IIFSS  USLL  FPL  ST&R.'\  IF  OF  (LATE  Cl'  EFACT.’IFF"’  0^  CCF"! 

3ui-  3jfjCTT0-!^  icjS  ”  ^ 


''-T  ^  -.T  *’  T'  >V 
J.  1.  1 


In  huilcinGS  not  used  foi-  stonc.Ge  of  flamrr’hle  liquid^,  the  storpre  (excert  in  special 


I'oom  as  given  in  sut  section  29)  sr.ril  not  e:<ceed  l•'ou^le  t^o  quantit”  srecified  i”  Sul  sectio' 

ictio::  27 

(Capacity  of  incivic’ual  tanks  or  contairers  nay  he  coutlc  f-at  snecified  i-  .s-.;h  rgetio’' 


c  / . 

3F1  SUE 


SFECIAL  3T0RA1S  LCCLS  CL  dll 


O  'jl 


LdCJICF  2' 


GOJSTi'jcTjo:: _ 

(^  Special  rooms  or  ■’'uilciny^  for  storage  of  flrmmatle  ''icuida  and  the  ’mndUng  and  me 
of  fla'ii'‘.hle  liquids  s::all,  aniore  called  for  ty  othei-  sections  of  this  Code,  he  co'^structed 
a 3  f  oll.o"  '3  ;  . 

’■■.•LLS,  FLGCRS,  CEILILSS 

(b)  ..calls,  flooi's  and  coili  .gs  s.ra  1  l.e  of  dprt  inches  of  h'rick  oi'  concrete,  or  of  fer 
i^chexs  of  I'oinfoi’cec  ccj:crete. 

EOCRS  O'dlJiCjS 

(c)  Loor  openin  ;3  to  otr...r  roo.-is  or  I'uilci  rs  sha.ll  lo  ;rov’ded  •■.’itr.  sills  raised  six 
inches  and  -’itri  fir.  cooi's  'it.,  boat  relea-inp  cevi  es  ai'i"m'-,ed  to  close  dooi-r  aut oma 1 1  c p  1  1  in 
case  of  x'  i r e  . 

VvIlJLOV;  -^RARFS 

(d)  V>incc’''s  shall  be  "'iiTd  '■l-’ss  i"  '’etnllic  .srrfn  •’rd  fr.mmes.  ■ 

Fo  coibustitle  material  shall  •'c  used  in  construction',-  exrept  that  floor  sufacin-’  -..-'y  he  of 

•  ood  . 

VSFTILtTJC' 

(e)  Proper  ventilation  shall  be  provided.  h 

CO  FllTCAfT  ;j' CFFFT.FxS  H 

(f)  Thei'=;  siT-^lT  be  no  ononin.g  to  rooms  belo’-',  except  a.s  made  necessary  I-  trade  or  B 

r-ianufacturin  ■  process. 

EIRE  LOOR.S 

(T^^  Cpeninys  to  roo'is  end  other  p?}'ts  of  huildi--’  -love  shell  he  rro’'ldF,d  ’-ith  fire  doors 
or  trap  coors  -’ith  heat  releasing  devices  aiT.anged  'c  close  door-  autom-F  i  c-11  Iv  i --  case  of 
if  re- . 

STCL.AIF  CF  CLASS  1  LT^FIIS 

SUB  "IFCTIG'"  3C  B 


;tor*  se  tafls 


(a)  Exrept  nhere  ke-t  in  sealed  containers,  Cl'-sa  1  liquid  -  shall  be  kopb 


stora  -'0 


t  anks  un d  0 1'gr  our  c  or  ou  ,  s  a  c  t 
3A;  ELY  CANS 


,.be  bui  !■' i  n.  1 . 


fb )'  3a~f e t •’  c'm.s  of  not  over  te:-.  pallors  cacacity  may  h-'  used,  in  any  part  0.''  luilding.s 
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MATHFACTUi::^''}  '  or'^APiEn 

(c)  In  ’^pnaf aclur in';  ;■!?', r+.n,  '‘'.lo  C'  iol  o:'  the  ’  jr-  I-e 


nernit  the  ntcr^ 


+  V- 


rue 


.  •’iG’’  m  ■ 

of  Clan^'  1  lluic’n  in  port?.'!  le  '.•'heei.el.  ta’^''n  (?'■•  f'cecr' tec  i  3uh  Sectio’"  ),  "’here 
o:'  the  huein.o  re-  ii'os  such  stoi'.?'-e  arl  the  (isch?  ''e  therofro". 

STCP'CrK  CL ''33  1?'  T  :^CUJLS 

uLr  aEC'i'IOi!  13 r~ 

C0!FATL':i:S  '  _  .  V  .  - 

(a)  ;io  cortainei"  co"taininc  Clam  11  liquifs  anc  of  over  f:ve  3?.llcnc  c?r ci '’..y  ""’.r  te  u-^ec 
to  fill  othei'  containei'3  anc,  appliances,  u  less  outsie'e  the  huilci’’’"  or  2"  ^  s’^ecipj  roo”! 

in  accoi'uance  '’lith  Sub  Section  nf  . 

StFLTYCA.p'S--  SEE  SUb  SLGi^lC"  ■"  66-57 

(b)  All  Cr^win"?,  oxcent  fron  safety  cars,  S''?’’’' 
be  as  I'ovic'ed,  for  i"  Sub  So'^tiens  Cl  a.”f  67. 

EX-CSSl  hr'LCh 
SUB  SBC  ’ir'^Ii 


•■Jhe”e  ■‘he  -°ture  of  the  liquic'  -er'c:"'-, 


V.'iri  CrLA33--'TlTAL  ■'^R''.’'’1S 


Ar.j  ~l  ai  if  i  ,  othui'  '.ha"  a.  frane  b  ^i  1(!  i"  ; , 
tainin,;  uore  the.'-'  FCC  gallons  of  f  larn ’a.l  le  liquic  s  i 
all  ’.incows  i"  sieo  ani  I'ch  anc"  a"!' 

builci"  ’s  "ithi"  fift”  feet,  provie’e-  '"it 
UEl  :iA ’FF.ACTUP.l'T.S  ^LAIIIS 
SUB  SEC"  1C  '  71 


i'! 

•■'i‘.hi" 

'■  "r.  e  T  i  ■?  i  t  s  i  ’ ' '  n 

i"  S'.F  Sectio"  . 

,  co-"- 

li  .jUi 

d  s  i " 

otrer  th"r  "e-’lcb 

PO^  +  .a  i  "crs  ,  --"a'''' 

^  e 

e  t  'ne 

first 

floor  0"  sti’.'et 

fro"ts,  ox  osed  ■*"• 

o-‘bcT' 

» *i  3 1*  e 

glass 

O’"  met?'’  i r  s" 

p  "n  (■“  T  V'’  • 

:  O 


Cl 'SSI  AUr  11  I IQUILS  .  . 

A  n  V  ma  n  uf  a"  c  t  ur  i "  g  riant  established  aft.  r  (date  of  enactme''t  of  Core}  i"  ^  '  3"'"  i" 

’■'hich  pe3'son3  ai'e  en  loped  above  the  econc  story,  snail  ha've  all  rooms,  in  ’"hi"’'  ^ss  1 
and  11  lierjids  ai'e  mixec’  oi’  stoi'ed  j ''  j'eceptacl  permitting  t.ne  e^ca^e  o  ■vapor,  core  .luc  e'  ■’ 
accoi'dancr:  vit  S‘ul  Section  h 
EX13T1II1  TIAU'FAC  fUI:!'.:  1  ~~L.Ar73 
SU:  _31C'f‘20"_3-l 

CLASg'  1  .AUL  11  LIQU 11 S _ 

In  existir.:',  manuf  ncturir  ■ 

ele’.’ator,  ■=tnir'’:'>nd  ottei'  'nclls  or  vei'’‘.ical  o^e-'i'-'S  commu'- i  c'’"‘ a"p  o  roor?  3"’  v’’--’''-  C'pss 
11  liquids  ai-e  mixec  or  -tored  'in  rec'.ntac"es  r  ermi  t  ^  n  esc-”~e  of  vapor, _  shall  be  irclos^d 
and  pi'oviced  I'dth '®11'  closing  fire  cooi's,  oi'  fire  doors  or  tra"  c  oors  mntr.  heat  releas3"a  c  e- 
vices  arranger  to  close  doors  a^uto  lat  icallp  '' n  case  of  fire. 

MANUFACTURIUi  PLAUTB'  FLCHl-  I  fEl  11  LjlIXIUCC  pCCUFlEB  AS  LV;ELT1~'13 

O':- 

V.UL.! _ - _ 


lants  '■’he3'’e  nei'so'as  a^'e  emrlo-'e-'  abo''e  '■•hr-  second  iloo3',  all 


CLASS  1  LIv^UILS 

No  manufacturing  nlant  shall  te  located  in  any  tuildi-ip  used  as  a  c”’elli-:g  for  more  ‘"an 
one  family,  -unless  all  Cl^s  '  1  liq-'ids  aj-e  kept  in  s-fet”  cans,  not  exceecii'-p  one  :u'’3-t  i- 
capacity,'  or  i:"  outsicr  storage  ta^ks  'ive"  n  Charter  111  mit''.  no  dis"h"i-ge,  insi'-e  the 
b'.iildi"g. 

NEt’fliig.  VAIS.  ETC. 

3U1-  SEC'i'IO”  .36 
T.OIA  dio:.'"  ’ 

(a)  -.et'les,  vats,  sat'urators  and  otner  vesr-is  use-’  i"  m  c'ufa  c  ‘  .ir  1 "  p  n-ocass--'", 
contai-ii  ’.p  noi'o  th',"'  fivo  p-llons  of  fl.amsable  liquid,  shall  not  be  located  '•'it":’''  five  feet 
of  combustible  materi,?!  nor  "lithin  five  feet  of  any  exit  unloss  t”'o  or  more  exits  are  rrovir'e''. 
CO-LUSl'llLE  FLCOIrl 

(b)  All  co'ibustible  floors  thereunder  radius  of  te"  feet  sha"'''  be  Protected  "'i^h 

non-comb'ust  ible  covei'in  p  . 

COVLriS 

(c)  All  kettles  and  other  open  vessels  s’-;all  '-e  provided  ’"it'  s-uhstar-t  j  a^  "cvers  err""-er 
to  close  automaticallv  in  case  of  fii'e  or  wb-'ch  car  be  easil,”  and  roadil;'  "^"ced  j’"  ■03i-‘io". 
VI':!  1 1,  AT  10'^ 


SUb  SECTION  3’/ 

ROCNS  ' 

(a)  'EoP ns  in  \')hich  Glas  -  1  and  11  liquids  are  used  in  ore’"  vat',  ra  'S  or  oth-or  vessels, 
or  in  v';nich  Clas'es  1,  11  and  111  liquids  w.-  heated  o3’  of  ..r  ■•■is,:  ti-^'  tO'"  s  i-'-.  .,3  ■'■n  ■  ■■ 

fucu  riamnable  vapoig  s'n-'ll  nell  ve  ■til'’‘od. 

;iA-fUUAL  VE'FPIA'FO''  --FORGET  VU^^ILA  ''I0''=i'-VE':T  OPEUl  'IS 

- TFr  IThere  nat'ai'.aT -vft'r‘'ilE-.  i  ■’.  ^o'‘  s  uf  Ti  r  io"  t  ■*  '--e  ^hief  of  ‘‘."e  ‘ire  Lepai-‘mG--‘  -".a.v  recuire 

forced  veiit  i  la’' ion  nith  a  ven‘.  oneni"'  of  at  least  EC  squ.are  i’-r'-e"  i"  ■‘.he  vail  a"*:  ‘he  floor  level 
near  each  oper  recertaclu  contain;  -;  su'h  liquid',  cr  ea'h  ■.■.ea'‘i  p  cf.vi"e  ‘■30"  ".'hi"'-,  va-'.-r'  mav  ©s 
cape  anci  opposite  to  any  door  or  ot'no:-  si:-  j^let. 
v,li:E  SUAI.1S 

(c)  Sue':,  openings  shall  be  roverod  -’i'.:  £xn  mesh  Tio.  lt>  galvr.’-izec  ’"ire  '"eb  guar  s  a"f  sh^ll 
be  kert  clear  of  all  ol:3tru"f  io"3 . 

-  FLUES;  EXIiAUST  FANS 

(Ty  ■'''rom  eac  vent  oreni""  "  flm,  of  at  leas-'.  Eu  square  inches  area  ""d  of  ’'0’'-c  0  nb’ust  i 'bl  e 


materials,  '  nilt  into  t'f.e  ’."all  cr  floo]-  or  securely  fastc:"ed  there-i-o  r"d  so  arra.’"^e-'’  as 
no'',  to  be  s'ub.pec',  to  mech.nic-'’  :”.-'U3-y,  s'-.a.ll  "0’3f-;ct  to  And  throu;b  a  s"arkless  evh.aust 


oa 


of  sufficient  size  to  ebange 


?,  1  I" 


room 


fa:?  to  be  r'an  cont  inuo-usly ,  rn,  ’"'r-.i".. 

Gom  l-.tely  ever''-  fiv.:  mi''.ut6'. 

LIS c: I AiL.6E_CU TLET:; - -U ll :E  SCREE':'S 

~  (e)  All  di.sohar.ge  o-utlets  of  vent  pi"es  shal''  be  provided  vi-‘h  lExlE  mesh  o"  equivale’"t 

,or.-corrc6 i  bln  ’.virc;  screen  and  shall  be  so  located  th"+  +-'  0''  -il'’  no*  ex-ose  surround i" " 
property  and  shall  be  ac"eFtable  to  the  Chief  of  the  Fire  "enart . 

EQU I V AT-FF  3YSTE ' T 

^Any  other  equivalent  system  of  vc^ntjlation  may  be  used  ’"he."  a’-pro"ed  -‘p-  'Fnef  of 
the  Fire  Bepartme’'t. 
ext  1 1  i  CU I S  .-lEi-n 

GUI  SECTIO::  38  ' 

Uljv.!e -■ 


Uhere  flammable  liquids  are  kortused  or  handled,  dry  sand,  ashe",  chemical  extinguishers 
or  other  extinguishing  devices  or.  materials  shall  be  provided  in  such  quantities  and  "'it'"  such 
pailC),  scoops  and  otzur  fii'e  aapliances  n;  s"y  ''e  dii’ect.:  "  t'le  Chief  of  the  i'ire  lepartme^t  . 
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ABjonr.  3 


O  O.A.'*  ‘ 


>KU  4  4  . 


KBBB  CL0n B 


J  u 

of 

i  ■' 

-  - 

■■ 

-■  i  0 

i 

.  .  . 

_ 

' 

> 

1 

en 

fla 

':n  ;o  or  07;;;  :'lo'’' , 


"U^’h  sa"c  or 


1  . .  )  ■;: ' 


1  T  -v  +  „ 


■'  ‘ _  A-- ’-v ‘B -VIC  c'runs  cort a inir^  *^lno3  1.  11  or  111  liquic's 
'^0*;  '  ;  ;'>i  1-  •  or  B'st- 

shall  1:g  perni'^tec  in  ■  r.”  --uch  storar^e  ''■oid.  b 

I 

li  ■■  r-:;  ;.l  Lave  ca^o,  'lu^:'  arc  lur^o  roplacer’  i a-aerM ?t el’^- 


:.fAor  aaka^fc  i'  o  ialioc':. 

s:!CKi::i _ 

sui  3BCT~  -•  '1 

r~  r  Hjr.  -  -?:7  3B::r  :xxi: 

I  all  1  00  as  01“  ^  ar'^a  o.  ^  ui  i'*  ^a  coaA''i’i  riaar.-ablc  li.,  iBs  1  r  opon  co’^1 ir  or or 

ir.  vj.aich  tr.o  va' ors  froa  ’"Pici.  flaaaable  liquics  are  precenl,  or  ”■'  i  o'*  flam^iable  liquids  ar^^se 
in  any  manaj.  aclui'i"' j  tiuc  Ci-i'yyi  j  oi'  naAcnes  is  ri’oh j '' 1  Aec  ,  a'^c'  snoki’^q  shall  he 

a  ni sc  ene:.' .or .  '  •  '  ’  ^ 

sii::i _ 

Buitatle  si^rs  let'.ex’ec'.  "S!X}lJ”j  rRCriLJTEB  OniEP.  07  7  CHIEF  OF  THE  "IRE  L.EF''F 

shall  '‘e  ■  ■F-;’' la''ec. . 


BY  BlECTl.lCI?’' 


Flan-’aCl.  li;_uic'3  shall  ;io  1  he  c’ravfn  noi'  har.cilec  .'n  the  irese-'ae  of  orer  flare  or  hire,  I'ur  na 
na;'  te  crann  ar.C  ha’"clec'  nho''.  Ij  ;htin,_,  is  Vy  incanc.escen.t  electric  Ir-irs  installer  in  co’^- 
nliar.ce  •"it-.  t;.e  "’hticnal  Blectriaaq  Coco." 


BBF  3.^C-I0''.4; 
CAF.ACIT'' 


(a^  7o  poi’tahle  "iheelec.'  t'T.'"  for  the  hanc  li.'.^^s  of.af lanrahle  liquids  inside  huildi"ss  shall 
exceed  cist--  gallons  ca  acit''’. 

cci^BTr.Bcric"  - 

( h )  Tanks  snail  he  of  iro"'  or  s' eel  at  leas''  3-le  inch  thic.k"'.  '''hj  +  h  a  11  oceri'^ag  ^it  the 
ton  and  screened  v.'it:.  3Cx  3C  mesh  oi-  equivalent  noi'-corrod i  1. le  vire  sci-eer'. 

\ HEBLo 

'eheels  shall  ’•  e  r'uhler  tired  a};c.  tan!:s  shall  1  e  so  •.U''c  as  nut  tc  he  li-hle  to  to  tiered 
ovei-  i  “  oin  i  :.ei  y  usa.^e  . 

IRAhlFl  ^h  T3 

Lin  uiv  s  shall  'e  din’-’'“  fi-o-’  ta.'-'.ks  ’ 

:  s'R  O^'E”  LJ-^H'-h  E'^F. 


n-  c’'-,  of  t  i  ^l.t  f  i i  n runr  s  . 


'C  ■’TO'-  /qc 


hCh 


7.  fla  ’"a.hlo  ILquid  shall  he  '■  ardled  oi-  stored  near  an^'  o’-en  flare  or  f 
CHAFrEhlll 

GTChABL  TAIElo— LCC/.TIC7--  .ECTLICTIC  '3--C^: ACIT^ 

SFl  3ECTIC.;  hu 

C7TSILB  B  ILhI''l--U:E:xi::GI.O'  X 


zixce' 


S3  oti  Gi-nse  -ernxttec  i' 


she —  he  outsice  tuil'  i ;  i  undei'^rou'^d  tan!:s  or  above  ai-’o'v.’"c  ape 
rRChlnlTEF  "I'  F  LIFITB 

,  V- 


0  e,  -  f'-Q  stornqe  of  flarrnhle  liquids 


Exce  .  t  th; 


e  So0i-'‘.je  ir.  t-’rks  ah.a’-e  ^iou’'’d  cr  outsi 


the  fire  lirits  ns  d.esci'ited  i“^.  this  Code. 

r* 'T*  T  ” 


(b)  Frovided  that  for  e;:i.sti-q 


,.nr 


■  ■il'.'’‘’"q3  is  ri-ohi  ii+. e^'  "’jt.-ir 
ith.i"  sue'  I'rits,  v’h.ic';  are  'rope:-?'-  sal  e^uarded , 


and  do  no'  is'vol;.;  a  hazard  to  ot  er  ri-or.rt?',  a  ■.Gi'-’i''  shr''l  he  ':r'"“ted 

y , ,  .-ip.  A"  **'Tn  ^  »  •  TR 

\J  .  j_»l  4.  jfi  bV  i  M  ^ T .j  '  Jt  -i-t 

GlJE^SEC'i’JC  '  4G  “ 


(a) 

Tan':s  ’.  uj-jec. 

-.ind 

s u'r f '  c G  of 

the  ,'U-ound  , 

and 

.MTEF'AFZ 

J-'.  li 

eu  of  t‘“'  h  f 

cot 

rei  “f  oi-aud 

cc’“cre'fc  '-t 

lea 

foct  te-'on 

'  tl'.t;  OU'li  t 

of 

FOF'x '  ::c  ■ 

Cor  cr 

■“  ecovei-  shal 

1  L'l 

FLOAT  I'i 

h  r.ei'u 

n'jcussai-y  to 

'-r 

FAFilALL^" 

BXn  EL 

(b)  ’ 

Iher-.r  e  t'-nk 

Cr*-r' 

a  Ccrtl  of 

at  least  L  f 

C;  0 1 

-.0  to-'-  of  the  tank  ’.'ot  Ic-.-.s  fr'a-  2  fee'  he?  o’"  the 
t  e  level  of  ar,?^  ;]■  i'-iq  to  ’■’'-^i^h  'he  t-’-’-t;  i-g  . 

■'^•"Fs  -nay  he  l:.:rje('  '.sr.ds  i-  IL  i  -'''hf  ■  o.f  e-i-'  h  and  a  .-over  of 
sches  i’"’  t i  0.':-' e’s'.  -rovided,  -'hiah  sh^ll  exte-d  ,a ',  least  one  jfl 
,n!'  3*“  all  dii'cct  io'-'s  .  H 

id  6"  a.,  fii-n,  ’"el?  tarred  earth-  roimd'>tior. 

'loa'i’-’*,  t:-.--'''  “hall  he  sec'.:rel;’  anchored  o:-  ’■'--i  -hted. 

rr''-'?-el"  huried  it  a'  all  g  covored  o’^ei-  "lith  eai'''^h  to 
slorr.  a-  all  3i('e“  cot  steeper  th--'  1.'  feet  ’-■orizo'-'' ai  to  1 


hTOT'Jr^^ 


(c;  The  lirit  of  stor  e  rei-nitteu  shell  'Fvfe’-d  u^o’^  the-  loca ',  io'-'  of  tani^  cits  resrect 
to  X.G  ■  ^i  Id  i-^  rs’  tc  be  su-ni:oc‘ end  a.djacor.t  Irui  Id  i-'-s ,  as  follo''-s; 
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c '' r AC iTY  0"  TA"-:c  ~c:.  crccj.ciicc": 


j 


i.ia::]’";::3 


l^’Catio:: 


]  1’  tor-  of  ton!-:  13 


lo''?t!r  than  all  flooin 
t: sement  3 ,  collai'S  oi'  pits  ol  all 
Auilc.  in  :3 . 

(a)  viibhir  a  ra;.ius  of  AC  f 0-..1 .  . 

(t)  tkilhin  a  raoiuo  of 


Cla33  1^  11  anf  111 

U-f  -r  ICC  F. 
FlanhPoint 


Lit  hi 

a 

j'ad 

ius 

of 

•X 

fee 

VJ  i  t  h  i 
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rad 

i  us 

0  f 

foe 

wit  hi 
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radius 

of 

Lithi 
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v% 

rad 
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IG 

f  t  •  e 

If  vJi 
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foe 

o 

X 

ny 

and  t 

he 

t  on 

of  t 

an 

p  k  ! 

floor 

B 

s  e  no 

r*  , 

''  iy 

liar 

■  Cl’ 

build 

i" 

;• 

+  o 
,  ..v. 

nk  3 

ha. 

11  b 

t;  C 

tirel 

TJ 

G 

nolo 

s  e 

i  ' 

00" 

.  J  O 

. 

. Urli  ni  t 

ed 

Call  S’"  3 

T  o  1  1  n  n 

. lS,CdX 

Cr.llons 

. ^ ,  C'‘  C 

CoF  Ions 

Ca lions 

:,UA^'?I"  FC 

Clas"^  111  A’:ove 
^laohroirt 


Uni "  j  "t  ec' 
rcC,CC'  C^'llons 

;c;CC,A'"'  lions 
irCjCCC  :-rii'-s 
13C,CCC  Call-.-s 
7r,CCC  lallc’^s 


0-;  ■  - 


XC  Callo'^'s 


^C.C^C  Gallon's 


LCCATIOFS 


ha  telr.'V  all  rc;-Xo"3  of  A':'-a+  •in'lAi'’-  -nc  -’'-1] 
-  •nv;  ”  a''ov  ;  a”(’or  to  p. 


^;h')  Tank  locatec  honeat-  a  tuilii:  ;* 

be  liinitec  M  -apacitp  c-ly  Y'  ros’^ec"  to  o"Xer  J-u: ' 

— — Cf A  tolor.-c.  c.  1'.  .-eirc-  1-  <■-;  "i*-  "c  "lie -  of  1--.CCC  :.,ilc-s 

or  less  napaoit;-. 

ABO'X  IRCXT  CT0r:ACF _ 

SUE 'SFCTIC”  ^17 
CA" ■ CT"V — LCGATIO 


kg'N  'JO;  e  i-eX’.tio'^  bet-'ecn  the  c.-  '  aci  Oi  a'^(.:vir-a? 
frun  acJoYnn;  rro-u;-;  '-hiX.  i-;-  'e  built  :  r  o-  ^nc  fro^ 
CLASS  1  A'X  11  LI.XX-C--1: 12t  fC^ 

The  distance  bet'-'UB'-  t'^n!:  t-  :  Ij"'-  of  ac  jo  in' •  ■  p 


1  t-^rf:! 
■'I  oX  ■ 


i  1  e  c  1 3  .  p »-  c  e ' 

S  fcT  IC-s; 


'  t- 


ut 


he  not  less  tna'  the  ei-  nX'or  o 

17r  feet  be  rc  paii'ec  . 

CLASS  iiifXLCv.  irx^. . - 

^  t  ^  F  0 1*  C  j.  a  3 1  X  j- 1  i  Vi  i  c.  o  '’it.,  r .  ^  1  ■  •  ■  j  ^ 

LOCATIC'F  .  .  j.  ■  • 

nFe~t  j  3ta’'c  e  betnecjn  t.-Tf:  a"('.  t:.e  li"e  of  acjo?”!’-  '  'I’oner  y  .ni 

,o,i  c’-.e  ?nf  onc-h- If  ti  n  '  X-.o  ch'f'ni.ter  of  f- e  ta-"'-. 
I'^.C  f  et  ho  repu:  v'.e . 

0  ■>'  ov-,f‘  '"js  tester. 


p'opert;-  -Ik^'  '  ■  ■i’:"’'  u-:'-  shall 

n  0  0  a  3  e  s  h  a  "'1  a  f  '  s  t  ^  c-  e  ^  e  e  b  i 


cXnt  holovJ  l^'C  F.  Clo3''ec  -U’  Tester. 

-pv  'e  ’-uilt 


upo;-  shall  be  not  less  M' 

In  no  cf- Vo  shall  a  cistancci  exopec'^' 


CLASS  111,  L5C°  r.  rnc'  ahove,  close  -im  o- 
The  c'istr-nce  fcot'v'ee"  tc"''  '’"f  f  e  li”( 


■e  of  ah  jo: ;-ro-or*,-'  '-n-'-' 

shall  he  not  loss  tna-  ore  ant  one-'bl"  ti  'S';  t  c  rianeter  of  the  tenk. 

LOC/TTO’' _ _  .  X  ■ 

In 'no  case  sh' 11  a  ('istanco  oxsee.i  ;  1;X  oe.  he  re  u:ror. 

AEJ/LXX  lAUhS 

( d)  The  cistrnce  betvHu/'  an  j;-con 
•fve'"'  b  t;  o  follo’''i  '’ 


he  ■‘"Jilt  u-o’ 


s  sh-'ll  "  o  not  les"  ‘’ha’^  t  e  -t  j  ^  t  ~'.jn  ist-’-ce 


T-.  A  S.S  A  T  n 


■  i "  i  ‘  J  ■  1  i  3 

let’seo”  Tan'-'s 

.  .3  feet 
, . 3  feet 


fXLE  l^-FI  'I-XT  Er'Tb'Xff  i  ET\XE"  ABC-'T  ShCtr'" 

CAFAcy  aii:7~tistxxl 

Capacity'  of  Tank,  (oi'  of 
the  lrar"-;er  of  toe  'vio  tanks  ’;e+’'i'0-’ 
h  i  n :  d  i  'Y' s  e  j  s  1 0  1  ' 
nea  '.ui'od) 
la  lions 

CCC  or  1(,33 . .  . 

XX  01’  less 
1 , CcC  or 
bjCCL  or 
IS, CUT  or 
18, CCC  or 
u4,(X'u  or 
•"0,000  or 
a8,UGU  or 
75,GGe  or 
lUGjGGC  or  le 

lo  .  .  .  . 

,eOC,CeG  or  l,n-7....  if  the  tank  is  not  cyli  •■('ri  cnl)  x  ,  ^  ^ 

•"■(X  GCG  or  le's . of  tho  tank,  or  of  the  laryor  of  the  t-o  ..an!:s  bet-ee' 

1,CGG,CCC  or  le-3 - "”-XV  j^nt-'ce  js  no-sureo. 

n  ,  ""CUOCO  or  less . . . 


nr. 

ft:et 

'7 

feet 

•T 

feet 

" 

lefet 

feet 

feet 

:r;3 

feet 

- 

. 13 

feet 

. 1  ■- 

A  3  •  • 

-'is' 

ce  equal  to  t';.e  di'^notei’  (oi' 

the 

■i 
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c?z::T".n  TV  ^^v::  7A:r^ 

Tjz  r;::cTic: :  /; ti ' ' 

F- -C  -  .  ■■■ .  .  _  'j Ck ;'j  r  n 

( R )  ~y.ch  a''OVo  ’rO”'"''  +.  ■ 


3 ' 


*"11-  n '  V  v'  n  F  Z  v  ^ 


■  or  o ;;  Z  o  i  c'  e  hr.  ?  c  i  ■ 
'.'ol  ,  VO"  ■■  ore'-i”  ■ 


over  l,i'L'C  ^.allo'-'s  ir 
one"  o'eni^sn,  "'hlch 


f.iaj  p--.  ni  .  enc.'pe  ci  .  1  a  r  _e  Vapoi’,  or'ovli'ec  '■’i’':;',  a  "O"— cor  roc’ j  Fie  "’ire  scree'^ 

(,p  e.  v3  al  le  4Cx  -^G  nein  fcui'  r.c'*'  l<.:Cr.  "'ux  IG  much  or  it  equi  V'-' lent  C ,  "^o  ■’ttarher'  ?s  to 

e^ely  cover  ti.e  ■penl"'-  arc  t>.  rrottictec  a'V’^et  c''o^^'''r'’ 
n“l'Z7”  VAL'.'E  '  *  *  ..o- 

(.L)  A  aafet"  valve  s:  all  te  provicec  or  ”’.anhole  ccvei'a  aha  11  '’■c  ''•ert  olo'.er’ 
ty  -ci";:!  o"ly,  -".c  "ot  fir  -l”  a.ttachec’.  ”  '  -  ' 

3(0;  ;  "-'-’-avt  t? 


C  0 


(.  c )  ...e  3cree"3  o’^  opori"-;s  -nay  >'6  '’ae'e  i-en  'nali'e,  I'U'^  aFail  >-e  Fert  "or’^'^ll^^ 

attachec.  '  -  - 

lA'l'l  LA-TE’’ 


^  T  r  -  -  ^  -r 

Oui^  o  — .  V 

AoCVE  CI-.CE'T.  oIE 

*  1* 

AbC'-e  "I'Ou.T 

ta"’.!':  c  f 

or  Cla, 

t'  Ic: 

't.rs  at 

lea 't 

FII:.;  "  A';'" 

"ATEh'-'L  a:T  CC  T 

^1-  -  T* 

G'Jh  G_CTIC”  EC  ^  ■ 

lall  'r.-  ve  "ai^tec'  eo"  o’'?  cuen -ly  'jco' 

'or''!’"'  '’  I' ^ p r- r'O’- II  —  " '^L A''''/\' X  1 — KEE’^ 


“Ca)  t^'H'-'  3;v.ll  !,e  C0"ati-;:ate('  Oj 
■.vf  vj'ht  iron  of  a  tt.ic^l-:"eae  not  lo-o  t: 
^  AI.LE  li  FCl-  Ai.y  xry. "1.11:0: IT  T  ::'L3 


a. Iv j  zef  ot  ■ :  1,  of  o;  er  ho'irth  vteel  or  of 
ppecifioc  i  ■  la  I:le  2. 


Ca, ;  aiity 

liens) 


TM  - 


nuci  - h i  c  k-’o 3 a  of  Eater' i  a ’’ --lau  "o 
(11  S.  Standai'c!)  . 


J. 

to 

^ 

1^66 

te 

'^ac 

so: 

LIGC 

lici 

0 

•ICv^C 

CCCl 

to 

l.~CCC 

.-CCl 

to 

•'  r  r'T 

'-'WO'  — 

to 

3CCCC 

■t"l''o""  anc  ior'e  a  tolei'^’.nce  of  1C  '  orcen.t  i-i  caa-  ci':"  -hi’11 


TCLCTArcE 

C’c )  For  tanxs  of  IK 
Vc  al''. ov'ec. 

■iALVAElZi:.  _  .  I 

i3nko  Ox  ore',  nsr^ai-tn  steel  ci'  v.'rouj:.t  ii'on  Eo  .  IE  yaute  or  thi’'^"er  3h=^ll  V  e  i  "i  ver  I 
CLA3G111.  TAEE.S  '  ■  .  --zec.« 

(c)  ^01'  Clans  111  Ij.^uics,  in  acecu-'te  intoi’na.l  i""  in  nro'/i  c'ec’  t'’"i'"s  fro'i  "'ECC''  to 

3CCCC  :''.llo:r3  croa.ci'"  ■.■’.a,"  he  huilt  of  steel  elate  '  inc'  t:jcE. 

-  r-,  X  *  *m.“t  ^ 

O'  V.  J  .  1  lJ» 


('■)  '^11  joints  of  tan'TS  sh"ll  ^'e  riveter  -'nr’  ''''•vE. ':er‘ ,  I'l-.'-zer-  ■’’eK'ec',  or  nar’e  tjabt 

equall"  sat  isi'actorv  n-ocens.  " 


anns  snail  l.e  ti  :nt  a,nc  --nf.  ic  ientl^-  iti'o  r to  t-sar  '•;it"ont  i"jur'^  the  'ros'-  sover'o 


'>  V*  ^  J.  1-.  J> 


-hi oh  t.ney  may  l.e  su’  .ycctec  In  use. 


(e)  nhell'sof  tv.r.Irs  sir  11  he  pi'orei'ly  teinf orcer’  I'.'hero  con"  ctions  ai'e  mar’e 

anc  all  acn;:oct i o'rs  nahe  t':rou:h  thr;  top  of  *he  t-=n.''  a.hove  ‘h  liquic  I'ievel.  '  ’ 

Pressure  G'.’Ste  ~~.--V.o i' h i n; :  .F; •  ec su^  e 

T'^n'-'S  for-  systens  unc.er  pr'ssune  "h"’'''  ’e  cesi-oec-  f-Qi-  four'  +inn'-  -^he  ’C'-vi-nun  "■'orki’^v 
p:  ess’U/e  ,  a'--c  tester  to  ■‘rice  ‘‘he  'i  o  r  k  1  "i  y  presnurc. 

r  ^  j  ‘  ' 

(f)  All  ir-G"  01'  ateel  tanks  shill  he  th'-ou'xhly  co'-tec  o'-  the  cut-'ic'e  tar,  •=  s-v tuni  or 

ot:  ei'  s'uitall'  r'jsti'es  j  st  in"  n-.i  ter  ■' al . 


khere  soil  co''ta.i''s  cori'csive  suh  't'-ncen ,  suc.n  srecia.l  'rotectio"  ’e 

Chief  of  the  -c-  ire  Eer'-'r’^  ner'‘ . 


'rovrre'’  ”3 


nay  r.  re 

aii'ef 

h:'  the  c; 

CCTFE:.  CI: 

OTHhh 

E'TE’  JM 

(E) 

hit'- 

the  a-’^j'o 

s'uitahle 

na  t  e  i 

•’I  nar'’  he 

az'O  ecui’’ 

a.  lent 

in  streris 

cesci'ihec  ahove. 

i-IATEPEAL  A  E  CCE3TI.UC'"~0' '  '■  IC^- 

SUh  SZC  TCE  FI 
SIEEI.  ' 


ei'  the  nece: 


'a:-- 


i  I'e 

]' o  r.  p  7  ’  0  o  xn '  -  3 

of 

CO- nor  or  of- 

er  ■  H 

T. 

'•1  Tn  i_  j  p  i  ('  0  n  + 

+  0 

jrs+  .^-1  n  n  +  i  0'^ 

the”  H 

'•  n  c 

ti  'ht-ess  to  the 

"ter 

1  or  i  X’ Q"  1 1=  n 

V-.  r  - 

T^ks  ( j '-'cl'sf  i  - "  tops)  shall  ho  co'^stru'^ter'  t'-rou out  of  oven  e. a r  ‘ sted 
ir'on  oi'  a  thic.k'cs  ■  j-  accor  '■■nee  ’■■nth  fh.e  .’ollcin"  I'equi  r'oue^t  s . 

OFEE  tat: 

Eo  0X0'^  tan.k  sh-’ll  he  user,. 

r'r'T  '^A’T'v'r' 


or  0  "irou".'' 


~Foi' 


_ _  „ 0 

r  .purrs  0.  insure  oi  heavrer-, 


.  r'  r  '-f? 


■na.’-  he  ^on str-'ucter'  oT  ao^erete 


^ccoi'C°''’ce 


wit.h  the-  i- ..  'ul  ••  t  i  ors  of  the  'rational  Firri  Protection  As'ioc  rat  ion  . 
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(a)  TAlfi-vS  ilOT  OVi;i-  HOC  0AI.LGIJ3  CArAGIH 
hn-iTZOnTAL  01'^  ''IT  .HH-I 

Capacity  -  ■  '  "  '  “jii'n’inu  '  of 

’  (  jallo’"s) 


1  fo  50 
61  fo 
DPI  to  ‘^60 


18  ("J.  3. 

15  ,;au:pC  ■>  .  1. 
15  ,  ;•  u;^e  ^'0  •  0  . 


etc 


18  C^*  *«**  •/ 


551  to  HOC 
(1-) 

KOhizo;r:AL  ta'iis  ov:/:  hoc  Cr.ALLo:rs  ca^*ci' 


FACTOR  0^  'SAFETY 

Ta'nfro  of  this  clmo  oh- 11  e  of  s’jr>>'  -^'•erial 


io  cr’^atr’actO'' 


tv  of^at'lenat  8.5  -’it!!  F^-Yroat-t  ic  '-.e-’c'  fjsure^'  "'-R'r. 


or 


The  linlnui  thic'c'OjS  of  ;5rell  or  '.e'(  3.5^11  te  3-16  Incr  (  o.  / 

S'HLI  'gl  ATF  FOP.'rJT  A 

” Tie  thicliro^o  Vf  ohull  rl-to3  3;. all  :o  in  accorr-nca  -j  tF  '  ho  fcllo-'j 

F  X  1  X 
t  -  r-  T  X  E 

Where 

t  -  Triickr’.eso  of  rla.te  in  inchtn. 
p  _  ’'loi'kins  pressure  j  n  novir'.'a  per  3'rj:'’i'e  inch, 
r  -  ref  jus  of  shell  (inoie'e)  ir.  inches. 

F  -  factor  of  safetp  (^takon  ns  8.^). 

T  -  tensile  sti'ansth  of  pinto  i’-'  poun:  s  ,  oi’  square  inch. 

E  -  cffjcierc'-  of  lonvitufinnl  I’iv  tef  ^oin'.s. 

(cl  VERTICAL  TAilKS  OVER'^HCC  l^LT.O IS  CA  ACRH 

FaCIH  0^  lAFir'Y  .... 

fnnp.s  of  this  cl-'-^s  sF^>ll  te  of  such  naterir'.l  ^’nc  :o  con^ti-uc  -s  .0  .n^ve 

safet’^  of  a.t  ]e'>.st  8.5-  h ' 

GRELL  OF  BCTTC::  I.CCF 


>ctcr  0:“  £ 


■3 1  ^  ”  r  r  8  V 


•ctor  of 


.0  T  T 

"i  r» 


te  l/c  inch. 

cc  or  ('an  CO  nith  the  follo”'i' 


or~’ulp  ; 


The  ni  n'i~Tu''rT:ric’krH;'f:  of  roof  s 
The  thjckne'G  of  plates  s-.:-ll  t 
FCR  '-LI-A 

A-i»C)0'LXi;.X]I/X^^Xo 

'..hei-e  T  R 

t  -  thick. lO  (3  of  Hate  in  i;'. cn.es  .  ^  _ 

ii  -  hei'pht  of  tank  in  feet  -love  tFo  FHton  of  f'e  rin-  uncer  cons  i  Hr- ..  10- . 

L  -  ci.ameter  of  the  tan':  jn  feet. 

T'  -  factor  of  .safet;.’  (t-':e:  as 

5  -  specific  -ra.  vi  ty  of  licyujc’  3' oi.'ec  (i'i-.t(?r  -1^. 
f  -  ten..silc  str,e'\-;‘.’ .  of  ;lete  noun.cs  ersc.U'V..  'roF.^^ 

p  —  eiiicienc'  of  ■'■rtic-l  jojnt  i'  I'iny  uncer  con 'i ;  e:  a.  .  i  on . 

'■'^OTT  ■ 

■  TFV  '  ^"ho  Te'nsiR  tren^th  of  t'  C-  ^te  1  hrsHl  te  t-':e'-  -a  '''^,000  ;-ou"-  s  r  sou  .e 
anc’  the'si^orri-c  ;tro’-t  of  rivHs  shall  H  t-he-  ns  5C,CCC  ncu-fs  -.r  sou-re  jncF. 

}.TA/LTo  .  .  ■'  ..v hx  ho  caul'':e('  c'  otF-^r’'’jse  nr^r'e 

j’i.—  '•’it:  /oj^ts  havin'  the  sa'-e 


(t) 

T'.’.r.ks  s 

H  t 

e  :■ 

j  votee' 

,  '''ol.coe'  or  tr- 

aee' 

ti  •: 

.t  i  - 

a  ’■'orkma 

ike 

n  a  ? 

■'.ei' . 

TCF£ 

' 

'  The 

ton  of  t 

ho 

t  ■ 

,1  .  ) 

hall  t 

V.  cecun-ely  :-:t 

o-et 

•  n  ~t  V 

.tneis 

'"5  S  ■ 

oir.t 

t 

ots'es" 

1  .  i  }  ■  i  n  ;  . 

r.Ai^ 

IT  TUG 

11  to  t'noi’ou'hl 

AH 

iroi'  or 

st 

e.  1 

tar 

ks  rhr. 

y  CO 

itle  rust-resi  sti.'  :  -.r' ter  i  •;  Is  . 


ot  ru-r 

CFprji'  -JS 

or  tops  of  tanf' 

TOFG  AFL  TAiEvC 

Roofs  or  top:  Diia  11  te  fj'ril" 
JOIIJ'H 


s  sh.-:’'’  h-  ve  unnrotectec'  D.neni--s. 


'■■r -n-  'O’-! i  ^oirfeif  to  thc3  t' 


TH  joi-H  shall  to  rivetet  — f  caulker',  trazec,  '.-’elc^ec  ,  or  n-e'e  H-h*  other  -roness 
s-atisi' actory  to  t'so  Ctnef  of  the  l  ire  LGra.i'tner.t  . 

VERTICAL  TAr.'KG 

FJo  'vertical  tarl:  sh-H  H  nore  trr". 


foot  F. i  'F  . 


Q  > 


I 


'  Tar'k-"ct^tairl--  flannaVle  liouir's  i  flash  rot-t  telo’-  -0°  .  (closer'  cu-  tester) 

have  Tester  consHcuousl:-  u-on  tw.  sire  the  -.orCi^^'^-H r-AH.Rt -XEE"  HH  5WAY" 
rCP~Ei'  Ci'  nn-.-’.i’p'  ■’''A''''Fj  iai 

- r:rRrovnl  of  fse  C'r  ief  of  "ho  Fii  Leonrt-^o-t,  t-nv,.  oj.  -o--nr  or  ether 

suitaHo  material  m--‘ to  usee'  H  aftei'  the  sssr--  sa-  H  -  i"H.' oH  to  He- 

are  equivalent  H  Hi'o-t:,  rl;ic-tt;y  ('uraHli  y  sue  ti-ntn.ss  to  t-o  5  -oH  or  iro-  ta— s 

ccscritec  .atov.i. 
pp-o - '■]  TA 

Houles  or  35^  Bau-s  or  heavier,  tan'-s  nay  ’'e  no-stru-toc'  of  -o-cro"c  i-  -n-orx---e 
'-iith  the  isi'ul'tio  of  the  ’Y.tio— 1  '^ire  Proteetto-  .Assoc  i  at  j  on  . 

'CCFSTI.UCTIO''  Cy  .LAiTKG 
SUB  ^SBGTl'O'T  58  ’ 

LCHrA^oyH_^_^  rivutof,  ’-.'oIc-.k'  or  tr-.zec',  -'-f  shr te  soleoree',  c-ul'-(.(',  or  c' 

viiso  mao  0  ti  :ht  in  a  necn  -nTc-l  -nc  -oi-kmanliko  n-n-ei'. 

FGI:  FR'ESSURE  '  GYGT.:: 


.  r  - 


'if  to  te  usee  '."ith  a  ■  res  ■rre  cischar’:  systn.i  sh-H^sr,fnly  susHi' 
least  ( outle  the  rossure  to  nhicr  t;  c  tank  may  to  sutjectec  . 


'.-c'ront-t  i  c  t. e<^t 


-fe 


t  le 
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(t)  To  or  s-.ill  te  n-  e  t-i-o-  'h  or  ne+-i  rei  force  ntnt 

iivoooc  ,  ■'.’eldGc  01’  -'olt  (  ■'•o  f.  •”->('  te  ’^'»do  t'''or’0’j"'^l''  ‘  i'rt'nt 


seeurnlv 


oonstr’actec  eii-irol:'  of  lot"!,  ^ccl’jrj’n’  +on,  s^res  end  Vo+.+  on 

•  .  rS 


crz:’i:: 


as 


All  operinjs  siiall  le  jas  t,i  ^  ‘  ,  excot  breather  ve-it,  •■=hjc‘"  s^a"*!  he  sc^ee’’’ed 
•  roviced.  i::  Gul: -Socti  o”’  ^8 


■  1 


j’hi— "cu]::.AdTc;:--:.iK;z 
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iiil  j.  l-T  C  *^X-XJ  . 


(,a7  All  tanks  s;'.:-.hl  he  electi'ically  ;;ro'anvjed  by  resti'  ^  dii'cctl’"  or  noist  e-^rth 
■  othoi-  '.•:ise  electrically  yi’oundet.  to  crmane  t  loisture  to  the  sat :  sf  a  ct  i  o'"'  of  the 


01 

u;  lef  of  the  :  i  re  :.er:’rtne  t . 

i::.i;L''rKL  co~:::icric 's 

.'o  ins’alated  connectio  -s  shall  ho  "eraitted. 
Tzizric"^  PCI  .1 

(1;  Teiooh.one  -^oles  or  otaer  ro’ecti 


.10’ 


points  shall  ha  !:ept  as  far  as  ’  ract ic^' hlo  fro 


ah'lo  to  act  as  i  t  i n  i disc'',ar''e 


a  t.an; 


G?h~L  v.O'K 


'll...  steen  ork  or  romcorcef.  conci'otc  tanks  sh.all  he  i'itei'co’"'ected  ?”'’d  '■I'O'a’idedh 
tv  and  a  .  I'ovec.  net-.oc  . 


V./00> 


t:  one  loot  p.ho'  0  “■  ne  ground  shall  hcve  iO'Li'''dation  and  surnorts 

Oi  -lon-c dtiahus'*.  i u le  iiatei’ials,  excG'  t  that  ■■.'oocen  cushions  nsy  hi,  '  t.r 'litted  . 

('.  ■  ;n  ’’■r , r  at  '  ' 

V  o 


ho  cvs.ahustt  1  n.a'^.  eri'  1  ■■h? 

si'o’unc  oi.tsieo  store  ;e  t'-nk. 


1-  a:  ,  ’  cc.  'unc.er  or-  ni-' 


te’i  feet  of  an''''  above 


c )  Z  1  ’’.ocations  "'hci'e  "1  c  .  _;ro’U"d,  tanks  ''re  li'-hle  incnae  of  hreakace  or 


overflo’'  to  end.'-, 
01  dike. 


uri'ei.  n  i  _■  ’  i-opci  t;  ,  uash  tank  sii  11  ho  ni'otoc^  ef'  'n  enh'-'sk’sent 


.anhanknent  s  or  dikes  shall  he  c  onsti”a'’tec'  of  G'-'rth'-’or  k,  dry  core  ’-^ith  c  i ’'’dei- -f  i  ]  l , 
masonry,  or  conci’etc,  aruroved  hy  the  Chief  of  the  Z’ire  Z  enartme-n.t  . 

S^ldk.OIi:  CAP  AC  I '7^^ 

{e)  Cuch  dikes,  '."hen  constr-jctoc  of  o^rth”’or ''  or  rl-'”  core  "'1t>.  c  i ’•de’f  j  11  sh-’ll 
nave  e  ca’'acitv  ft  least  one  '-•nd  cne^h^lf  ti  'os  th'’t  of  the  tan''a  . 

i.:a.3o::i: 


'uhen.  constr-jctec  of  nasoniy  or  conci'ete  dikes  shall  h^'ve  a  c  a.” c  i  ^  at  Zeast  eq’jiv^lent 
to  that  of  the  a’-k. 

C«T  T  r* 


hf)  -art;',  '-'ork  emhanknonts  shall  hr.ve  t'a  flat  soctio'''  at  the  ton  of  not  less  than 


h  i-ee 

feet 
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d) 

3;sdl  tank',  "’ith  cr.nacit”ies  of  not  over  k5,0CC  gallons  e-  c  .  n-sy  ^e  ';rou’"ed  a-'d  a 


dike  'cailt  ai'O’anc  thn  yroup  oj 
S’^tTlC"  '.  ''  ~-.T' 


;iA 'll :  c~  Z'z'iiC;  rzndciiiLz;  .d.''''ii'Z’TZ3 
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Uo..  :Ti'fjwf lOk 


hanks  in  huilc  inqs  sn.-.ll  e  constr'jctud  .and  installed  as  fold-s: 

UAL 

Tanks  for  Class  n  '^.ad  111  li';uids  of  ILC  ySsllons  or  less  capcaci'',v,  a'.al^  ’•  e  of 


.r.cd  steo’’  or  tj  -  ;late,  s-aitatlo  foi-  the  r-.:r;-o-e,  -j 


■I"  ho 


Ic'^ked,  do'.'hle  se'-'nec 


■Iso  soldered  or  •'•’de 


•  V-  +  ' 


;  0  TO  e .  v 


g  ^  1 1  -.f  o  (o-'- or'-  sethod. 


01-  i  ivetef',  'snc 

Gsoas 

'kp'tXni  al  shall  ’e  of  not  les-:  t-^-n  "o.  fC  -yw^e  Z.k  Z.  3tanf,''rd. 

CCk"ZCTTC:’3 

Excel t  that  "’hero  used  in  connectioi-  "'it:;  a.’-d  i->  the  s'^me  roo-s  ’■■'it>'  o i  eq-’i ''-len".  "o . 

16  gauye  s  tnl  sh  11  he  used. 

— “^C  r—  inf  si  'dr-  r  e  1  s  ,  or  cru--,s  to  used  -laitil  conto-ts  .are  r'r^'vn,  if  subs  +  a-"  ia  1 1^^  rimed 

’rev-^nt  tinri--:  of  rolli-v;,  "k  th  -US'-  i  —  erte^  +>-;rous>'  dose  fidi-r'  non-iectjo-  i'-  side 


sc 


1  /4  .  .  J  .  U-. 

CL  M3  11-111 

(fc; 

T-S'sks  for  Cla  '3  11 

he  of  th 

ic''no3'  3':ec‘'fi  '  i 

sreci f i ed 

i  -  lu’-  Cecti.a-  V5, 

LOGAZIC" 

(g) 

fank-3  sh-'li  bo  Zee 

or  if  tni 

is  j  rr  rnn+i  crjhle  , 

Sh-'d  ha 

s-ce  tc  -rev-  -'*',  -h-‘ 

or  pi:'i':: 

. 

■  ■'  12C  ypl  '  O'-  s  ' 
)f  ncncrete  ^-d 


-■-all 


ihn  -■ 


'C  V 


dz  ::  ATTC'G 

(r.)'  T.an 
c--  ":cit-''  sh- 


hslo'"  t  lev 


he'  -.et  0"  -  f  ri  fou-<'  :"io-  -nd  those  emeGdi"'q 
su  "orted  inde,  c  CG'-'tly  oi  t  e  iloci'  con -j  .r'uct  j  on . 
I-iz’.'T 


-  lov 


L5CG  y.a^  Ic-’s 


C  ^  ?  C  3 


V'C.  iri  “’teller  i •'"’i+.h 


(ej  --teel  tanks  e:<ceod  ;  k!'G  gallo  .  -  .  .  +  •  t  4- ,•  .  ^  4.  + 

^  3-.^  II  hf;  co-s'-l'-tel-'  o'-closed  -itn  .?.  he.?t  i-sul?,*io-  equ?A’nlc'pt  -^o 

’  ■  i thick'iess  '-/itZn  -'t  least  a  6-inch  :m,ace  o"'  sides 


Gil  tjr-.sinj  equipm-n 

I'ei  forced  co'serete  not  les''.  than  1<-  I’lC-ser) 

V 


V  4..,e  ;  co"croto  insul-tion  filled  -ith  •’nd  or  -ell  tmpedarth  a-d  dt-  12  i-nches  0 

of  sand  o-'ton  of  tm'^  dther  dt-;e-  ts'-k  "nd  concrete  sl-X  or  atone  concrete  slab. 
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CONCRETE  T A 

( f )  Concrete  tanks  shall  te  completely  enclosed  with  a  he- t  insulation  of  reinforced 

concrete  not  less  than  6  'nches  in  thickness,  with  at  loj’st  a  6  inch  space  on  sides  het'''een 
tank  and  concrete  insulation  filled  with  sand  or  well  tamped  earth,  except  that  for  tor  of 
tank  an  insulation  of  12  inches  of  sand  without  concre'^e  covering  shall  be  deemed  s \xi  • 

INEEPSNp.rrT  OF  WALLS 

( g)  1/Valls  oT  concrete  tanks  shall  be  constructed  in  dependent  ly  of  and  not  j "  contact  with 
the  building  walls. 

GROSS  CAPACIT^^ 

(h)  In  ordinary  uildings  the  gross  capacity"  of  tanks  shall  not  exceed  =^,000  gallons. 

(i)  In  fire-resistive  tuilc ings  the  gross  capacity  of  tanks  shall  no*  exceed  1C,CCC 
gallons. 

IN  ANY  EU1LL1'^G--CAF.AC1^^^— T’rSNlATING 

( j)  In  any  building,  if  in  a ..  ire-res  i  st  ive  oi-  detac’aed  room  cut  off  vertically  and 
horizontally  !’■  an  approved  manner  fi'om  other  floors  of  t  ,e  main  buildin'',  the  gros  '  canacltv 
of  tanks  may  be  not  exceeding  50, COG  gallons,  wit;,  an  i..di.idual  ta""':  c'^'acity  not  exceeci’-g 
25,000  gallons,  pro^'ide'  the  i-sulating  sand  specified.  un-,ei-  paragraphs  (d),  (e)  and  (f^  shall 
be  in  creased  to  12  inc..cs  on  sides  '^d  18  inche~  or  to  ‘  . 

CHAPTER  Iv 

PIPING  AND  CTHPR  AFPERTENANCES — NO  CCNP.'EC TlCi:  TO  ERAING 

SUL  .SECTIC'-^  55  ^  ^ 

C  0  HNEC  T I ONS —LEAKAGE 


All  connections  from  tank  to  any  house  or  sub  sui'face  drainage  system  shall  be  so  aiTanged 
as  to  prevent  the  flow  of  inflammable  liquid  to  an_y  such  system  and  shall  rrevent  the  leaka!?e 
of  anv  flammable  gases  from  such  li  uid. 

COLLECTORS _ 

Approved  flammable  liquid  collectors  shall  te  provided  in  all  such  connection. 

VESTING  OF  TANKS 

SUE  SECTION  ^ 

AUTOMATIC 

( a )  An  open  or  automatically  operated  galvanized  iron  vent  ripe  wi'^hout  ’"rap,  draining 
to  the  tank  shall  te  provided  for  every  tank  which  may  contain  flammable  va  or. 

CONNECTION 

The  lower  one  of  the  vent  pipe  shall  not  extend  through  the  top  nto  the  ts'^k  for  a 
distance  of  more  than  one  inch. 

SCREENS 

( b)  Vent  openings  shall  be  screened  (preferably  b^-  40xd0  tut  not  less  tha^-  '^CxZC  non- 
corrodible  wire  mesh  oi’  its  equivalent)  and  s'  all  '>:’e  of  sufficient  area  to  permit  esca’^e  of 
air  or  vanor  dui’ing  the  filling  operation. 

LI  MENS  I  PI'S 

Vent  openings,  except  those  automatically  operated,  shall  in  no  case  he  less  ‘‘ha’^  ore 
inch  in  diameter. 

REMOVAL 

Screen  s  shall  be  accessible  for  examination  and  removal. 

ROODS—  CONNECT  IONS 

( c )  Vent  pipes  shall  be  provided  '"ith  weather-proof  hoo'.'s  .a’^d  terminate  outside  of  build¬ 
ing  12  feet  above  top  of  fill  pipe,  or-  if  tight  con'^ection  is  madp  ?>  fillii^-^.  ll-'-e,  fo  a  ’"cint 
one  foot  above  the  level  of  the  top'  of  the  highest  resei'voir  fro-  which  the  tan'-s  ’"■’v  rg 
filled,  and  prei’erably  not  less  tha-'  three  foot,  measure'  hor  i  zo’^t '  ll;-  and  vertically,  from 
any  window  or  other  building  oreni';?. 

INLIVILUAL  BATTERY 

(d)  Inti  icual  vent  pines,  shall  te  nrovided  for  each  tank,  except  that  f?here  a  battery  of 
tanks  designed  to  hold  tho  same  class  of  liquids  is  installed,  the  vent  nines  may  be  run  into 

a  main  header. 

SCREENS 

In  such  case  individual  vent  pines  shall  e  provided  with  screens  tetwee’"  t  an’^  .and  header. 
CONNECTION 

The  connection,  to  the  header  shall  not  be  less  than  one  foot  above  the  level  of  the  ton 
of  the  highest  reservoir  from  which  the  tanks  raav  be  filled. 

VALVES  IN  LRAV.ING-OFF  PIPES 

SUB  SECTION  57 
INSIDE  LUILLING 

All  drawing-  off  pipes  terminating  inside  of  any  builf'^ing  shall  have  valves  at  the 
discharge  end. 

gr.avity  systems 

V.'hen  delivery  is  by  gravi'"3’’,  pipe  shall  have  a  shut-off  valve  (which  s'^all  ’'^e  erab'iy  be  of 
the  automatically'’  closing  ty're  and  in  •addition  shall  have  an  emergence  valve.) 

VALVE  NEAR  TANK  ABO VP" GROUND 

SUB  SECTION  58 

ABOT  E  GROUND 


where  tanks  are  above  ground  theie  shall  be  a  valve  located  near  the  tan!:  i’"  each  vi’^e. 
CR0S3-C0NPECTED  TANKS 

In  cases  vm.e're  two  or  more  tanks  are  cnoss-connectec  there  shall 'e  a  valve  near  each  tank 
in  each  cross-connect i on. 

PUHHS 

SUB  SECTJCIT  59 

ABOVE  GR0gI|Jg— TANK- -VALVES 

Pumps  deliveTrfng^to  or  taking  supply  from  above  ground  storage  tanks  sha3  1  be  rrovide'-’ 
with  valves  on  both  suction  and  discharge  sico  of  pump,  and  in  delivering  tn  ta-nks  a  check  valve 
to  rrevent  flow  of  liquid  from  tank  to  aump . 

MOTORS  AND  ENGINES 

Electric  motors  or  Internal  combustion  engi'’'oa  shall  not  be  placed  'deneath  tanks  or  else¬ 
where  within  the  line  of  vapor  travel. 
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r.I;  rrr:fliT*'  .X.C-.IAIIK _ KEi:;;;  IjXT.KRarrnTi-^r. 

3UD  SECTIO'.'  6C 
^ITC~r:--TRAPS 

VAere  uncergrounc  tan  :s  ni  fa  uaec,  all  pipes  cp.irying  flanrjatle  licpaiPs,  excent 

estatlisnmonts,  shall  pitch  towarc  tan''s  without  anv  tra-s  or  uockets, 
shall  enter  tanr.s  at  the  too.  ■  *  a 

requ:re"e::t5  for  'ieo 

SUB  SECTIO::  61 


IRA  TER  I. tL 


( '•  )  .All  ;ipe3  usee  in  sp  terns  Tor  f  lannahl’,  li  uics  sh./’l  h*.  or  st  ’^darc  f  11  weierht 

brass,  galvanized  iron  or  steel,  with  suitable  trass  or  galvani-’ec  rnallealie  ii'on  or  -teei 
fittings.  ■  ‘ 

PACKI'-Iu 


(^t)  Ilo  rubber  nor  other  oachinr-s ,  and  no  ■^■la'^'’os  -•>'■■11  'e  used 
TIIOTIS  ■  . 

1^  p.ie  uset  ,  at  least  one  *n''’G  'h'’"'.!  bo  bwa. sa.  w'’''*'h  '^lose  +  conic'll 

JOINTS  ■  b 

litharge  and  glycerin,  shellac  oi'  ot  er  suitable  rnateri'’!  sha,"'"'  be  used  on  "iioe  '^oi’^ts  i 

PRO? EOT IONS ‘ 

Outsit  e  pipeihg  sha  1  be  pi'otected  against  anv  necb.ani  cal  inbjY'»T  i.iVp.'  *- v- -j -i  5  feet  1 
of  ground  level.  ’  "  -  -  - 

SUPFOr.TS 

Inside  piping  shall  be  rigidly  ^u'poi-ted. 

•  a 
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OPEN 

FIT: 

r. 

i-'ip 

ing 

caic 

exte 

nd  t 

hro 

ugh  ; 

FILLING 

PI'' 

E 

SUB 

0  HiO  B 

ION 

54 

■jneergrcuie:  ta!Iks--::etal  box 


he  end  of  the  ‘'illing  pire  for  urdei-ground  s'^,orage  ta^bs  for  Class  1  and  11  liquids  shall  be 


cairied  to  an  approved  location  outside  of  an^’  buildin.''’,  but  not  ^i'hr 


feet  of  an"  e'^t ipcj-nf.g 


door,  or  cellar  opening,  and 

shall 

be 

3  G  ii 

in  an  a 

pproved  metal  box. 

with  cove  I' 

"  h  i  c  b 

hall  be 

locked  wxcept  during  :illi?ig 
SCPTV;  CAT 

opera 

t  i  on 

.  s  . 

This  filling  pire  shall 

be  cl 

osed 

a  sere" 

can . 

SCR  TN 

A  non-c  .■lU'od ibl-  screen 

strai 

nei' 

(gone 

f  e  r  a  b  b 

•^OxtQ  i^esh  but  not 

less  tba" 

30x3C 

mesh  or 

equivalent)  shall  be  placed 
DERIVE  lES  TO  STOrVbGE  TANKS 

in  the 

•up. 

end  of 

filling  "Ine . 

SU.  SECTION  65 


CliAS"  1-11  Eirectlp-  , 

Bel i V  eries  of  flanmable  liqui^.3  of  Class  lind  11  shall  be  mace  dli-ectly  to  the  stora"'e  tank 
thi'ough  the  filling  pice  by/  means  of  a  hose  oi’  pipe  between  the  filling  rine  and  barrel, 
tank  wagon  or  tank  car  from  which  such  liquic  is  being  ci-awn. 

PROTECT TON 

The  neces  ary  precautions  shall  be  talten  against  the  c-eneratioi^  of  static  electirit" 

PUTTS  REGUIREE  SUE  SECTIO"  66 
lU'ES  — -EEVS^IONS,  LEALItSy  ETC. 

(a)  Except  as  rermitted  in  Sub  section  6"  flammable  liquids  shaRl  fe  drawn  from  tan''g  bv 
pumps  so  constructed  as  to  rrevent  leaking  or  splashing,  or  by  some  other  s"stem  apnroved  b}^  the 
Chief  of  the  Fire  Department. 

C C"TR OLL I ::S  A  PP Ar.A  t-US 

( b)  -Lhe  controlling  appartus  and  piping  shall  be  so  ar'-  a.nged  ”S  to  allow  control  of  the 
amount  of  discha  ge  and  prevent  leakage  or  isch-rge  inside  the  building  by  ann  de rs^geme’^U.  of  the 
system. 

INSIDE  EU1LDI"C — GR/TE  FLOOR 

( c)  h'hen  inside  a  building,  "^he  runn  or  other  crawirg-off  device  shall  be  located  or 
above  the  gr'^de  floor,  prefer-=bly  near  en  entrance  or  other  ™ell-vont  Hated  place. 

DISCHARGE  DEVICES 

SUE  SECTIO"  67 


PROHIBITED  V>T^K  EXCEPTION 

(a)  Dlscha.rge  devices  fitted  with  a  glass  measuring  blo”"!  shall  not  bo  installer  inside 
of  any  building  nor  with  in  fifteen  feet  of  any  building  not  classed  as  slow  burning  construc¬ 
tion. 

GLASS  BOUL 

(b)  The  glass  bo^is  shall  not  contai"  any  li'uid  at  any  time  except  when  actually  being 
used  for  delivery. 

GRAVITY  FEED 

SUE  SECTION  68 


PROHIBITED  WITH  EXCEPTION  ■ 

(Except  as  permitted  in  sub  section  59  no  tanks,  drums  or  other  containers  in  side  a  * 

builcins  or  discharging  inside  a  building  shall  b'  pi’ovided  with  a  faucet  or  other  bottom-draw¬ 
ing  device  whic'^  will  permit  the  gravity  flow  of  liquids  inside  the  building. 

Pipe  shall  not  teminate  at  any  point  lower  than  the  level  of  source  supply. 
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SUB  SECTION  69 

QI-L..BUFUJIN.G  ..EQUIPMSUTS— STORAGE  GLASS..  IIAUP  111  .  •  •  •  -  - 

(a)  The  Chief  of  the  Fire  Lepartment  may  perult  the  storage  anc’  gravity  flo?7  of  fla:n"i2'’'le 
liquid  in  connection  with  domestic  oil*  bu:  ning  equinmenta  in  refineries  s'^c'  ^'n  laanuf actur j 

and  jobbing  plants,  where  the  nature  of  the  ’"lanilif actur rrocess  reguires  such  storage  °nd 
1  low  and  also  the  'torage  and  gravity  flow  of  commodit'es  of  Casses  11  and  111  in  stores, 
plants  and  establishments. 

NOT  PERMIT  FUUriUG  — CLA3G1.SE5  3UB  SECTJO’^  29 

(b)  Where  the  nature  of  the  licuid  will  not  remit  pumnjna  nrovide'’’  t’-a-*-  -‘■he  contents 
of  tanks  holding  Class  1  liquid  shall  be  sufficient  o*^ly  for  one  day's  o^'eration  and  such 
storage  shall  be  in  a  room  i:-"  ac'-'orcance  with  sub  Section  29. 

SUFFLY  TO  INTERNAL  COI.IBUST JON  BNGirES 

SUu  SECTTO”  70 

"CCING  SEE  GUB  SEC.  46-47 

Supply  to  stationai'y  intei'nal  combustion  engines  using  inflammable  liquids  shall  be  b-'*  numr- 
ing  from  tanks  located  as  given  in  Sub  Section  45  and  47 
rUBL  OIL  EQi;iFlISNTS 

SUE  SEC  I  ON  71 

STORAGE  TANKS.  SEE  SUB  SEC.  46f-47-54 

In  equipments  fro  the  use  of  flammable  liquids  as  a  fuel  under  boilers,  furnaces,  kilns, 
ovens,  etc.,  storage  tanks  shall  be  located  as  given  in  Sub  Sections  46,  47  or  P4. 

PUM."3  FOR  ENGII‘ES  ANE  ^UEL  EQUIFMENTS 


SUB  SECTION  72 

PRESSliRE  GAUGE — WORKING  FRESSUFE 

13 


Pumps  used  fo7  supply  ing  inter’^al  combustion  engines  a^'^d  fue"’  oil  bur’-'ers  shall  be  e  uinped 
xcith  a  pressure  gauge  for  oil  and  the  systems  shall  be  so  arrangedthat  the  oil  rressure  ca’^’^o'' 
at  anytime  exceed  -a  safe  working  pressur*^. 

A  relief  valve  shall  be  provided  in  the  line  to  i-eturn  surplus  oil  to  f-xe  surply  ta’*''". 

STOFR-GE  TANKS  ^OR  EISTRIBUTTO"  t^URFOSES _ 

SUi;.  SECTION  75 
SEPAR.A  TE  SYSTEMS 


At  plants  where  gasoline  oi'  ot'-ier  motor  fuels  and  korose’-^e  ar-e  s'-.ored  for 


'  .Zi  T  > 


tribution  as  separate  pump  and  separate  syekem  of  ninlr 
in 'tailed  and  maintained  for  liquids  of  Occch  class. 
CKAPTER  V 

“STRCLEU’i 


.i!'’~oce 


‘vithont  ^n,v  cross  co’-^ne ct  i o'”  sb^ll  be 


CLAS^’IFTEF  SUB  SECTION  2  CHAT' 


"LIQUIDS"  in  this  class  means  liquids  of  Petroleum  ^‘‘nd 
Sub  section  2,  Chapter  1. 

CTINELTES 


Natural  Gas  classified  as  in 


SUE -SECTION  74 


FEr.MITS.AMD  RSQU JRE'L.N ;S--SURV£^^  EY  CHIEk  OF  FIRE  EEFARTNEN 

(a)  No  permit  shall  be  granted  ^.f  or  the  establishment 
a  plant  for  c  istilling  or  condensing  i')hihin  the  limits  of 

been  made  by  tne  ^hief  of  the  ^ire  Department  and  an  inve? 
concitions  connected  therewith 
LIHITATIO  ,  SCKOILS,  GKURC  ES ,  ETC.  GUYIA'^^EE  IfC  FEET  OPEN  ^PACE 

(b)  If  there  are  not  schools,  church" 


of  a  new  plant  or  an  addition  to 
tne  ci'y  until  after  a  survey  has 
made  of  all  hazarcous 


s  i,  ]  on 


hospotals  or  public  h:  lls  ”'''thin  300 


no  other  fui  Icings  than  those  of  the  plant  within  I'^'C  feet  of  t>e  nronosed  di=!+i^'’i 
densing  plant,  and  (or)  other  concitions  ax'e  consistent  wi  h  the  snirit  a”d  irto^t'ef  ■‘h'' 
code,  the  '^hief  of  the  „ire  Eepartme  ;t  (throug  .  the  “uilcing  Commissioner)  shall" •''rant  a 


f  e t ,  and 
g  or  con¬ 
'd  s 


permit  for  the  location  ees  .ii’er.' ;  provide 
ioc  feet  wide  on  allsices  shall  to  given 
ST01:A  :-E  AND  FlPl'd 
SUE  SEC  FI  ON  75 


a  l;;o,  sin  ,  •u.-wa' 

■y  '■-he  arnlicant. 


,ee 


SEE  CHAPTERS  111-lV 


Storage  and  pining  at  such  plants  : 
JOBBING  ^LA  TS.  STOREKOllSES  ans  riSTFlE' 


SUB  SECTTO^T  76 

NEW  AND  EXlSTl'Tz  'XANTS  SECIONS— SEE 

Ne'w  c»iid  cxiovii.ig  joLDi.ig  ylanto,  otGrehc>.Ge3 
as  pi'ovided  in  and  conform  to  sub  section  2'^,  25 
'f  2 ,  and  44  . 

KEATING 

SUB  SECT  10!^  77 


ill  be  as  in  Chantei’s  111 
'NG  '''TSTIC''S--Gr^--’'"'’ '  I  ^"1 


anc 


'.aintain  an  open  space  of 


IV  of  this  ode. 


■(  c,  i: 


ng  stations  shall  be  conatructec 


26,  27,  28,  EC,  31,  22,  37,  38, 


30 


40, 


/!! 


or 


CLASSES  1-11-111 — STEAM  OR  HOT  WATER 

(a)  In  new  and  existing  plants,  rooms  in  which  da'  1,  ll  and  111  liquids  are  stored 
handled  in  otrer  than  ori  dnal  containers,  shall  bo  heated  t”  steam  or  bot  ™-^t6r 
FIRE  ».ALLS 

(¥)  ^Unpiereed  fdre  x^alls  shall  isolate  from  such  rooms  all  steam  boilers,  furnaces 
or  fires,  or  any  electric  dynamos  or  motors,  fir  other  snark  emitting  devices,  nrcddec  how¬ 
ever,  that  explosion  proof  motors  mav  le  used  in  such  rooms. 

STORAGE  and  PIFi:'a 

SUB  SECTION  78 
SEE  CHyTEFS  111-lV 

Si^otage  and  piping  at  sue'-,  plants  ->-11  '  e  ad  provided  in  Shapters  111  and  IV  of  t-is  Code. 


EISTFIBUTIi:3  ATID  RETAI^:IN^T■  CP'T? AT^ypc; ■ 

:UE  SECT  I C'"  79  ■  '  ' 

Ta:;i.  \;asc;;s— risrscTio^' 

"tank  wagons  or  -"rucka  and  v.'agons  containing  tank  ’."jith  I'aucets,  "'hon  user  for 

■  o.°v  liquids,  shall^te  of  sub  stantial  anc'  workmanlike  construction  and 

^ ^  ^FPi'oval  of  the  hief  of  the  fire  department,  through  the  Building 

o.nm ,  ss  loner  ,  ^^noshal ins.rec.  anc  keep  a  record  of  sunk  ’■"agons  or  vehicles,  which  shall'"be 
plainly  markec  wi"r.  their  recorc  number'.  ce 

Irawing  Faucets 

(^)  aTT  di  a\Jing  faucets  connoctcc  to  such,  tank  ?;agons  shall  be  kept  looked  or  handL 

removed  when  not  in  actual  use. 

CdhSTr.UCTlQ- 

All  *-*-ancleo  .jhal.^  be  so  constructec  that  they  mav  not  be  X'emovec  excent  T'lhen  tbs  faucet 
■’ i  ly^  c  1  OSS  d  ,  and  all  measui'es  anci  faucets  *  shall  bo  covei'cd  or  ot'  erwi^'^e  protected. 


rcunoin; 


e  V 1  c  e  3 


^  (c)  tank  wagons  and  tank  trucks  sh  1.1  i:G  equi'^ped  with  such  devices  as  the 

"hief  of  the  Mre  Eepartment  may  direct  to  nroperl”  ground  such  vehicle  a-^ainst  t^'e  accumula-  | 

ionof  static  electr icit’^ . 

OFE!:  FLA'^E  rP.Ch^BTTED  “ 

Surrh  tan.k  trucks  shall  carry  no  onen  fla.  lights, 

cc::t.a?'jei.‘-  faittee 

S  B  SECT  1 0  8C 

^CR  CLAC31-11  LI3TT--CTI7E  CCLCFF  (danper ) 

(a)  dontainei's  of  lass  1  and  11  liepuids  shall  be  painted  red  and  be  conspicu  lett- 

erec  in  black,  "“angerous — Keep  Lights  and  fires  .Awa'-  and  Store  0  tside  duUdino. 

CLAi^S  111  -  ■  ■  ■  '  ”  .  ° 

DAilCEF:') 


(b)  Co'-'tainors  oi  '"lass  111  liquids  shall  be  painted  gi'een  and  have  consni cuous ly  marked 
in  white  letters,  ''-cismnatle  liquid — Keep  Fir-e  Awav  and  "^tore  Outside  ^uildin?'. " 
hlSLE^EAhOR  “  - 

To")  Ff  shall  be  a  aisdemeauHr  to  kee"  oi'  plaqe  the  above  mentioned  liquids  in  co''’tainers 
other  than  those  markec  as  designated,  or  to  use  he  containers  for  any  of'-er  liquids  or  sub¬ 
stances  than  t.nose  specified,  oi'  f^il  to  keep  their  exterior  clea:"  so  that  coloring  and  lett¬ 
ering  ar-e  easily  distinguishable. 

SEKERAL  REQUIRTKEKTS 
SUB  SECTTCF  81 

TEFERENCE  ^0  OTEER  CHAPTERS  AKI  SUE  3ECTICU 


Eg,  2^,  26,  27,  28,  29,  -^0. 


The  requirements  and  restirctions  bive  in  Sub  sections  2"^, 

31.  32,  37,  38,  39,  40,  41,  42,  44  and  in  '^hapterslll  and  IV  shall  be  comrliec  with. 
CHAPTER  VI 

PAIUTS,  VARNISHES  .-''"L  -INIL.-''P.  HAiraFAC^URINC  CC’E'CTITI  ES 
SUB  SECTTC”  82 


NSV;  EX7STI"U  ^LA^H 


CI.A  ■ 


1-11-111, 


.eat  in? 


Cq)  In  new  and  ex"sti::g  "larH, roo"’s  in  which  ^lassl,  11  arc  111  liquids  nre  stored 
or  handles  in  o’^hcr  han  ori'-'lnal  c o’" ta  1  "'ei’s  shall  be  beatec  by  steam  or  bot  ’-'ater. 

FIRE  RALLS 

(b)  Unpiei'ced  fire  walls  shall  isolate  from  s  ch  rooms  all  steam  boil  rs,  furnaces 
or  fires,  or  any  electi'ic  dynamos  or  motor's,  or  other  sparj  emitti’^’g  dev  ces,  provided, 
however  that  explos i 6n-proof  motor's  nay  be  used  in  such  rooms. 

CE'^S' AL  P.E1U1P.EKE'’TS'  0E  "TV.  ■!AE'UF''CTURT:'l  FLANKS 
SUB  SEC  IC''  83 

RS  'EP.ENCE  ro  OTI-HR  GH''F'T’ERS  .ANL  SUE  SECTIO'^S 


Manufacturing  plants  her'e^fter  establ'shed  or  erected  sha"l  be  s’-e^:’ ■■  f  ied  in  a’-'d  sha"!  co’"'form 
with  tne  i-equirements  and  restrictions  of  Sub  Sections  26,  27,  29,  "^C,  '^2 , '^3  , bm36  ^  .37  ^  78 , '^9 , 
4C. 41 .42 .44 , 

STORAGE  ANL  PI^Il^G 

The  storage  of  and  piping  used  in  the  handling  of  raw  stocks  of  flammable  liquids  shall 
be  as  in  Charter's  111  and  IV. 


SUB  SECTION  84 


ATFTv*  ’  C^'T T NG 

REFERENCE  CHAFl’ER'  ''IN:  SUB  SECTTC'S 


( a) N-nuf  ^cturir.’  ’''lants  existing  (dal'e  of  enactment  of  '"'ode)  shall  'bfe' a.s  specified  ifi'an 
and 'shSli  conform  .  withnthe  requirements  and  restrictions  of  Sub  Sections  2^,  28,  29,  "^'0, 

32,  34,  36,  37,  38,  39,  4C,  41,^  end  44. 

TANKS  ANL  CAPACITY.  CLAf~S  11-LLL 

(b)  Tanks  e-:isting  i’^side  builri*^g3  on  (cate  of  enactment  of  Code)  and  of  larger  cap- 
aclt;'  than  .  permitt  ec  in  Sub  Section  28  may  be  used  for  Classes  11  and  111  liquids,  rrovrded 
tr.at  reso!-abls  s-afoguarcs  are  pro”lded  against  injury  to  occurants  of  +■ ’- e  build'iny  and  to 
adjoining  prorerty. 

GENERAL  PH:rJTRE:'E::TS  TOR  JCEBTNG  PLANTS?  STOP.ExHOUCES  ANL  STORE.C 

_tTC - 


bon  0£.O 


REQ  UIRENEITS  0^  COLS.  REFERENCE  TO  CHAPTER  / GL  SUE  SECTIONS 

Jobbing  plants,  storehouses,  r'otail  stores  and  rai^'t  and  oil  stores  s’“all  comply  with 
G'ab  Sections  24,  25,  26,  2',  28,  29,  30,  31,  32,  37,  38,  39,  4C,  41,  42,  and  44  and  s'''orage 
and  piping,  except  in  ori  inal  containers  ard  of  manufactured  commodities  which  cannot  be. 
pumped,  shall  be  as  provided  in  Chapters  111  and  iv. 
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STOR.^Gi:  VIL 


-l-he  storage  of  and  pi  Inp  ’used  in  the  handlln^'  o''  raw  stocko  of  flonmatle  liquids 
shall  te  as  in  Chaptci-s  11’  ar"c  IV. 

GEIIERAT  RE'qUTREMENTG  i-’OR  RT’”! 

Sue  sici'Toiru^  ^ - - 


REsiUIRER-RV'iS  0^  COrS.  RE?_T.R*’C£  CR/iRTERE  SUB  SECTTO’LS 

Ca”^  I.I a n u f a c t ur i n g  plants  eni sting  C^ate  oT^ona. ctnent'  of  ^ode)  sh^ll  '''e  as  S’"ecified 
in  a^’d  shall  conform  nUth  the  requirenent p.-a  restrictions  of  "nf  Sections  E6,  28,  2<^,  C 
3l,  34,  36,  37,  38,  39,  IC,  41,  42,  44. 

TANKS  ARE  CAPACITY.  CLASS  11-111 

(b)  "^nks  existing  insice  buildings  on  (rate  of  enact~'ent  of  -ode)  and  of  larger 
capacity  thai  pernitted  in  Sub  Section  28  n^y.be  user  for  ~lass  s  11  a  d  111  liquids, 
pi’ovided  that  r.asonable  sa  oguards  are  nrovided  a  ai'"st  injur”  lo  oc^u^ants  of  tt  e 
building  and  to  adjoining  nroperty. 

GENERAL  REQUIREMENTS  "OR^  JCE  ,  IN"  fLAf''7S9  STORE-RCR'SES  ff 'E  STORES 


Sub  SECTION  85 

REqUIREUE’ITS  OR  COLE.  REFEREilCS  EC  CHAPTERS  ARE  SUB  SECTION  3 

Jobbing  plants,  st  or  ehouses  reta  il.  stores  ,  and.  na  int  .  and' 'oi  1  stores  shall  coT>rly 
with  Sub  Sections  24,  25,  26,  27,  28,  u9,  ..  C ,  31,  GE*,  37,  38,  39.  4C,  -^.1,  -'2  and  4>  and 
storage  anc  piping,  except  in  origi.,al  co.*t  r;  inei's  and  of  .uanuf  a ctured  conrnod i  t  i es  which 
cannot  be  punned,  shall  be  as  ’^roviced  in  C'-'cnte”’  111  and 
SIGNS  ANE  3IGNECARES 

sECTioN~g6r~  : 

SUB  SECTIOTJ  1 


REGULATION _ 

(a)  ce  it  ordained  that  it  shall  te  unlawful  for  any  person,  firn,  cor' ora"^  i  on 
or  association  to  erect  oi'  place,  or  cause  or  consent  to  be  erected  or  pieced,  within 
the  City  of  Roi't  uayne,  any  signs,  or  purposes  '■■"ithout  first  obtaining  a  ’'emit  therefor 
fron  the  Building  Conrni  ssioner  . 

LICENSE 

Cb)  This  pemit  shall  be  deened  a  licen-'e  revohable  at  will  of  Building  '^onni s s i er 
of  ort  hayhe. 

APPLICATION 


(c)  Application  ffbr  permits  shall  te  ut:on  printed  Manks,  furnished  by  tne  Building 
Commissioner,  and  signed  tv  the  ownero  of  the  si'^n. 

FILED _ 

^d)  No  sucti  peimito  shall  te  issued  until  after  the  person  oi’  nersens,  firm  or 
corporation  desiring  to  erect  or  ^  lace  the  same  shall  have  filed  ’’Uth  the  ^uilcin-s* 
Commissioner,  an  applicatior  in  form  to  te  prescribed  b”  him. 

PERSON  JNTEREST'-D 

Cel  The  applicatior  shall  s  et  forth  name  or  names  of  all  +>e  rersors  interested 

therei's,  either  directlv  or  indlrectl’’. 

LOC'^TION 

(f )  T'-e  applicatio?-  shell  state  the  location  of  the  same,  tbe  siz  and  Peig>'t  of 
the  proposed  sign  or  billboart  anc  the  manner  of  consti’uct  ion  thereof  and  the  ”ateria''3 

of  which  the  same  is  to  be  constructec. 


(g)  The  application  she’ll  be  accompaniec  •■’it'r.  plans  showincr  fi-e  m^nn-r  of  construc¬ 
tion  of  t  .e  fr  mework,  su‘”nrt  •  and  braces  with  the  si  e  a’sc  m’^tei-ial  o^ 

OWNER  OF  PinilT'^ES  ' 


(h)  The  application  shall  ba  °cco’’ic-*n  i  pc  >. 


of  the  rerso" 


owning  the  promises  umom  'hich  such  sig’’  or  -ignoar-  is  to  b?  Placed  or-  enns+meted 
BUILDING  OF:  STI-'UC'"U’f’  S 

( i )  1^  such  sign  or  signboarv  is  to  te  attach  .  c  to  an^'  b’uilr  inn  or  otb  r  struct’ure 

no  sue’’  pei'mit  snail  be  issued  until  the  Buildi'ng  '’emm.i  'lo'i.  r  nh^ll  ha’'’e  satisfied  himsei'f 
that  the  luilding  or  other  struc  ure  to  which  tbe  S'me  is  to  be  attached  is  sufficient iv 
strong  to  support  tho  same  and  t  at  the  method  of  attac’-'-’e'  t  ’  -  s-fe  -nd  nreren  "  ' 

AFRRCl'AL  OF  PLANS  :  ^  cpe.  . 

(j)  WRen  the  cuild  ng  Co'’.mj.s  loner  sh-ll  have  annj^oved  the  plans,  saeci  ic^ti'or's 
and  location  of  any  such  sign  or  billboard  as  -et  forth  in  gaid  anrl ingt 1 on ,  the "euI Id  in? 

Co  :imi  ss  ionor  shall  issue  te  permit  desired.  ’  ’  ’ 

CERTIFICATE  OF  SAFETY 

(k)  '"Altor  such  sign  or  signboard  is  constructed,  the  same  s>^^ll  be  insnectod  png 
when  saAisfied  tnat  tne  same  conforms  to  the  plans  asc  specifications  submitted' 
with  the  application  and  is  safe,  tne  i.-uilding  Comm  ssioner  shall  issue  a  cert  i  f  i  c'^ -*■.  e 

to  that  effec  ,  and  attach  a  metal  inspectio’-’  tag  thereto,  indicatin'’  that  same  has  been 
inspected.  ''  ' 

ADVERTISING  UA  dTSR 

(  (1)  No  advertising  mattei-  shall  be  nigged  upo”  a’-y  bill-board  ’jn-’ii 

shall  have  been  issued. 

TEM'  0R''P.Y  SIGN 

PERIOD  O’"  TINE 


su 


cert  if  1  cate 


i  for ^ the  erection  of  any  temporary  sig”  shall  tate  the  ngriord  during 
be  dlsplayec  ,  vjhic  a  shall  in  no  case  exceed  thirti/-  d'vs  anr’  it  shsll^ 


(m)  'ihe  permit  foi- 
whicn  such  sign  may 

not  be  allowed  to  remain  on  c  isplay  buvond  sun'r  P.riotr. 

RENO  V  ED 

~y^  After  the  time  stated  has  ex"ired  the  sig-’  shall  be  removed  bv  the  ngrson  who 
filed  such  permit. 

PAEllENT  OF  ^E^ 

(o)  A  p'efmlt  shall  be  is  ued,  if  f-e  application  there--^  is  approved  '^'v  the 
Building  Commissioner  upon  tho  apniirant  paying  to  the  controller  the  fee  a ngr  sect  i  o’ 
2  of  thi  s  '-0 de  . 


LI’-IIT 


sixty  days  from 
not  te  reouji'ec; 
CITY  I^ILsfrilTY 

EOTir 


Frovidod  further  that  anv  permit  und 


O 


.-C  time  of  i 


t'l-  'vnich 


3  i'5suance  sha.l"'.  exyiro  1'V  limitation 


o  mork  has  commenced  bin 


to  I’ei'UPc  any  fees  ’Oid  thei'ofor. 


'.e  oitv  shall 


the  sun  of  Fire  Thousand  (^'^,COC.CC) 


(q)_  All  applicants  shall  file  a  bond 

^ollr^Po  foim  uO  he  -pprover  by  tne  Corporation  counsel  or  dj  +  y  ^jttornev,  indemnif^r- 

ing  .he  C:  .y  against  all  claims,  judgments  or  suits  caused  bv  the"  ere  ct  i  cn'', 

^  "laintenarce  of  any  si  -ns  or  s  i-pboart's  erected 

,  posted,  tacked  oi"  displayed  by  such  anpiicaht. 


repair,  construction,  existence 
or  constructed 

•pynn  np-p.  rpTi'-T 


0  be  paid  for  permits  for  si -ns 


and  Mllhoard  -hall 


;e  as 


The  additional  fees 
ollo'.v- : 

(a)  Temporary  Sign-- 

For  each  and  ever”  + 

,cc.ition-l  fee  foi'  such,  permit 

(b)  For  other  .Attacued"  Boards  or 

-01  Oi,nei'  au.'Ci^eu  ^oards  oi’  signs  other  than  electric,  the  additional  fee 
or  squ  re  foot . .  01 


+  V  ^ 


or 


te.mpoi'ai'y  sign  attached  to  hui Icings  or  structure 
nnit  nhall  be  . . 5 . 5C 


-igns-- 


-»ignboarc  3-- 
s  i  gn 


boar 


i  ?  O' 


per 


1  Fee  for  such  permit  shall  be, 
. ’ . ^.Oli:. 


. 1 gn  s  — 


I  or 


ra^’h  permit 


such  pei-mits  sr.all  b 
(c)  For  all  Letached 
For  all  detached 

square  foot . 

(c)  For  .All  Electric 
For  all  electric 

per  squar  foot . 

The  fees  above  mentioned 
her eintef oi'o  ’Tovided  foi-. 

CUB  SBCTICY  5' _ 

The  fees  for  the  certificate  -f  inspection  in  section  e  (c)  of  t 
be  for  each  square  .'oot  of  surface  t''.e.eof. 

(a'  Each  “lectrical  Sign — 

tor  each  elGctric.a.1  ■  sig’- ,  ”cr  square  foot . ‘^'ICl^ 

(t)  For  each  Attached  Uign  or  ^illboai-'  -- 


signs,  the  adcitionc.l  foe 
5hall  include  the  cost 


of  insnect i on 


'.nc 


a  h - 1 1  bo, 

. .03 

cert  if icate 


ordinance  shall 


■L  or 


For 


or  tillboarc,- 
;cked  sign  for  each 


In  "o  case  shall  su^h  fee  be  less  th 
FOR  BILLBCAPJ  C 

(d).  For  Billboards.  *ho  addition,^! 

foot 

”0  inspection  fee  after  f  I'st  installation 
EUTY  OF  BUILBIYG  CO’— ICCIC'TBR 


'e  oot . C  .(Dll 

squai'e  feet  ci'  fractional  rant 

thereof . $.30 

. . '■.'"0 


.annual  fee,  payable 


adv  nee,  per  sqaare 


shall  be . 'R  CC 


FJE 


:cTicr:  4 


suPBR^'isio:.; 

(a)  It 


ill  be  the  duty  of  the  Building  'commissioner  to  exercise  ■ 
signs  er'ected,  or  being  maintained  i>-  said  cit'. 


’  u"  e  r  v  1  s :  0 ! 


over  all  signs  or  electihc 
IFCFECTTO'^ 

The  Building  Commissio'C‘(U' ,  or  some  per^ 
shall  inspect  all  such  signs  on  elect”ic  si^ 
of  each  year  or  oftener  mhere  co”dit  on 

VIOISTTO’^  0^  cor.E 
FCTTC 


on  delegated  bv  him  for  t' 
ns  on  or  before  t>'e  flrs  + 
of  raich  signs  so  reouire. 


e  nurro ' e , 
d?”  of  .Au.gust 


(b)  Whenever  it  shall 
electr  i  c  ■  3  i  .'n  has  been  erectocin  violation 
secure,  or  is  in  such  condition  as  to  be  a. 
t  ei'e\aron  i  sue  a  notice  in  Tvritlhg  to  the 
KoT-.-re  -nn  r;  T  n  ■  on  CCUtrol 

th 


pear  to  said  Bui"' ding  Commissioner  th-’t  any  such  sign  or 
0^"  this  code,  or  has  become  unstable  or  in 


corpo] 


'  t.  i 


'.ion 


V nation  of 


ore.  1“ 


menace  to  the  safety  of  the  pu^li^,  he  shall 
owner  oi'  such  a  sig”  or  ele^-tric  s'  sn , 
thereof,  ir.  ormlng  such  ”er='0''!,  f-irm  or 
ance  and  the  d^neerous  conditio’-  of  s  eh  si  an 


ol  tpo 

or  electric  sign. 

ALTEF.^TIC’:  OR  REPAIRS  WITH! _ 

Said  notice  sh^ll  direct  him  to  make  such  alterations,  or  repairs  thereto  as  are 
necessary  to  nlaee  such  signs. or  electi'ic  signs  in  a  safe,  substantia''  and  secure  condj- 


THTPT*’' 


tion,  notice  shall  be. 


make  the  sa^e  comply  '-nith  t  e  requirementr 


b  1  s  0  i 


^ce 


within  such  time  as  stated  in  said  notice,  but  not 
REFUSE  TO  COFFRY.  CAUSE  FOR  ACTTO'-R  SX^'lIISE  Cr;,''F.CEI 


to  exceed  thirty  d°''’s. 
TO  ORYER 


If  the  owner  or  pei’son  1"  chai’-e,  possession  or  control  of  any  sign  or  electric 


sign  when  so  noti  iec,  shall  refuse. 


or  neglect  to  comply  ’’’Ith,  and  confer 


re.uireraents  of  such  notice,  said  Building  ^om-’is  - 1  o -er  "hall  upon  expiration  oi 


to  the 
the 


such  pari;  of 


ti.me  therein  mentioned,  alter,  change,  tear  do'"n  or  cause  to  be  torn  co’ 
such  si:7r  or  electric  sign  as  is  constructed  and  ma'ntair'ed  ip  viSlatior  of  this  ordinance 
and  shall  charge  the  expense  to  the  owner  or  person  l..n  possession,  ch’^’rge  or  control  of 

such  sign  or  electric  sign  nhicr  shall  be  recovered  fi'om  them  by  apnropri.ate  legal 
groceed ings . 

OWIIEF;  UOT  ^OUI-iB.  UOTTCE  /TTACHEL  TO  GICN  ■ 

If  ownei'e  of  such  si-n  or  electric  sign,  or  +herF®^'’°'^  charge,  possession  or  I 
control  t-.ereof,  cannot  be'  found,  or  his  or  their  v;herea>outs  cannot  be  •'S-rer'ta  ined  m 

the  Building  Commissio.^er  siisll  attach  to  said  sign  or  electric .  si  gn  a  notice 
of  the  spme  import  as  thnt  rccuired  to  be  pcn'^  to  the  owner  or  person  ch-’r’^e,  "oss- 
essltdon  or  nontrol  ther  of,  -’’-ern  ■'■'-0  o-pneris  up'-nown. 
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PRECAUTIO’iAFr 


(1?)  Nothing  herein  container  3h  11  rreve^^t  the  Building  '^onni s? loner  from  adonting 
such  rrecaut  ionary  measures  as  m»y  he  necessnr'''  oi'  advisahle  i"  case  of  immiHent  danger  in 
oroei'  to  ulaCG  su-h  sign  or  electric  s  i  ■-'n  in  a  safe  co’^cition. 

P  OWNIR  _ 

The  expense  of  which  shall  te  charged  to  and  recovei’  from  the  o"'.n'r  of  such  sic-r  or 
electric  sign,  or  p  rson  in  charge,  ossession  or  oonti’ol  tier'  o  ,  i"  '^ny  a  pprop  ri  t  e 
proceed  "gs  therefor. 

INSPfCTpi:  AUlUNT  Ij:3T 

( c)  1  signs  attached  to  any  tuilding  a  c  larger’  th  =  n  If  square  feet,  and 

all  detached  signs  larger  than  ICC  squ  re  feet  shall  ho  examine'’'  and  j.nsnectrd  hy  the 
tuilding  Commissioner’  O”"  or  before  tlie  flr’st  day  of  -u-sust  of  each  ’'■ear’  -'S  to 
their  safety. 

CERTTPTCATE"  of  IN' SHCTJ^N 

For  all  signs  or ,  t  i  llhoar’;  -  which  ■’halite  found  to  be  in  a  sa  e  condition,  and  to 
comply  wl-'.h  the  pro-,  ision;  of  thi:  code,  t?ie  euilding  v^omni  s-;- ion.r  shall  issue  a  certifica’te 
that  such  billboard  has  teen  inspect  d.  "nd  four.d  in  proner  or.dition  in  cem'  1  ance  ’.vith  this 
code. 

REPAIRS  MALE 

No  such  certificate  hall  be  issue...  until  all  renairs  fo's^d  necess-'ry  u”  or  "ueb  i.ssnection 
shall  have  teen  lat.e. 

INS^'SCTIOII  lAl _ 

,  .  *,hen  such  cer’tificate  is  is.sued  thcr’t  .sh  11  te  attached  to  the  sign  or  billboard  a  metal 

inspection  tag  teai’ing  the  date  of  inspection  and  ir.dic  ting  th.at  it  has  been  inspected. 
UNLAV.’FUL  DISPLAY  *  '  ’  ' 

It  shall  be  unlai".>ful  to  j  lace  ci’  ci  ’^Isy  an”  atvertisi”’  ;  m'^tter  o"  anv  billboa  d 
after  the  rfirst  d-y  of  -"ugust  of  an^^  year’  until  such  certificate  sh'^11  h  ve  bee- 
issuoc  in  reference  thcr’^to. 

SIGNS 

SUB  SECTTO:^  5 


TERM  lEFINEL 


(a)  The  tern  "siggs"  shall  "^0  billboa''ds,  sA.'-nboar  s,  e  lect  I'i  c  s : 't  s ,  ’c: 

other  structures  used  for  advertising  rurreses,  or  screo'^  used  a  -  such  h  "inf^  ch’^r'’ 
letters  or  illu:'>tr  tions  paintec',  ora;".eler  ,  '.'irit'e^,  cut  or’  .  astered  th.vrec"  . 
EILLBOARBS 


c  e-  ^ 


TERM  EEFTMER 


db)  The  term  “bi  llboar’c's "  as  herei 


•*1  n  ^ '  fj 


tr”a'’t’jr’e  ei’C'”' 


cr 


t ached 


to  any  other  struct’uro  for  the  nurpose  of  h.av-in^’;  placed  tb.rr’eon  am  thing  in  the  nc-'ure 
of  an  p.cvef  tl  sment ,  anno’unce  sent  or  direction,  of  size  greater  th-’n  t’-^c  so'u  re  fr-e't.'.  ex¬ 
cepting  a.  sign  attached  to  a  place  of  bu" i'^’ '  s  -  '  gi v i  g  na  'v.  o'’  th  ,  -”0  I’le’^  or  '-rr 

■■he  na'^ui’e  of  tthe  bu'^isess  conducted:  therein. 

ATTACHEL  alLLECAI.E 
TERM  EEPINEI. 


(c)  At’ached  billioai’  s  shall  ''ncluce  '’uch  billboar'S  s  are  'orm'>ne’’’t Iv  attach  e' 
to  anjr  building  oi’  other  structure. 

LETACHEE  ETLLBOARIS 

TERM  LEFINEL 


it  Iv 


(c)  Letached  billboards  she  '  1  iadud  M-’ll  such:  bill’o-?’  s  .--s  are  ’  erm-- 
attached  to  anv  builcing  or  other’  str’uct'ur:. 

TETIFQRAPT  SIGNS 
TEFL!  LEFINEL 

("e")  T¥mporai’y  si  ’ns  shal"’  ’’"cludo  11  outsEe  -i  -n.s  made  c  ’’r.”  substance'  c '  h  : 
than  ’.■’ood  or  motal,  and  the  rr’cvisic'."  of  thi's  Code  shall  appl”  to  =>nx  such  sign  or 
oorablnation  of  sever:  1  si  ’n'~  r.oste-'  ,  ts’koc'  or-  d  i --.r  la”e'.'  at  one  time  ^  ■’m”  one 

rersons,  firm  or  cor”nor’at  ion  on  anv  builcin-;  or  .-’tr'uoture . 

BANNET'  ^I'NJS 

TERM  LSPRNEL 

( f)  ^be  "term  "tannor  sign"  shall  a^ply  to  "lldis  i  ’ns  ^sinter,  rrdi^’ted  or  ’’’rioter 

upo”'  clot!”  or-  canvas  wi'h  oi’  mitho-ut  fr  me. 


’  0’ 


'ERM  LEPI''’E! 


(g)  The  term  "cleetric  si  ”'"  shali  '^rpl”  to  ’Mgns 


nc-- 


t  e 


ont r e of  me' 


or  otaer  approved  no-’"-com>’Ust ible  m.ateri-rl  shal'  hep  o  ore  oxnoso  'oc^’e''  ^01’  eamh  square 

foot  of  sign  surface  .”,nd  sh^''. L- ■■e 
s-pu  le  a'oet  of  sign  surface  except 
ill’amina  ec  pi’oroi’t io’ .?M  e  '’o  oue-t'” 

SUB  SBCTIP'^  6 
FRO  ECTIO'-'  O^^ER  SILE’-'dKS 


lca.'5‘  ."our’  c'ndl  o^nu''  il'iimi''"’  tio’"  or  each 

■'i  i’  r’nise:  'ett.-r  e  Sleo+i’i:”  s  ■’ ?ns  s’''’'a^^  be 


-1  r”e-''’''a’ 


amr  cc  o\'erv  ■. e'-'-  t 


r' 


et- 


Tha^i  no  s'-’ing  si,;  ,  tra  ■  si  are 


-.rn+. 


or 


shall  project  or  te  allcmod  to  rro^ioct  over  anv  side’aalh,  street  or  alle”. 
SUB  SECTIC.N  ,7  ' 


urn-'”-  tod  sign  excent  an  electric  ’sign, 


SECUr;E 


■FCRCRS 


(a)  All  sign.s  i’cfe:r..d  to  i-"  this  ord’^'ince  attach'd  to  or-  pl'^ced  'upon'any  tuilci’"- 
shall  te  thoroughly  secured  thereto  by  iron  or  metal  anther. s,  bolts,  sur ports,  chains, 
strancec  cable  or  braces.  ’ 

STAPLES  OR  LAG  SCREUSS 


9b)  No  Staples  or.  lag  screm'’  sha.l''.  ’■  e  used  for  -ecuri”^' 
building  except  "uth  expansien  'hicld"’. 


ri  »-i ■t;  r  r  0  C  e  C  i  n  'C  ■■  i  t  c  a 
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SUB  SSGTIOi:  8 


ADVBRTIoIBS  ISA  TjlR 


Bo  person  sliall  nail,  tacK,  paste  or  fasten  any  advertising  matter  to  any  building, 


The  Building 


signs  or  electric  signs  snail  be  at  least  twelve 


sign  snail  not  be  morethen  eighteen  incnes  from  tne  uuilding 


-ommissioner  snail  issue  said  license,  upon  a^.p  ication  being  made 
therefor,  and  all  license  snail  expire  on  December  21st  of  tne  year  of  tneir  issuance. 
iPRQJBGTIha)  DL:.GTRIG  SIGBS 
SUE  SDGTIQl  9  ' 

nSIGHT  SIDB.Y/LiS 

( a^  Tne  lov/cr  edge  of  all.  projec'tin 
feet  above  ^  uhe  gra,de  of  t-e  .  idewalk, 

DI3T/d.GB  BROH  BUI1.JIKG  _ 

(bl  Tne  inner  edge  of  any 
wall  or  property  line. 

OUTER  DP  In  RRC:..  BUILDIRG 
Cc"]  Tne  oute 
way  or  sidevval 

cop^n^,  of  thao  part  oi  any  cuilding  to  v/nicn  it  may  be  attached,  and  if 
the  low„r  edge  snail  be  at  least  eiuhteen  feet  above  tne 
3U3  S-^GTIOR  10 

IMTAI-  OR  TIR.  .I'RCCR  :.3TBRI/3  _____ 

witnin  tile  limits  of  tne  .  ity  of  fort  .ihyne  all  electric  si^'n 
ructed  of  metsa  or  otru^r  :ireoroof  material. 


^  ^  edge  of  any  si^n  snail  not  project  more  than  six  feet  over  i.he  public  *iigh- 

siae.,alx  irom  tne  cuilding  wall  or  property  line,  not  extend  nignsr  than  tne  u  per 
tha o  pa.r  L  of  any  cuilding  to  which  it  may  be  a 


nung  over  tn  alley, 
gre.-dc  ,:-f  such  alley. 


or  devi  es  shall  be  const- 


ITIOR  11 


PLAGDIBG  CD  DE  .  IGDS.RTG. 

All;  signs  or  device  shall  be 
the  in  ;ress  to  or  uie  egress  from 
fire . 

SUB  SRGT-CB  12 


0  pla.ced 
'.ny  window. 


and  maintained  that  they  do  not  interfere 
door,  or  fire  escape  oi’  witn  tne  fignting  of 


wi  oii 


>  AI‘.di 


0Vrl3R  .DSP  ■.VEIIKT 


All  eleGtrj.c  signs  extending  beyond  tne  side  lines  c^f  any  building  snail  nave  tne  name 
of  ovmer  and  tne  v/^igiit  of  the  sign  _.,ainted  and  maintained  in  figures  on  the  outisde  of  said 
sign,  an.,  in  su...  manner  as  .o  be  clea.rly  seen  from  tne  sidewalk. 


SUB 


:tici:  13 


ILLU-lx RATED  BY  RuRIRGTED  LIIAT 


\ 


*'o  sign  extending^  beyond  tne  side  lines  of  any  building  shall  be  illui;,inatcd  by  reflected 
light  fror:  outside  such  sign,  provided,  nowever,  one  rjanel  may  be  attached,  either  above  or 
belov/  v/nen  such  panel  shall  be  made  of  metal  o.nd  docs  not  exceed  ten  inches  inwidtn. 


.LILLBOTBIDS- 


TTAGHED  AhJ  BETA 


SUB  SBGTICB  14 
PDRI.1IT  REJ.UIR^D 


ho  person,  firm  or  corporation  3fie.ll  erect  or  cause  or  permit  to  be  erected,  any  fence,  sign¬ 


board  billboard,  or  other  structure  to  be  use^i 
therefor  from  tne  Building  Gom'.-.isoioner . 


for  advertisin'  purposes,  without  a  permit 


BOR  RDRT 


5  AIR 


Provided,  it  shall  be  lawful  to  advertise 
not  to  exceed  2  fe-.,t  .y  3  fuet  insize. 

BI1J3  0/_3  -  -  J.  0  G/.T  I  OR 


any 


remises  for  rent,  lease  or  sale  v/ith  signs 


:ticb  15 


.io 


lOR'SERT  OR  PROPERTY  OV/IBB-.S 


nail  be  unlc.wfull  for  any  ^.erson,  firm 


corporation  to  erect  or  construct  any 


It. 

billboard  or  signboar..  in  any  blocA  or  any  public  street  in  whicn  tv/o-thirds  (k-U)  of  the  .  uilding 
on  both  sides  of  the  street  are  used  exclusively  for  residence  purposes,  .viLhout  first  obtaining 
the  consent  in  v/riting  of  the  owners  or  duly  authorized  a.gens  of  said  owners  ovming  a.  majority 
of  the  frontage  of  the  property  on  botn  :ides  of  the  street,  in  the  block  in  ’wnich  said  bill¬ 
board  or  signboard  is  to  be  erected,  constructed,  or  located. 

G0R3ERT  RILED 

(b)  Such  written  -consent  shall  be  filed  wi  In  tne  Building  Goim  .issiorier  before  a.  permit  shall 
be  issued  for  the  erection,  constructic;.  or  location  of  such  billboard  or  si.  nboard. 

PROVISIONS  0?  3EGTI0N 

( c )  Tne  provisions  of  this  section  shal‘  not  be  deemed  to  apply  to  any  person  firm  or 

corporation  i^c-ving  fixed  place  of  business  in  said  city,  and  who  shall  erect  or  mainta.in  H 

any  advertising  sign  on  the  premises  v/h:,re  his,  their  or  its  said  busine  .  :  is  carried  on,  H 

uroviddd  that  suen  adve  lising  sign  shall  advertise  only  goods,  v/a.res  and  merenandise  for  ® 
sa,le  by  iiim,  tnem  or  it  e.t  said  place  of  business. 

Provided  nowever,  tnat  in  no  event  shall  any  such  sign  project  over  any  puulic  thoroug^if are 
or  sidewalk. 

REGTIRGTIORS 
SUE  SwGTIOR  16 

BILL  OR  ~ILI.  BOARDS  _ 


All  bill  or  signboards  herea.fter  erected  shall  conform  to  the  following  requirements:  I 

DETAGmP  BIJJ-ICARDS  I 

( a )  Detacned  billboards  snail  be  located  not  less  than  .t;7c  feet  apart.  * 

DIST/RGB  FROLI  ADJOINING  STRUCU'RJ 

(b  )  They  shall  be  not  less  than  five  feet  from  any  .rajoinin,"  structure. 

LOT  LIRE 

( c )  Snail  not  be  located  nearer  to  the  tot  line  on  any  street  upon  which  it  faces  than  ten 
feet  back  of  building  line  of  the  front  v/all  of  tne  nearest  building  located  v/ithjn  one  hundred 
feet  on  either  side  tnercof. 


HOUSE  BUILD 

rdT]  If  any  house  shall  be  erected  Y/ithin  one  nundred  feet  on  eltner  side  of  any  detached 
billboard  shall  not  be  nearer  to  t  e  street  than  trie  front  v/all  of  such  building. 

3 THEE T  LUES 

Ts")  ^1  detached  billboards  shall  be  erected  parallel  v/itn  the  street  line  of  tue  lot 
or  tract  of  land  upon  vhiich  it  is  located. 

LO  GAT  I  Oil 


( f )  ho  detached  billboard  shall  be  located  nearer  trian  tv/enty-five  feet  from  tiie  inter¬ 
section  of  any  street  with  the  tx’achs  of  any  railroad. 

/■EGIE  TO  STHEET 

(g )  Such  signboard  and  otner  such  struct  ±e  shall  be  so  erected  that  ti.e  part  or  tije  oi 
signboard  facing  trie  corner  of  intersecting  streets  shall  be  erected  on  an  angle  of  from 
thirty  to  tiiirty-five  uegrees  tnereto. 

LIMITATION 


Provided,  hov/ever,  tnis  section  shall  not  apply  to  billboards,  signboards,  or 
advertising  structure,  erected  ernmediately  adjoining  tne  building  on  bot.^  sides  of  Y/nicn, 
or  tne  -round  floor  of  wnich  buildings  are  used  for  business  purooses. 

0?EN,.p/eGE  ESLO.y 

ThT  Le tached  billboards  shall  have  at  least  18  inches  of  open  space  betv/een  tne  ^/rcund 
and  tne.  lowest  line  of  such  sign  or  billboard  and  such  space  sxiall  be  at  all  times  kept 
clear  of  v/eeds  and  rubbisn  or  any  obstruction  by  ovmer  of  billboa.rd. 

HEIGHT  mOTji  GHOUNI) 

(i )  In  resid  nee  districts  no  detached  billboard  shall  be  at  any  point  more  tnan  fifteen 
feet  above  the  ground  and  snail  be  supported  and  braced  in  such  manner  as  to  be  safe  and 
secure. 


NAlitj  OF  0  .vNEHS 

Cj )  There  shall  be  maintained  on  the  top  of  each  billboard  in  2-in  letters  the  name 
of  ti.e  person  or  corporation  owning  the  same. 

PUELIC  P/iHKS,  ETC. 

(IF)  No  detached  billboard  sha.ll  be  erected  on  any  public  park,  sq.uare  or  'Sireet,  or 
public  building.  '■ 

PAGING  LEVARD 

(^1  It"  Shall  be  un] -v/ful  for  D.-..y  person,  firm  or  corporation  to  hereinafter  erect 
any  sign,  signboard  or  other  advertising  structure,  within  t-oe  meaning  of  this  ordinance, 
on  any  ^  premises  facing  any  boulevard  in  the  ci  y  of  Fort  Wayne  nearer  t..an  fifty  feet  to 
tne  building  line  of  such  boulevard. 

SUB-y3EGTIQN  17 
SAN IT AH Y  JOE  ITION 

Any  person,  firm  or  corporation  vhio  shall  maintain  any  billboard,  signboard  or 
otner  such  structure,  snail  keep  tne  seme  in  a  senitary  condition,  anu  shall  not  allov/ 
T/aste  or  refuse  fro  such  billboard,  signboard  or  other  such  structure  to  cccumulate  on  or 
about  the  prcmisescon  which  the  same  are  located. 

ADVERT  I  SEI'ilNT  ON  STREETS  OR  SIDEW/iHIS 

SUB-SECTION  IS  _ 

BANNER  SIGN  ‘ 

Ta")  No  ba.nner  sign  of  any  character  shall  be  permitted  to  project  or  be  susoended 
across  any  public  highway  without  tn.e  written  permission  of  t-.e  BUILDING  COtffilSS]  ONER. 
.RESTRICTIONS 

pb)  Nh  person  snail  paint,  or  nail  any  banner  sign,  any  advertisemen;t  or  notice  of 
any  kind  v/hatsoever  or  cause  the  same  to  be  dona,  on  an^  curbstone,  flagstone  or  on  any 
other  portion  or  part  of  any  sidev/alk  or  street  or  upon  any  tree,  lamp  post,  hitching  post 
telegraph  pole,  telephone  pole,  structure  within  tne  limits  of  any  street  v/it.  in  t  ,e  citv. 
SUB-SECTION  19 
■tRITTEN  CONSENT  0?  OVfflER 

It  snail  be  unlawful  for  any  person,  firm  or  corporation,  other  t..an  tne  owner 
tiiereof,  to  post  or  display  any  advertising  matter  upon  any  sign  or  billboard,  upon  any 
building,  structure,  fence  or  other  property  without  tne  v/ritten  consent  of  t.-e  owner 
thereof. 

SKY  OR  ROOF  SIGNS  OR  ROOF  ELECTRIC  SIGNS 
SUB-SECTION  20 ' 

jglTAI.  OR  NONiCOlEUGEIBIE  MAT:';RIi^L 

( ^)  All  sky  or  roof  signs  shall  be  made  entirely  of  metal  or  otner  noncumbus tible  ma¬ 
terials. 


FABRIC/- TED  STEEL 

Cb)  All  sky  or  roof  electric  signs- of  a  greater  area  than  100  s^iuare  feet  shall  be 
constructed  of  fabricated  steel  shapes  or  of  Y/ire  netting  on  a  metal  frame. 

IIXUMINATED  lETTERS 

Tel  /II  such  sky  or  roof  electric  signs  must  have  electrically  illuminated  cnar-  cters 
letters  or  illustrations  thereon. 

SUB-SECTION  21. 

LOCATION 


(a-T  No  sky  or  roof  electric  sign  shall  be  placed  so  that  tne  face  of  said  sign  shall 
come  v/i:thin  three  feet  of  ti*e  inner  plane  of  t..e  outer  wall  of  such  building,  nor  snall'^it 
be  constructed  so  that  the  bottom  of  such  sky  or  roof  electrib-sign  shall  be  less  then  tnree 
nor  more  than  fifteen  feet  above  the  surface  of  such  roof. 

REIGKT  ABOVE  ROOF 


(  b~)  Provided  t.  ereof  -thaits  thesSl  signsoahhlilchod  sisbeed.- 
level. resour,,  of  iniriy  (oO)  pounds  for  every  s-iU-;  re  foot  of 
SUBgSEGTlON  ESoIudirur  x'oof  si  'i;. 

V/IND  PRESSURE 


40d  fee  t-wiir .  fee  ighta  aboy  ^  z  r.oofl 
Sl.r.nCe  eJ-L^.OSu  .  ^'.X'Or.  Li.u  i'w 


All  sKy  or  roof  electric  signs  shall  be  constructed  and  braced  to  v/ithstand  a 
horizontal  wind  pressure  of  thirty  (30)  pounds  for  every  s^iuare  foot  of  surface  exposed 
from  the  ground  to  the  top,  including  roof  sign.  *  ’ 

SUB-SECTION  25 

■VHSN  ATTACHED  TO  OTiLiR  STRUCTURE 

It  ehall  be  unlav/ful  for  any  person,  firm  or  corporation  to  iiereafter  ajctach  any 
signs,  signboard  or  otner  structure  covered  by  this  ordinance  to  the  face  of  the  wall  of 


1 

] 


is^construct -d'^wnol  ^v’ +  face  of  such  ‘billboErd  or  signboard  or  other  structure 

SUB-3h^SoN^  24  ^  metal  or  oti.er  incombustible  material. 

iifcuR.\L  ADV.^hTl3jj!.:EirTS 

disnlaved  an  immoral  or  obscene  cnaracter  shall  be  posted,  painted  or 

aispiayed  upon  any  billboard,  bulletin  board  or  sicri. 

SUB-SECTION  25  ^ 

raO^C^ION  OE  PBOP_.RTY,^  jDBIIC  Si^.FETY.  Ei:-E  ESCAPE. 

wi  +  M  +>o  shalj.  be  constructed,  maintained  or  erected  in  a.ny  way  tuat  v/ill  jntc‘rf(E6 

flict  witn  nSb^iS  protection  of  property  by  tne  fire  department,  or  in  any  con! 

onenine-  ti  Prpn-F  ivi  +  o-rf  ^  convenience,  nor  shall  any  windows  or  doors  be  obstructed  or  tne 
structrrpp  wnpi  -iPT  ‘^rred  v/itn,  by  any  sign,  signboard  or  billboard  or  other  advertising 
nannei  ^^taaned  in  any  form,  snaps  or 

SUB-SECTION  26 
Altered  to  meet  code 

i  ^  Every  sign,  except  existing  electric  signs,  attacned  or  fasiened  to  tire  wall. 
i>uilding  so  as  to  project  over  any  public  street,  avenue,  alle^^ ,  lane  or 
liighv/ay,  wnich  is  now  erected  or  v/uich  is  now  maintained  contrary  to  the  provisions 
ordinance,  shall  be  fortnwith  removed  or  altered,  changed  or  cut  down  so  as  to  fully 
comply  witn  t:,e  provisions  of  tiris  ordinance. 

EAILURE  to  COIvIBLY  V/ITH  code  fELlOVED  BY  BUILDING  COmil  SSI  ONER 

wn-;  n  existing  and  not  complying  v/itn  tne  provisions  of  tiiis  ordinance 

wnich  snail  not  irave  been  removed  orvtorn  down  or  so  alt  red  and  cnanged  within  tnirty  days 
irom  ana  after  une  passage  of  tnis  ordinance,  so  as  to  beobrought  v/itiiin  the  provisions 


hereof  by  tne  owTier  tnereof,  or  by  tne  ne 


’son 


+  ’i-  ^  1 X '  -  "■ - ’  firm  or  corporation  in  cnarge ,  possession  or 

^rol^  onexeof ,  shall  be  torn  down  by  the  Building  Commissioner  and  tne  cost  and  expense 
oi  tearing  down  sucn  sign  snail  be  charged  to  the  oVmer,  or  to  tne  person,  firm  or  corpora- 
lon  in  cnarge  possessi  on  or  control  tnereof,  a.nd  shall  be  recovered  from  sucn  person,  I'irm 
or  corporauion  oy  any  appropria,te  proceedings  ti^erefor. 

FEIUilTTRD  TO  BR  US  .D  UNTIL  CONDEMNED 

^  Electric  signs  now  in  use  and  coming  within  tne  definition  of  electric  sio-ns 

c-.s  Herein  defined,  shall  be  permitted  to  be  used  until  condemned  b^  tne  building  commos-° 
sicner,  vniose  judgem.ent  as  to  their  being  dangerous  or  without  father  usefulness  shall  be 
1 inal  and  conclusive. 

3UB-SECTlO)N  27 

PEN/ITIES 


Any  person,  f irm^  or  corporation  owning,  o|ierating,  maintaining  or  in  cnarge, 
possession  or  control  of  any  signs  or  electric  sigiiS  v/ithin  tue  city  wno  snail  foil,  neglect 
or  refuse  to  comply  wi tn_  tne  _  pr ovisi ons  of  tnis  ordinance,  or  v/no  erects,  constructs  or  main- 
ta.ins  any  sign  or  electric  signs  tnat  do  not  comply  v/itii  tne  provisions  of  tnis  ordinance,  oi 
wno  violates  any  of  tne  provisions  of  tnis  ordinance,  snail  be  fined  not  lass  tnan  ten  (|10) 
dolla.rs  nor  m.ore  ^  o.ian  f  ii  ty  (v50)  dollars  for  eacn  offence;  and  each  day  on  which  any  person; 
"  0-^  corporation  shall  peimit  or  allow  any  sign  or  electric  sign,  owned,  operated,  main¬ 

tained  or  controlled  by  him,  tnem,  or  it,  to  be  erected,  constructed  or  maintained  in  viola¬ 
tion  any  of  the  provisions  of  tnis  ordintnce,  snail  constitute  a  separatte  and  distinct 
offense . 


SUB-3nCTI0N  28 

IdlPE/X  ORUli-jANGE  IN  CONUTLIGT 

This  ordinance  shall  repee.J  all  ordinances  and  parts  of  ordinances  in  conflict 

herewi th. 

ElxilCTRIC  WIRING,  LIGHTING  AIID  PO'.yER 

SECTION  262 

CONFORM  WITH  NATIONAL  EldlGTRICAL  CODE. 

[aT  Be  it  ordained,  tnat  the  electrica,!  construction,  electric  wiring,  all  material 
and  appliances  used  in  connection  witn  electrical  work,  and  tV\e  operation  thereof,  witniri  tne 
corpora  e  limits  of  tne  City  of  Fort  Wayne,  snail  be  in  conformity  v/itn  the  current  issue 
of  ti.e  "NATIONAIj  ELECTRIC/i  CODE"  and  the  specioU  req.uirements  contained  nerein. 

Tnese  special  requirements  snail  alvrays  supply  v/hether  they  interpret  or  modify 
the  National  Electrical  Code. 


APFROVEU 

(b)  The  word  "approved"  snsll  in  all  cases  mean  an  approval  by  tne  Underv/riters 
Laboratories . 

All  devices  fittings  e.nd  all  material  snail  have  this  approval. 

INSPECTOR  OF  EIx3CTRIC/L  V/ORK 

SECTION  1 
9.UALIFICATICN 

(a) ’  Be  it  further  ordained.  That  tne  City  of  Fort  Wayne,  tnrougn  the  Board  of 
Public  Works,  snail  appoint  an  Inspector  of  Electrical  Works,  who  snail  be  a  gra.duaLe  elec¬ 
trical  engineer,  or  a  journeyman  electric  al  wno  nas  nad  at  least  four  ^4)  yea.rs  experience. 
BOND 

(b)  Prior  to  entering  upon  nis  duties,  he  shall  take  the  oath  required  by  law  and 
give  bond  in  tne  sum  of  ONE  THOUSAND  DOLLARS  (OljOOO.OO  )  v/ith  surety  to  be  approved  by  the 
City  Controller,  conditioned  for  tne  faithful  performance  of  his  of  his  duties. 

CONTROL 

(c)  He  shall  be  at  all  .times  under  the  direct  control  of  tne  Board  of  Public  Works. 

RE  LOVABLE 

(d)  He  may-be  removed  at  any  time  by  the  Boa.rd  of  Public  Works  for  incompetency  or 


neglect  of  duty. 

DUTIES  OF  INSPECTOR  OF  ELECTRICAL 
DUTIES 

(e)  Tne  duties  of . tne  Inspector  of  Electrical  Work  shall  be  to  inspect  all  electri¬ 
cal  v/iring,  devices  and  apparatus  installed  in  or  on  any  building  or  structure  witnin  tne 
corporate  limits  of  the  City  ’of  Fort  Wayne  and  to  reject  or  issue  certificates  of  approval 
on  a-11  electrical  work^  etc. 
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i]XAi:iNATION  Oi’  lOuAIjS  MS  SriilGiyiCATIONS 

TAe  Inspector  of  Electrical  »Vork  sAall  make  an  examination  of  all  plans  ano 
specifications  covering  tiie  electrical  wiring  and  electrical  eq^uipmenj;  for  all  buildings 
s,nd  structures  contemplated  ’witbin  the  corporate  limits  of  said  city,  excepting  residences^  ^ 
containing  not  more  tnan  six  rooms  and  one  bathroom,  outside  of  tne  Primary  and  Secondary  Eiie 
Limits. 

STAlg  OF  APPROVAL 

'  (g)  If  upon  examination  of  plans  and  specifications  of  buildings  • nd  structures  out¬ 

lined  in  the  above  paragraph  contemplated  v/ithin  tne  corpora-te  limits  of  said  city,  tiiey  are 
found  to  conform  with  tne  terms  of  tnis  Code,  the  Inspector  of  Electrical  IVork  snail  approve 
and  j,,lace  his  stamp  of  aproval  on  each  cheet  of  such  rjlans  a-nd  specifications. 

DATE  OF  APPRO 

[h )  The  stamp  of  a.pprova.!  snail  state  tjia.t  said  pla.ns  and  specifications  conform  to  tne 
terms  of  tnis  Code,  and  shell  ste.te  the  naire  and  title  of  Lne  Inspector  of  Electrical  vork  and 
give  the  date  of  e.pproval,  and  no  plans  or  specifications  or  portion  tnereof,  s  hahl  be 
altered  in  any  way  except  by  v/ritten  permission  of  said  Inspector  of  Electrics,!  i,Vork,  and  no 
altera-tion  shall  in  any  way  conflict  t.-.e  terms  of  this  Code. 

PLAITS  AlCD  SlECIFICATIOhS  KEPT  ON  FILE 

(X]  A  complete  set  of  said  plains  and  specifications  with  any  or  all  alterations  snail 
be  kept  on  file  at  the  office  of  the -  Board  of  Public  ViTorks  at  all  times. 

ILST  C OIIFORM  WITH  COPE 

fj)  ■  Inspector  of  Electriccil  V/ork  shall  not  issue  an  elecirica.l  permit  to  any  person, 

firm  or  corporation  for  a.ny  elefitrica,!  work  in  any  building  of  structure  witnin  the  corporate 
limits  of  said  city  until  such  plans  and  specifications,  except  as  outlined  a,bove,  conform 
to  tne  terms  of  this  Code. 

LICEIT$k$,  PERMITS  ALP  FnES 

(k)  Tne  Inspector  of  Electrical  Fork  snail  issue  licenses  and  permits  3-nd  collect  all 
inspection  fees. 

Tne  fees  snail  remain  tne  property  of  said  city  and  shall  be  paid  to  Une  city  con¬ 
troller,  immediately  upon  receipt  tnereof. 

RECORDS  ANT)  PE  >ORTS 

( l )  The  Inspector  of  electrical  vYork  snail  keep  an  accurate  record  of  all  plans  and 
specif icc tions ,  all  licenses,  permits,  inspections,  fees  collected,  and  expenses  incurred, 
and  siiall  make  a  wrijsten  report  tnereof  to  tne  Board  of  Public  'Forks  semi-annually  on  or 
before  JAITUARY  10th  and  JULY  10th  of  each  year. 

RIOKT  TO  ERTER  BUILSIKGS 

(m)  The  Inspector  of  Electical  Fork  sns.ll  nave  tne  rignt  to  enter  i  ny  ;.‘Uilding  or  struc¬ 
ture  v;ithin  the  corporate  ]imits  of  said  city  betv/een  the  nours  of  £:00  a.  m.  and  b;00  p.  m. 
except  Sundays  and  legal  nolidays,  in  nerform  £  nee  of  nis  official  duties. 

PEFECTIieE  v/ORh 

Cnj  If  t  e  Inspector  of  Electrical  Fort,  upon  er.tering  any  building  or  structure  witxiin 
the  corporate  limits  of  said  city,  fin'^^s  any  electrical  v/iriitg,  apparoRus  or  device  in  a  ixazard- 
ous  condition,  ne  shall  order  such  defective  v/ork  to  be  corrected  vxitnin  sixty  days  (60)  days 
at  vxhich  time  a  reinspection  shall  be  mc,de  by  nir  . 

REECY/J-  OF  -JURREHT 

If  sucli  condition  iias  not  been  corrected,  .  e  shc,ll  cause  the  ele.ctrical  current  to  be 
removed  from  such  building  or  structure,  a,nd,  the  electrical  current  snail  not  be  again  turned 
on  :  ntil  suen  corrections  s,s  ne  may  order  have  been  ma,de . 

POLICE  AUTHORITY 

( o')  Tne  Inspector  of  Electrical  ./crk  shall  be  invested  witn  police  autnority  in  tne 
enforcem.ent  of  tr.e  terns'  of  this  Code. 

Tne  Inspector  of  .ii^lectri cal  Fork  shall  not  have  police  power  beyond  tne  terms  of  this 
Code,  except  as  provided  by  law. 

I,  I  CERbiij 

SUB  GECTIOR  2 

COMTRACTO-IS  ^ 

(X)  Be  it  further  ordained  T::at  any  person,  firm  or  corporation  in  tne  electrics,!  contract 
ing  .usiness  for  the  purpose  of  installing  electrical  conduits .electrical  wires,  electrical 
devices,  electrics.1  fii,tures,  private  teiepnones,  or  private  tele  n. one  systems,  fire  alarm 
systems,  signal  systems,  conduits  or  public  teiepnones,  conduits  for  public  telegrc ^n  system, 
shall  be  required  to  take  out  an  electrical  contractor's  license. 

_^E _ 

FEES 

(b)  ihe  fee  for  tne  first  year  lor  this  license,  shall  oeafter  the  passage  of  uiiis  Code, 
Fifty  Dollcirs  (ii?50.00). 

REhE'AAL  FEE 

Tixe  renewal  fee  shall  e  Twenty-five  Dollars  (vJt*00) 

BOFD 

LORD 

(c)  Before  being  granted  an  electrical  contractor's  license,  the  applicant  shall  give  bond 
to  the  City  of  "-’ort  V/ayne,  in  the  penal  sum  of  Two  Thousand  Dollars  (  2,obo.OC  )  witn  surety 

to  beappioved  by  ohe  ^ity  Comptroller,  conditioned  i  or  the  faithful  performance  of  xiis,  tx.eir 
or  its  duties,  according  to  the  terms  of  this  Code,  which  bond  shall  be  for  the  term  of  one  year 
and  shall  be  renewed  cinnua.lly. 

IKSPEGTIOi;  OF  ELECTRICFT  WORK 
SUIT  SECTIOU  3_  ‘ 


OR  FOR 


appligat: 

(TT  Be 

install  any  electrical 
in  or  on  any  juilding  or 
comj.'iencing-  or  doing  a.ny  electrJ  cal 


_ INSITGTIOIC _ 

^ tr  further  oidaineci,  liiat  anj  person,  fir,.;  or  coim.oi’atr on ,  desiring  to  place  or 
wires,  electrical  fixtures  electrical  devices  or  electrical  auparatus, 
.jtructure  witnin  tne  corporate  limits  of  said  city,  snail,  before 


in  writing  to  the  Inspector  of 


construction  work  of  tny  kind  whatsoever,  moke  appli.-ation 
lectricc.l  .-/orx,  for  inspection  of  the  v/ork,  except  tne  fellowi 


'•’xcj;pTioi5js 


pcrat!on“Sur6i^fMam*3ysiLS'*^ClooS\vS*°“^  by  a  Public  Service  Cor- 

°’-'  ®  rulJlic  Service  CorporLionr  b/oic,v^; , owned .  operated  or  Maintained 

J-«  C  C  -’  •  i  I  ON  ^ 


iiie  application  siic.ll  trive  tne  inpnt-itMn  +  j. 

tion  of  tjie  work.  location  by  street  ana  nunber  and  a  brief  descrip- 

MTIFI  ATs.  Io3U^]3 

( c )  li  o  peison.  ii  ria  or  coronT*'b'i-'irb>'i 

any  bu.ildin  or  structure  witnin^tne  cor-j-ra^e  connect  to  any  electrical  system  in  or  on 
inspected  and  a  certificate  of  aourov-1  inits  of  said  city, until  such  work  has  been 

as  described  in  t..e  above  Lra^Suh  Inspector  of  Electrical  .ork,  except 

IXoTALLATIOhS  ^ 

T^STHigTIOIJS 

structure  witain  ti.e  corporate°limits^of  place,  or  install  in  or  on  any  building,  or 

electrical  fixtures,  devices  or  app^Lancefo?  conducts,  electrical ’wires , 

rules  and  requirements  of  tne  Code  ^  hecription  except  in  accordance  v^itn  the 

COlTfRAGTOH 
SUB-SJGTIOR  4 

TiRIii  JEFIlail) 


mc.st.r  electrician,  etc.,  and^L^.all^^qi5-iif v'^and  interpreted  to  mean  a 

term  '•GOITl  ACTOR"  intre  Building  Code  for  the  Gi?ro-r^i^  requirements  as  set  forth  under  tne 
REES  FOR  PERIIITS  ooae  i  or  tne  City  of  Fort  V/ayne. 

PROVISIONS  OF 

certif  iLt?of  "^anSj^al  f o^"eny^vor^^ne^f ^’lectrical  ./ork  snail  not  issue  a 
proper  inspection  fee  es  proviLd  below  -mil  of  tubs  Code,  until  tne 

Tork,  to-wit;  ^  ^^en  paid  to  the  Inspector  of  Electrical 

inspection  f.es  shall  be  s  follows: 

^e"idiit?LS''l;;  ?or  . 

CIRCUITS  ^  permits  shall  be  as  follows: 

Tin cAdOE 3 gent  sgredule) 

(c)  .‘‘ODITIONAL  fees  --  The  additinn^i  -Po 

. ^  .50  ditional  fee  i  or  incandescent  circuits  snail  be  fifty  cents 

FIXTR^E  INS?:.;  T-nn- 

ADDipON/d,  FEE  - 

$5. )  ixie  additional  fee  Tn-p  f’';T-Q+  -•  u. 

a^.ditionrl  fixture . t.05  natures  or  less  shall  be  . yl.OO 


ILUSTERS 


adoitionaj.  ft:- 

-luster 

U  hil  A  -  .AR€  -  jui;  ^  1’  I 

I Clfi :Xi  KiiC 


3  shall  he  the  same  as  for  fixtur 


e  s . 


-dditional  mercury  arc*4rectif ier .  50  ^Piu^^"  ?  ^  ^  shall  b..  . ®1.00  For  each 

rX'TORS  ■ND  GENERAA'O/.S  **  *  Icings  for  eacn  additional  rectifier . rd 

TNGLUOIE  ;  FCFTTh?pc;l 


■»  1?  ^  -  1  Q  ^ 

( INGLUOi::n~FEEEBRS  ) 

-h3D  1  1  ONrJL  F^illCi 

^ ^  .^he  a,.aitioaal  feo  f'nT  +^0  “Pty. 
machine . 50.  macnine  sha.ll  be 

iXATING  DEVICES 


•,?1C00.  For  eacn  additi 


on? 


'DDITIQN.’J]' 


(hj  Tne  additional  fee  for  Won  +  in.,  n..,  • 

^TGIFOARDS  ^eatin^  Devices  siiall  be  the  same  as  for  Motor  charges. 


/XDITIONAX  F 


’  T  ^ 
>1-J 


iyr~pie^dditicnal  fee  for  each  s’witcnboard 


dhs-ll  fe 


*  •j^il  •  0  0  • 


•  •  *  •  .^1  *00 


applic:/.. ion  'fee 

pllolll  "•“‘‘-'--‘'"‘^1  fbc  ior  inspector's  tine  not  covereu  in  sciedule  snail  be  paid  as 
j?  o  r  t  xi0  t'irs'c./i^'ur**.**,,  on  '* 

The_^minimum  fee  sna]  .1  ...e  1!*.^3.50.  *  succeeding  nour,  or  fraction  tlie] 

I''R0RG'ATI0:~--PEN.ALTY  FCE  * 

as  wiven  iT'CleLh  im-orMatiTn 

by  electrical  werxmanship  conflicting  .vitii  the  terms'of  or  return  trips  caused 

(*=•««)  P-'  pAv  or  f?hLorTere‘“ 

olJh  bxiCTX ON  6 

d^giA^TP,  ZhEGT  IG/A  INSTALLATIO,  3 

iXT.QiLIG  GONjUIT  Q  .  RA^GE  ’ 
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AHJvLO^J  CAELn]  ,  GTIQZ^IS 

( c )  .  Tne  use  of  flexible  armored  cable  shall  be  proriihited  in  all  'buildinss  except  ,vi.ere 
it  is  iier-  anently  accessille. 

L1:tTA  Lie  COM  UI.  Oh  RAChY/AY3--RE3T:{ICTI0iI3 

Cd]  All  wiring;  nereafter  installed  v/it.xin  the  corporate  limits  of  said  citj-'  outside  of 
the  Primary  and  Secondary  Pire  Limits,  in  all  huildings  or  structures,  except  residences 
containin'?;  not  more  tha..  two  apartments,  siial],  oe  in  approved  metallic  conauit_  or  metal 
racev/ay,  except  o-s  nerein  proviaed. 

-UNI OB  ALL  .  oBa."  A'Ox-L-,  LTG. 

('e'p  hesidences  containing  not  mG_e  Inan  two  apartments  outside  of  the  Primc.ry  and 
•-■eGondary  fire  Limits,  may  he  v/ired  v/itn  the  knob  and  tube  system,  or  nonmetallic  sheather 
cable  v/ill  be  permitted,  .rovided  the  following  rules  are  obsersTed. 

OUTLIT  BOkLS,  LTG. 

Cf )  At  each  and  every  outlet,  install  an  approved  outlet  box  similar  to  tnose  used  in 
conduit  construction. 

In  no  case  shall  tapping  or  splicing  of  v/ires  be  permitted  except  within  an  outlet  ox, 
switci^  box,  or  accessible  jundtion  box. 

..OlL.-dTTA-LLIG  orL]i.i:H..h  GAIiLh 
fIRa  LIMllo  - 

(g )  wnei'L.  l:onme  ttallic  oiieathed  Cc^ble  is  used  v/ithin  ti^e  Primary  -'-’ire  Limits,  or 
secondary  -"ire  Limits  of  said  city,  it  shall  be  enclosed  Ymthin  iron  armored  conduit  or 
metal  raceway. 

:UALITY 

Tne  Lonme ttal  lie  Jneatned  Cable  shall  be  of  an  approved  make. 

RULk  S 

_(II)  where  Uonmetallic  Sneathed  Gable  is  used  within  the  corporate  limits  of  said  city 
Primary  or  Secondary  fire  Limirs,  the  following  rules  snail  govern: 

Ci(]j  hnere  Lonmetdllic  unecthed  C;  ble  is  used  in  an,/  building  or  structure,  exceot  resid¬ 
ences  containing  less  than  two  apartments,  it  snail  be  enclosed,  within  iron  arrored  conduit 
or  metal  raceviray. 

LIMITATION 

'T'jT~  Whenever  x<onnetdl.liG  Sneatiied  Gable  is  used  in  any  residence  containing  not  more 

than  two  apartments  outside  of  the  Primary  or  “Secondary  fire  Limits,  tne  followin  rules  snail 
govei'n  : 

OUTLIT  BOXk S , _L . 

“At  eacn  and  every  outlet,,  install  an  approved  outlet  box  similar  to  tnose  used 
in  conduit  construction. 

tapping  _  or  s  dicing  of  wires  be  peraittted,  except  v/i  min  an  outlet 
box,  swi  tc/i  box  or  accessible  junction  box. 

GIRGelTb  A:',)  AIRil 

rn”  used  on  circuiLs  v/nere  tne  maocinum  difference  in  ..otential  detv/een  any  tv/o 

inclusive,  and  in  two  LI 

tnree-wire  assemblies. 

UGRL  IK  DRY  PLAGRS  ONLY 

.  iiay  be  used  in  dry  places  only  end  shall  not  be  permitted  in  stables,  lauridries, 

cnemical  v/erxs  or  other  places  vdiere  dampness  is  liable  or  accumulate.  uaarieo. 

It  snail  not  be  laid  in  blaster,  cement  or  simi]ar  finishl 
bl TROUT  INSULATING  SUPPORTS _ _  ' 

TnT  May  be  run  without  insulating  supports  or  separators,  ex josed 
cement  or  bricx  ./Here  tnese  surfaces  are  alv/a.ys  dry. 


^  supported  by  a^uproved  fastening  devices  spaced  not  fart/ 

o  U  1  o 

( o )  Mo  y  be  Uosa  and  fished  from  outlet  witbiout  suoports  i 
CONTINUOUS  LRNGTnS 

(pj  Snail  ue  run  in  ontinuous  lengths  v/itnout  tans 
PROTLCTION _  * 

( 1 )  onaRl  be  suitably  protected 


on  v/oodv.'ork,  plaster 
her  than  4  feet  apart, 
s  in  completed  building.s. 
or  splices  from  cutlet  to  cutlet. 


rv,  u.  -  *  Where  subject  to  mechaniccl  injury,  by  iron  armored  mririui  t 

..nen  run  mrougn  timbers,’  shall  be  as  near  as  practical  to  tne  center  of  concuit 

v/all  studs  and  net  le-:s  than  two  inches  from 


h^rizonti-l 


APPROVRU  CONDUIT 

1 1' )  Muy  be  used  in  apurc 


one  upper  eage  of  floor  joists. 

■proved  conduit,  wnen  the  regular  installation  rule.i  for  conduit 


are  followed. 
yiTTlN'GS 

(s)  Shall  be  provided  wi tn  approved  outlet  boxes  or  elates  to  which  it  snail  be  securely 
fastenea  by  approved  fittings.  ■  biicxix  oe  Sc.cureiy 

GOVGRING  NOT  INJURk.U 

(^"1  Snal  1  be  s o  hcndled  that  tiie  outside  coverin'?’  v/"’ 11 
HOUSING  PURPOSES  ■  o  'r-ii 

-'^11  residences  or  structures  used  for  Housing  pur  coses  witriin  the  coroorat-^  of 

sam  city  snail  be  wired  in  accordance  wi  m  the  follov/in  "  '  coiporat..  limits  of 

SLRVICR  \ilRA3 


not  be  injured. 


All 


minimum  scneuule  of  ligntin,/  load: 
cimpls,  size  to  properly  fee...  tne  foil- 


service  V'/ires  and  circuit  wires  s..all  be  of  amol 
ov/ing  minimum  schedule  of  load: 

ROOi.S  OEFINJ.L) 

LIVIN'.^  ROOMS,  SLSRPING  ROOMS  AATTAGR 

(a)  .411  rooms  defined  as  solari’oms,  livin?-  rooms  -oa-r-'l  n-rc.  • 

ORGHS  S  .  ■■  ATTAGR  _ 

naif  il)  wyt°‘;SLuarAfooy-”°”’'°"  'mentioned  above  in  stvucturao  aimll  be  wired  for  one- 
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3Ls.ijp_]!Ig-  rooms,  plugs 

~~Tcr  All  rooms  defined  as  sleeping  quarters,  together  witn  halls  above  first  floor, 
shall  be  v/ired  for  not  less  than  on  flush  pljig  receptacle  in  each. 

(d)  Plu-^  or  convenience  outlets  shall  not  be  considered  in  determine  np'  tne  wattage 
requirements  of  thi^  Coda. 

PLPG  ATdaHaSs 

~~  Tel  flush  plug  or  convenience  outlets  shall  be  wired  for  one  (l)  ampere  ecch. 

SUILhltTC-S  OF  OTHER  CHARAGThR 

^  ( f )  All  buildings  or  structures  within  trie  corporate  limits  of  said  city  not  specife- 

+  schedule  for  residence  and  buildings  used  for  bousing  pirposes  shall  be  wired  wit 

the  following  minmum  schedule  of  lighting  load: 
yATTAS^e 

TgT 


two 


General  illugiination 
SHOW  WIhD07/3.  •■V/TTIGE 

( h)  Show  or  disnlay  windows 
ilCSTRICTIOh^S 


t2)  vratts  per  sq^uare  foot  of  floor  area, 
shall  be  wired  for  five  (5)  watts  per  sipuare  foot. 


two 


plug 


out- 


^  ^  ^  I'ighting  of  show  cases,  wall  cases,  plug  or  convenience  outlets,  shall  mbt  be 
considered  to  be  determining  the  wattage  re juirements . 
efnChS.  ETC.,  V/ATTAGE 

Tj*)  All  offices  or  portions  of  buildings  used  as  offices  sball  be  vrired  for  two 
watts  per  stiuare  foot. 

OFF I Cm 3.  PLUGS 

("hj  In  addition  thereto,  each  office  room  shall  be  provided  with  at  least 
lets  of  one  (l)  ampere  capacity  each. 

AuiTosim,;s ,  ch.  rghes,  ftp.,  wattage 

( 1 )  All  auditoriums  churches  or  buildings  of  similar  character  sha,ll  be  wired  for  at 
least  tv/o  (2)  watts  per  sq.uare  foot. 

ROOMS  KOT  LSFD  FOR  ASSEMBLY  PURPOSES,  WATTAGE 

(ei)  All  r  0  om.s  in  auditoriums,  churches ,  buildings  of  similar  character,  other  than  those 
used  for  assembly  purposes  shall  be  wired  to  a  capacity  as  specified  under  residence  lighting. 
ROOMS  MORE  THAR  200  SQ..  FT.  PLUGS,  V/ATTA -E _ 


(h )  In  addition  thereto,  each  room  having  more  than  two  hundred  (200  ) 
floor  area  shall  be  wired  for  two  (2)  plug  or  convenience  outlets  ea,ch 


square  feet  of 


Plug  or  convenience  outlets  shall  not  be  considered  in  determining  the  v/attage  requirements. 
ROOME  IN  SCHOOL  BUILDIHG-S ,  WATTAGE 

^ Co)”  All  rooms  in  school  buildings  except  corridor  shall  be  wired  for  at  leasu  one  and  one- 
naif  (1-g-)  watts  per  squ8.re  foot. 

CLASSROOMS  PLUGS 

t P )  Each  classroom,  shall  be  wired  for  at  least  two  (2)  plug  outlets  in  each  room,  one  ampere 

each. 

xRESTRIETIONS  _ 

( q )  Plug  or  convenience  outlets  shall  not 
qu.irments . 

ASSEMBLY  ROOMS,  GYI-dJASimi,  ETC.  MAT T / GE 

( r )  The  assembly  rooms 

churches . 

FACTORIi'] S  ,  G/BAGE  S  .  SiiOPS  .v'ATTAGE 

(T)  All  other  buildings,  such  as  factories,  garages,  shops,  etc, 
sh8,ll  be  wired  for  not  less  than  one(l)  v/aut  per  square  foot. 

ELECTRIC  SERVICE  ILMNS 
SUB  SECTION  7 


e  considere  d  in  determining  the  v/attage  re¬ 


gymnasium,  etc.,  shall  be  wired 


specified  for  auditorium  and 


,  not  specified  abo®^ , 


INTERIOR  W'lRE^-LIGHT  A-NP  POVER 

(a)  Be  it  further  ordained.  That  the  interior  v/ires  for  service  mains  for  both  light  and 
power  of  all  buildings  and  structures  within  the  corporate  limits  of  said  city,  shall  be  instal¬ 
led  in  rigid  iron  armored  conduit  from  meter  location  to  the  exterior  of  building  nearest 
the  secondary  mains  and  shall  not  be  smaller  than  No.  lOB  and  S  Gauge  -ubber  covered  wire. 

The  service  v/ires  shall  extend  three  feet  outside  of  the  v/ire  entrance. 

SWITCHES _ 

SAFETY  ENCLOSED  TYPE 
- 


3ERVI : 


Khif  e 
'./IRES 


switches  for  all  installations  shall  fee  of  the  safety  enclosed  type 


NUMIER  GAUGE 

( c )  The  min. mum  size  of  service  wires  shall  be  as  follows. 

Two  wire  service  1-4  circuits.  No.  10  B  and  S  Gauge. 

Three  wire  service,  5-10  circuits.  No.  $  B  and  S  Gauge. 

Three  wire  service,  11-16  circuits.  No.  6  B  a,nd  S  Gauge. 

Three  wire  service,  17-22  circuits,  no.  4  B  and  S  Gauge. 

Three  v/ire  service,  23-30  circuits.  No.  2  B  and  S  Gauge. 

■^nree  v/ire  service  ,  31-40  circuits  No.  0>  R  nnd  S  Gauge. 

I’hree  wire  service,  41-50  Circuits  No.  00  B  and  S  Gaure . 

INTERI OR^  SE.  VICE,  7/IREo.  LIGHTING 

CT)  The  interior  service  wires  for  lighting  of  all  buildings  and  structures  within  the 
corpore-te  limits  of  said  city  except  as  outlined  in  the  above  schedule,  shall  be  of  ample 
capacity  to  carry  the  entire  load  as  outlined  in  this  Code  plus  all  plug  or  convenience  outlets 
connected  to  lighting  circuits. 

LOCATION  fig  SERVICE  ENTRANCES 

Tel  In  no  case  shall  service  entrances  be  so  located  as  o  make  it  necessary  to  ran  ser¬ 
vice  wires  on  or  over  roofs  or  along  tne  enterior  walls  of  buildings  in  order  to  reacn  tne  ele¬ 
ctric  utility's  mains  as  located  in  the  public  street  or  alley. 

SERVICE  tfIRES  LABELED 

( f )  In  all  single-  phase  three  v/ire  or  3-phase  4-wire  servi.ces,  and  in  all  2-wire  service 
one  v/ire  (  the  neutral  v/ire)  entrance  and  at  the  meter  for  connection  to  the  grounded  wire  of 
the  secondary  distribution  mains  of  either  the  single  phase  or  4-v/ire  systems. 

FUSES  REQUIRED 

Cs)  -‘''uses  shall  be  provided  ahead  of  the  meter  in  one  fuse  per  circuit  two-v/ires  services 
in  the  outside  (200  volt)  wires  of  three  wire,  single-phase  services  and  in  all  except  the  neu¬ 
tral  wire  of  polyphase  services. 
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I 


I 


NEUTRAL  tfIRS 

The  neutral  wire  of  all  services  shall  not  be  fused  anead  of  tne  meter. 
PLUG  RESTRICTION 

(hy  n'UGS  OR  CONVENIENCE  OUTIETS  SIT/TLL  NOT  EE  CONSIDERED  IN  DETERIJilNING 
REqiJIREMENTS. 


TEE 


WATTAGE 


POYfflR  WIRING 

INSTALLATION  .  .  _  . 

( i")  All  electrical  wiring  for  power  insta-lled  v/ithin  any  building  or  structure  witnin 

the  corporate  limits  of  said  city  siiall  be  installed  as  follows; 

IE  TALL  I C  CONDUIT  OR  METAL  RACEW/Y  _  _  .  . 

All  electrical  wiring  for  power  installed  witnin  any  building  or  structure  v/itnin  tne 
corporate  limits  of  said  city  shall  be  installed  in  approved  metallic  conduit  or  meta.l  ro-ce- 


wf  y . 

MOTOR  AND  HEATING  DEVICES,  PROTECTION  S'WITCH 

(j)  Each  motor,  heating  device,  or  appliance,  except  electrical  irons,  curlers,  percola¬ 
tors,  or  similar  socket  appliances  snail  be  protected  by  an  approved  externally  operated 
switch,  aoproved  controller,  orvan  approved  compensator. 

CIRCUITS  AND  PUSES  _  .  ...  •  • ^ 

(k)  Each  motor  of  one-half  (•§•)  H.  P.  or  more  shall  be  provided  with  an  individual  circuit, 
starting  at  a  center  of  distribution,  and  snail  be  protected  by  fuses  of  proper  capacity. 

PaL  STRICT  IONS 

( l )  In  no  case  shall  more  tnan  three  motors  of  less  tnan  one-half  (-g-)  II.  P.  be  placed 
on  one  set  of  fuses. 

CENTER  OF  DISTRIBUTION 

Xm)  All  centers  of  distribution  for  power  having  more  tnan  four  (4)  branch  circuits 
shall  be  mounted  on  a  slate  or  composition  slab,  provided  witn  bus  bars,  enclosed  witnin  an 
approved  steel  cabinet,  equipped  with  vrire  gutters  end  liners. 

SINGIE  PHASE  AND  POI.YPHASE 

( n")  In  no  case  shall  a  single  pha,se  and  a  polypnaae  motor  be  placed  on  tne  same  circuit. 
SCHEDULE  OF  PO.’/ER  LOAD 

( 0 )  In  determining  tne  size  of  mains  and  subfeeders,  tne  following  scnedule  of  power 
load  demands  shall,  be  follov/ed; 

MOTORS  UP  TO  FIVE 

Eor  from  one  (l)  to  five  (5)  motors,  &Q%  of  tne  full-rated  load. 

MOTORS  FITE  AiE)  OTER 

For  five  or  more  motors,  75^  of  t..e  full-rated  load. 

MAINS  Alp  SUBFEEDERS 

"Xpy  Mains  and  subfeeders  for  all  power  wiring  not  covered  by  all  above  scnedule  snail 
be  of  ample  capacily  to  care  for  100%  of  ti^e  connected  loa.d. 

SWITCH  .pqUIKEMENTS 

( q)  All  circuits  for  power  to  motors  or  otner  appliances  not  covered  by  tne  above  ps.ra- 
graph,  shall  have  a  sv/itch  or  device  installed  tnerein  so  tiiat  all  terminals  of  tne  circui;^ 
attached  to  said  motor  or  appliance  may  be  disconnected  when  not  in  use. 

SPE C I AL  CIRCUIT,  RESID11.NCES 

CF)  A  special  circuit  shall  be  provided  in  eacn  kitchen  of  a  residence  ana  not  more  unan 
three  (3)  additional  plug  outlets,  or  300  additional  wattsoshall^beoplaced  on  same  circuit. 
ELiilCTRIC  RANGES,  lEATING  DEVICES,  ETC., 

SWITCHES 

( s )  All  electric  ranges,  heating  devices,  etc.,  of  a  capacity  of  more  txj.an  6  amperes 
660  watts  and  ea.ch  group  of  heaters  not  exceeding  6  a.mperes  660  watts  and  each  group  of 
heaters  not  exceeding  6  amperes  660  watta  ce.pacity  shall  be  controlisd  by  a  switch  plainly 
indicating  wnether  "on"  or  "of"  located  within  signt  of  heater  arranged  to  cut  off  all  cur¬ 
rent  from  heater. 


RESERICTIONS 


Switches  controlling  subdivided  circuits  of  a  heater  shall  not  be  considered  as  taking 
the  of  the  main  switch  called  for  by  tnis  paragraph. 

SWITCpS  ON  RANGES,  RESTRICTIONS 

.( t )  The  sv/itches  on  the  individual  units  of  electric  ranges,  etc.,  shall  not  be  consi¬ 
dered  as  taking  tne  place  of  tiie  switch  required  by  tnis  rule. 

SWITCHES  MD  PLUGS  EXPOSED  TO  MOIST'  E 

(  u7  All  plates  covering  flush  v/all  switches,  or  flush  plug  receptacles  installed  in 
basements,  bathrooms,  garages  or  where  exposed  to  moisture  shall  be  made  of  nonmetallic 
material . 

SOGNETS  EXPOSED  TO  MOISTURE 

r^)  All  sockets  installed  in  basements,  bathrooms,  garages  or  v/nere  exposed  to  mois¬ 
ture,  shall  be  of  porcelain  type,  and  if  controlled  by  a  pullchain,  shall  have  an  insulator 
installed  in  suen  chain. 


DE.KEGTIVE  INSTALLATION 


SUB-SECTION 

INSPECTOR'S 


8 


_ JURISDICTION 

(a)  Be  it  furthur  ordained.  That  v/hen  any  electrical  work,  wiring  or  electrical  ap¬ 
paratus  is  foi nd  to  have  been  installed  in  any  manner  conflicting  wit^  any  provisions  of  tnis 

duty  of  tiie  inspector  of  Electrical  Work  to  notify  in  v/ritipg  the 


CODE 


it  shall 
firm 


be  the 

person,  firm  or  corporation  who  installed  tne  v;ork,  that  it  is  defective  and  tney  sxiall  im¬ 
mediately  correct  such  defects  and  notify  the  inspector  of  Elictrical  Jork  that  it  has  been 
corrected,  who  shall  thereupon  inspect  the  work  and  if  found  satisfactory,  issue  a  certficate 
of  approval  taerefor. 

FINISHED  BUILDINGS 

HAZARDOUS  WORK 


(b)  None  of  ti.e  provisions  of  this  Code  shall 
part  of  any  building  now  finished  or  in  t-.e  course 
of  the  Inspector  of  Electrical  Work,  any  system  is 
dangerous  to  life  or  property. 

EXAluINATION  AND  CORRECTION  ' 

- 


construed  to  affect  any  building  or 
construction,  except  if  in  t  e  opinion 
has  become  hazardous,  defective,  or 


It 


nation  pf 
01  such 

corrected  to 


shall  be  tue 
•ch,  system,  an 


duty  of  the  inspector  of  Electrical  Work  to  make  a  thorough  exami- 
d,  he  shall  notify  t:ie  person,  firm  or  corporation  o.wning  or  using  it, 
shall  be  their  duty  immediately  to  cause  ti.e  cohdemned  system  to  be 
comply  with  tne  requrrements  of  this  Code. 


dli^e  c'ts‘"ahd’  it  s 


u 


INST-^-LLATIOE  Oi’  '.VAHM  AIR  lEATIKG-  L-’URW/ 

SiilCTIOK  265  ;  ^ ^ - - - 

V»/GRI>i  AIR  RURlJAGii;  ilGATIUG-- 
SUB  SECTION  1 
IRTERI-RETATIQK  or  TERil 

consist  of  furnace  heating  plants,  to  which  this  Code  refers,  shall 

aonurtenances  t'rp^ptn  o  '  •  enclosed  wiinin  casings,  together  with  necessary 

iS  nHer  Wef  nf  ^  fittings,  co?d  air  of  recircula- 

the  same  ’  intended  for  he-tfn’  and  fittings,  re  isters,  borders  and  face  plates, 

bile  Seme  intended  lor  neatirig  ouildin  s  in  v^hicn  they  mav  be  inc,t-Tipri 
BbILBIlIG  UNDER  CCNSTRUCIION  ye  ins  te  lied. 

SUB  SECTION  2 
PROVISIONS  -Y  OVffiER 

contrictor^^dn^«nv''En?^H?"’'^^''^'^  provisions  shall  be  made  by  the  owner  or  building 

JCISi  SPACINl  ^  building  wnerein  a  warm  air  heating  plant  is  to  be  installed. 

shal/bi  be  installed,  joists 

siiall  De  se  o  no  o  less  th.an  sixteen  inciies  (l6")  on  centered 
STtDDIKa  SEACIKG  ^  oern^ers. 

teen  ?nchfs"(lSf Ltneen'rtuS'anrjoiets!"''®"  ^ 

HEADERS 

SUBELo'oRr^^"  headers  srhall  be  put  in  to  support  joists,  or  use  double  joists. 

-TT  story  single  or  sub  floors  snail  be  continuous. 

j?.LOORo  jiaT-uNDeD 

she atb inp-^aid^a ? r S studded  exterior  walls,  these  floors  shall  be  extended  to  the  outsid 
ATTIC  ^^OORS  spetces  betv/een  studding  shall  be  closed  at  the  attic  line. 

Root  Note  1- 

CHmSYS^  reconnended  that  the  attic  be  tightly  floored  to  reduce  he  t  lessees. 

SUB  SECTION  5 

CONSTRUCTION 

^  ^  Be^it  furtner  ordained,  tnat  the  ov/ner  or  General  Contractor  shall  provided  a  chjmnev 

HEIGHT^  .Lurnace  consbructed  in  a  manner  to  comply  witn  the  following  pecif  ications ; 

extend^- 1  througliout  its  entire  lengtn,  end  shall 

rSofS^  ^  ^  ^  ^  ^  ^  above  a  flat  roof  and  two  feet  (U*  )  above  the  ridges  of  ^.eax 

ELNE  LINING 


ic)  If  . built  of  a  single  thickness  of  brick  or  cement  blocks,  it  snail  be  lined  throup-n  I 

out  v/ith  fire  clay  flue  ^  lining,  naving  not  less  than  tjiree-f  ourths  inch  {|  ")  thickness. 

^lur  lining  suall  be  laid  in  mortar  and  made  air  tight  and  esiend  at  least  tv/o  inches  (2")  above 
highest  po-ht  of  the  chimney.  ^  ‘  auuve 

7LUE  QiSNING 

~  Td]  ^he  furnace  flue  shall  have  not  other  opening  for  attaching  any  fireplace,  furnace, 
stove  3  rcinge  3  \vs.i..er  iiec-ter,  go-s  or  ventilating  connection  • 

ELNE  OEESaT 

(T]  ^f  necessa.ry  to  offset  the  flue,  it  saall  be  done  in  such  a  manner  as  not  to  reduce  the 
cross-sectional  area  nor  create  a  led  e  or  obstruction,  where  loose  material  mav  lodp-e 
INT^yPN-- J  DILLNS I  ON  ^  ^ 

m -  Its  na-rrowest  internal  dimension  shall  not  be  less  than  eight  inches  (6")  and  no 
flu  smaller  than  8x8  inches  rectangular  or  eight  inches  (8")  diameter  round  will  be  con¬ 
sidered  suitable  ',/nen  har..  coal,  coke  or  gas  is  to  be  burned  or  8x12  inches  rectan^-ular  or  10 
inches  (1.  in.)  round  for  soft  coal,  \.ood  or  oil.  ° 

:.'INi:.UN  SIZE 

“  [g]  _Ii  is  strongly  recommended  tnat  nothing  less  than  8x12  inches  in  ternol  dimensions 

be  used  in  any  case. 

LINILUII  HEIGHT 

EOOT  NOTE 2 

recommended  that  the  height  above  the  furnace  grate  be  not  less  than  twenty-six  feet  ( 

1 26  j  . 

EIRE  UNDERV/RITER’3  ORDINANCE 

EOOT  NOTE  3-  » 

It  is  strongly  recommended  that  all  new  chimneys  be  built  in  strict  accordance  with  the  I 
ordinance  recommended  by  the  National  Board  of  Eire  Underwri  te-^s .  ■ 

IBTHOD  EOR  DETEPJAINING  SIZE  OE  7/ARM  AIR  PIPES.  ,VA1L  STACKS  /ND  EURITACES 
(read  Expla^ntory  Notes  4-11)  "A 

SU,  SECTION  4 
FIRST  ELOOR  ROOLIS 

( a)  First  Floor  Rooms, 

Jividex  square  feet  of  glass  by  12, 

Divide  square  feet  of  net  outside  w£,ll  by  60  K 

■^ivide^i  bubic  contents  by  800  H 

Add  together  the  abo«e  and  multii)ly  by  9.  H 

■^he  result  is  the  area  of  the  basement  pipe. 

The  sum  of : 

Glass  (sq,.  It.)  (Note  4)  plus  12, 

Net  .‘/all  (Sq.  Ft.)  (Note  5)  plus  60  times  9  equals  Area  of  Basement. 

Cubic  Contents  plus  600  Pipe  (Note  10;. 


] 


I 


I 


SKGOID  FLOOR  R00I.13 

r^T  Second  .-^'loor  Rooms, 

-divide  a-^uare  feet  of  gl  3  dy  12, 

Divide  stiuare  feet  of  net  outside  v/all  dy  60, 

DIVIDL  CUBIC  COKFLNTS  BY  800 

Add  together  the  adove  o.nd  multiply  dy  6/ 

The  result  is  tne  area  of  the  dasement  pipe. 

^ne  sum  of : 

Glass  (Sq_.  Ft)  Note  4)  plus  12. 

Net  iVall  (sq..  Ft.)  Note  5)  plus  GO  times  6  equals  a.rea,  of  Bo.sement. 
Cudic  'contents  plus  800  Pine  (Note  10). 

THIRD  FLOOR  ROOMS 

(o')'  Third  -ti'loor  -""omrr.s 
Dvide  square  feet  of  lass  dy  12, 

Divide  s^^uare  feet  of  net  outside  v/e.ll  dy  60 
Divided  cudic  contents  dy  800. 

Add  together  the  adove  and  multip  y  dy  5. 

The  result  is  the  arc;a  of  the  dasement  pipe. 

The  sum  of : 

'^lass  (sq.Ft.)  (Note  4)  plus  12, 

■‘•''e  t  wall  (Sq.  Ft.)  (Note  5-|  plus  60  times  5  equals  Area,  ff  Easement. 
Cudic  Contents  plus  800  Pipe  (Note  lO). 

'iiPl.L  STACKS 

method  of  Determining  Size  o;’  Dali  Stacks. 

(d  First  Floor  Rooms, 

Sa.me  as  Formula  (a). 

Second  "^’loor  Rooms, 

Deduct  30  per  cent  from  dasement  pipe  area,  determined  in  Formula  (d). 
Third  -^'loor  Rooms, 

Deduct  30  percent  from  da.sement  pipe  area,  determined  in  Forr.ula  (c). 


I 


Foot  Note  5. 

*0  odt.'-,in  net  cutsid  wall  m.ultiply  nei-hth  hy  width  and  dsauc"'  tfie  gla-.:3  in  all  windowH 
and  outside.  :i.oors. 

GLASS  /RFA _ 

Foot  Aote  4 . 

In  -^dtaining  glass  surface  use  fullcasement  opening. 

An  outside  door  is  figured  as  glass. 

UNUSUF\L  BXPOS-URB 
Foot  note  6 

For  rooms  having  unusual  exposure,  ordinarily  north,  northeast  and  northwest,  add  15  per 
cent  to  pipe  area. 

For  east  and  west  exposure,  add  10  p-^r  cent. 

GOLD  CEILINGS 

N^ot  Note  7. 


For  Gold  ceilings,  add  one-naif  net  area  of  ceiling  to  net  exposed  walj  (cold  ceilings  are 
those  next  to  underfloorea  attics.) 

PIPE  DIIvENSIGNS 
Foot  Note  8 

Use  no  warm  air  pipe  less  than  8  inches  in  diameter. 

If  a  dasement  warm  air  pipe  figures  greare*'  are.'-  tnan  e.ny  standard  commercial  size  tnen  tiie 
next  larger  size  shall  be  used. 

PIFE  IDINGTKS' 

Foot  Note  9 

It  is  understood  in  using  the  adove  values  for  determining 
that  these  pipes  should  de  run  comparatively  straight  nd  that 
12  feet  in  length. 

Sharp  turns  and  long  pioes  should  have  extra  capacity. 
lEJvlPERATURE 
Foot  Note  10. 

These  formulae  are  for  70  degrees  inside  temperature  with 

For  a  temperature  of  10  degrees  delow  zero,  add  10  oercent 
AIR  CH.  NGFS 

foot  Note  11. 

The  vilue  of  800  (used  in  cubic  con  .ents)  is  for  a.n  estimated  air  change  of  one  room  volume 
per  hour. 

If  it  is  desired  to  provided  for  1^-room  volume  use  the  figure  600. 

ffif  for  2-room  volumes  use  trie  figure  400. 

The  factors  9,  6  and  5  in  formulas  (a),  (d)  and  (c)  are  calculated  for  a  register  air 
temperature  of  175  degrees. 

TRAP'S  IT  I  ON  FITTINGS 

(eX"  Transition  from  w.arm  air  pipes  to  stacks  shall  be  made  with  a  well  designed  elbow  or 
boot  a.nd  no  stack  shall  de  less  than  70  per  cent  of  tne  warm  air  pipe  area. 

SIZE  OF  REGISTERS 

Cff  "  registers  snail  have  a  free  area  at  least  equal  to  tne  calculated  area  of  tne 

basement  pipe. 

SIZE  OF  FURNFBE 

^ S /  Add  together  the  aaotual  warm  air  pipe  areas  in  sq.  in.  as  obtained  in  -'■'ormulas  (a) 
(b)  and  (c),  and  select  a  furnace  having  a  free  area  not  less  than  the  sum  of  all  the  warm  air 
pipe  areas. 


dasement  warm  air  ^.ipe  areas, 
they  should  not  de  over  10  to 


zero  temperature  outside, 
to  the  cax;acity  of  each  pipe. 
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INSTALLATION  0?  LURNAGS 


SUL  SECTION  5 


LOCATION 


,  further  ordained,  That  tne  location  of  tne  furnace  shall  equalize  the 

eng  n  o  warm  airruns  as  far  as  possiole,  yet  give  necessary  preference  to  oipes  sup 
ing  living  rooms,  dining  rooms  and  main  halls. 


pply- 


LOUNOATION 

Tbl  Furnace  foundation  of  hrick,  cement  or  other  incomhustihle  material  snail 


be  pro 


^  ihe  foundation  shall  expend  at  least  fifteen  inches  (15")  at  rear  and  sides  of  furnac 
>ing  and  at  least  thirty-six  inches  (36")  in  front  of  furnace  casing. 


^  ^  Foundation  shall  be  level,  the  top  of  whicn  shall  be  not  less  than  seven  feet  (7') 

oeiow  tne  bottom  of  first  floor  joists. 


asseilBlinc  cf  furnace 


~  ( c )  The  base  ring  of  the  furnace  shall  be  cemented  to  tne  foundation,  making  an  air 

tight  joint. 


parts  shall  oe  assembled  plumb  and  level,  and  in  a  v/orkmanlike  manner. 
Id)  All  sections  and  joints  shall  be  properly  fitted. 

requiring  cement  shall  be  well  filled  and  left  sraootn  inside  and  outside  and 
all  bolts  shall  be  drawn  up  tightly. 

CASINGS 


SUB  SECTION  ^ 

enclosure;  3 


casing 


further  ordained,  ihat  warm  air  furnaces  shall  be  enclosed  in  metal 
or  walls  of  brick,  tile  or  concrete. 

PORTABLE 

TbT  Portable,  sheet  metal  casings  including  casing  tops  shall  be  made  of  galvanized 
sheets,  not  lighter  than  26-U.  S.  Standard  Gauge. 

they  shall  fit  the  castings  and  casing  rings  closely,  so  as  to  be  duit  tight,  and  shall 


be  securely  fastened. 

The  casing  shall  be  lined  from  the  upper  casing  ring  down  to  a  line  on  a  level  v¥ith 
the  grate . 

SIRE  COLLARS 

( ^ )  "^en  side  collars  are  used  the  casing  top  shall  be  of  sufficient  height  so  that 


the  largest  warm  pir  pipe  can  be  taken  from  side  v/ithout  ovaling. 

In  no  case  shall  a  distance  less  than  .right  inches  (8")  be  maintained  betvreen  the  top  of 
any  furnace  and  the  top  of  casing  or  bonnet. 

CEILING  PROTECTION 

(d)  Any  furna'ce ,  the  casing  top  of  v/hich  shall  cone  within  twelve  (l2")  inches  of 
a  combustible  floor,  ceiling  or  joist,  shall  be  prof)ected  by  a  metal  snield,  extending  not 


less  than  eighteen  inches  (18")  beyond  the  casing  of  said  furnace. 

Theis  shield  snail  be  suspended  at  least  two  inches  belov/  woodwork,  allowing  free 
air  space  bet'ween  shield  and  woodwork.  ^ 

No  furnace  casing  or  top,  coming  nearer  than  six  inches  (6")  of  ceiling  or  joists  sha 
all  be  allowed  in  any  case. 

PIPE  OPENINGS 

(TT  Openings  for  side  casing  collars  shall  be  cut  into  the  casing  top,  so  that  the 


SUB  SECTION  7 


ilATERIAL  AND  CONSTRUCTION 


tops  of  all  openings  are  on  a  level. 

Casing  opllars  snail  be  fitted  into  pi'  ce  with  a  proper  flange,  or  bead  on  the  outside 
and  drawn  up  on  tne  inside,  making  a  dust  tignt  joint. 

All  collars  s.^all  be  of  same  size  as  tne  warm  air  pipes  to  whicn  they  a.re  to  be  conn¬ 
ected. 

BRICK  CASINGS 

( f )  Brick  set,  cement  or  nollow  tile  casings  snail  be  constructed  as  follows: 

V/alls  shall  be  not  less  than  eignt  inches  (8")  in  tnickness,  and  snail  be  construc¬ 
ted  aur  tight. 

Rectangular  casing  snail  be,  witn  least  inside  demensions,  ti.e  stme  as  tnat  of  tne 
portable  casing  of  a  corresponding  size  of  furnace. 

Walls  shall  be  catried  to  t  e  same  height  as  tne  portable  walls,  allowing  not  less 
than  eigiit  inches  (8")  between  tne  top  of  the  furnace  and  tne  bottom  of  t..e  top  cover. 

After  placing  the  collars  for  the  '.varm  air  pipes,  continue  the  masonry  up  even 
v/ith  tne  top  of  the  collars. 

Spacing  rads  of  bar  iron  on  edge  or  angle  irons  a.cross  the  furnace  top,  cover 
these  v/ith  sheet  iron,  cover  the  sheet  iron  with  masonry  and  run  the  side  v/alls  four  incnes  ( 
(4")  above  tne  masonry  bed. 

A  galvanized  iron  casing  bonnet  may  be  used  on  briek  set  furnaces.  i 

■r-rovisions  shall  be  made  in  the  walls  for  a  mannole  to  give  ingress  to  neater. 

WARM  AIR  PIPES  IK  BASEIvIENT 


Be  it  further  ordained.  That  all  warm  air  pipes  shall  be  made  of  bright  tin  not 
lighter  than  IG,  or  galvanized  iron! 

Side  seams  shall  be  locked  seams. 

All  joints  snail  .  e  either  double  seamed  or  lapped  not  less  than  one  and  one-  q^uarter 
inches  (I-?")  and  such  joints  shall  be  securely  fastened.  i 

All  pipes  shall  be  properly  secured  to  ceiling  or  joist. 

Any  pipe  tv/elbe  inches  (l2")  or  greater  in  diameter  shall  not  be  made  of  material  lightel 
than  IX  tin  or  No.  30-U.  S.  Standard  Gauge  ga.lvanized  iron. 

(b)  No  warn  air  pipe  shall  run  v/itnin  one  inch  (l")  of  any  v/oodwork  unless  such  woodwowk 
is  covered  with  asbestos  paper. 

(c)  All  warm  air  ^hpes  in  the  basement  shall  be  provided  v/ith  dampers  not  more  than 
two  feet  from  the  casing. 

(d)  .Vher-.,  warm  air  pipes  pass  througn  a  masonry  v/all,  a  metal  thimble  shall  be  pro¬ 
vided,  having  a  diameter  at  least  1  inch  greater  than  the  pipe. 


1 


I 

I 


V/ALL  STACIES 

SUB ‘SjjCTIOM  8 

SIMGLl^  MATijHi:X  AUD  C0U3TRUCTI0U 

Tal  Be  it  further  ordained,  i'hat  all  single  v/all  stacks  or  wall  pipes,  heads,  boots, 
ells,  tees,  angles  and  other  connection  s  shall  be  made  of  bright  tin  or  galvanized  iron  and 
shall  be  covered  with  not  less  ths.n  one  thickness  of  12  lbs.  per  one  nundred  (100 )  square 
feet  of  abestos  paper. 

An  air  space  of  not  less  than  tiiEse-eighths  (3/8)  of  an  inch  shall  be  allowed  on  the 
two  sides  nearest  the  vertica.1  studs. 

A.11  sucii  pipes  shall  be  braced  in  a  proper  manner  so  as  not  to  obstruct  the  flow  of 
air  but  to  retain  the  full  ca^.acity  throughout. 

All  joints  shall  be  locked  or  held  in  place  y  mei.ns  o^'  screws,  straps  or  3.  clamps. 

No  joint  shall  depend  wholly  upon  solder  to  make  it  tight. 
hCUBLii:  MATERIAL  AliB  CONSTRUCTION 

~rbT  hll  double  wall  stacks  or  wall  pipes,  heads,  boots,  ells,  tees,  ■'■-ngles  and  other 
connections  shall  ])e  made  of  brignt  tin,  not  lighter  than  IC  or  galvanized  iron  and  snail 
be  made  double  from  and  including  the  boot  or  foot  piece  in  basement  to  the  top  of  each  and 
every  stack  and  register  head  on  all  floors. 

There  shall  be  continuous  uniform  air  apace  of  not  less  tnan  f ive-sixteentns  (5-16)  of 
an  inch,  which  shall  be  maintained  bwtv/een  the  outer  and  inner  walls  of  al_  sucn  pipes  and 
fittings  of  all  kinds,  styles  or  eq.ual  to  those  accepted  by  tne  National  Board  of  Eire  Under- 
v/ri  ters . 

SUPPORTS  JOINTS 

( c )  All  pipes  and  fittings  either  single  or  double  snail  be  secured  firmly  in  place 
by  lugs  or  straps  attached  to  the  outer  walls  of  stacks  and  fittings,  and  not  nails'  shall  be 
driven  through  tnese  stacks  or  fittings  at  any  point. 

No  wall  pipes  or  fittings  shall  be  used  which  depend  wholly  on  soldered  joints. 

The  variousmembers  shahl  be  so  made  that  all  joints  are  locked  and  soldered  and  tiie 
several  members  shall  be  attached  to  each  other  with  slip  joints,  v/hich  are,  for  the 
purpose  intended,  air  tight. 

REGISTERS 
SUB  SECTION  ^ 

CONSTRUCTION 

T^l  Be  it  further  ordained.  That  when  baseboard  or  wall  registers  are  used,  they 
shall  be  properly  attached  to  the  stack  hetd  in  sucn  manner  that  will  prevent  any  leakage  of 
air  between  the  head  and  the  regiaster, 

REGISTERS  ANTS  LOCATION _ 

( b )  The  warm  air  registers  in  the  various  rooms  shall  be  located  in  or  nerr  the  inside 
walls  in  all  casus  where  possible. 

AIR  SUPPLY  TO  FLRNACE 
SUE  SECTION  10 _ 

SOURCE  OF  SUPPLY 

~[a')  Tlie  air  supply  to  furnace  for  wary  air  heating  plaits  may  oe  taken  from  outside 
or  from  within  the  building  or  may  be  taken  partially  from  outside  and  partially  from  witnin 
In  n'o  case,  however,  shall  air  be  supplied  to  any  furnace  from  any  basement  or  furnace 

room. 
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INSIJE  SUPPBY 

( b )  The  cold  air  intake  or  return  where  air  is  taken  from  witn  in  the  building 
shall  have  a  net  area  througiiout  its  entire  length  of  unotless  than  the  combined  net 
area  of  all  warm  air  pipes  leading  from  the  frunace. 

This  may  be  maintained  in  one  or  more  ducts. 

OUTISDE  SUBPLY 

fej  vVhen  the  cold  air  supply  is  taken  wholly  from  the  outside  |of  the  building 
the  supply  duct  at  its  most  contracted  area  shall  equal  or  exceed  eighty  per  cent  (80^)  of 
the  combined  area  of  all  warm  air  pines  leading  from  the  furnace. 

LIMENSI0N3  ANE  CONSTRUCTION 

(31  Cold  air  ducts  shall  be  construced  of  metal,  tile  or  other  incombustible  material 
having  smooth  ; nner  surf  ce  and  shall  maintain  a  constant  net  area  throughout  their  entire 
length  and  shall  be  made  air  tight. 

V/here  cold  air  duct  is  connected  to  the  casing  at  the  base,  tne  opening  shall  nbt 
extend  higher  than  a  line  on  the  level  of  the  top  of  the  grate  of  tne  furnace. 

The  width  of  the  shoe  shall  be  of  the  proper  measurement  to  make  the  area  at  least 
equal  to  inat  of  the  round  or  square  pipe  to  which  it  is  connected. 

AIR  SUPPLY  BETWEEN  JOISTS 

Cel  vi/heresrer  the  space  between  joists  is  used  fo  convey  cold  air  over  head,  galvanized 
iron  to  be  used  shg,il  be  made  tight  as  possible,  and  all  joist  or  wood  surfaces  snail  be 
covered  by  metal. 

The  connection  from  this  pan  to  the  boot  or  shoe  shall  be  made  of  galvanized  iron  and 
shall  have  a  transition  colar  thd  top  area  of  which  shall  be  at  least  10  per  cent  greater  4nan 
the  area  of  the  connecting  pipe.  " 

COLD  AIR  FACES 

If)  The  cold  air  face  or  faces  shall  be  made  of  wood,  or  metal. 

.hien  set  infloors  the  top  surface  shall  be  flush  witn  floor. 

V.here  cold  air  face  is  placed  in  a  seat  or  side  wall  (whether  furnished  by  owner, 
general  contractor  or  furnace  contractor)  the  open  work  of  face  shall  extend  to  within  at 
least  one  inch  (l")  of  the  floor  line. 

The  free  area  of  cold  air  faces  snail  be  at  least  10  percent  in  excess  of  tne  free  area 
of  the  duct  or  ducts  to  which  they  a.re  connected. 

SMOKE  PIPES 
SUB  SECTION  11 


CONSTRUCTION  AND  DIMENSIONS 

^  (a)  Be  it  further  ordained.  That  the  smoke  pipe  shall  e  as  short  and  direct  as 

consistent  with  the  location  of  the  furnace. 

The  smoke  pipe  shall  be  made  of  either  black  or  galvanized  iron  nor  light-r  than  No.  24 
U.  S.  Standard  Gauge  and  of  the  full  size  of  the  collar  on  the  furnace  throughout  its  entire 
length. 
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the  diameter  of  the  smoke  pipe  and  of 


It  shall  have  no  orher  opening  for  attaching  any  fireplace,  stove,  range,  v/ater  heater, 
gas  or  ventilating  connection. 

It  snail  he  ocked  semmed  or  riveted;  all  Joints  shall  lao  not  less  than  one  and 
one-half  inches  (it")  and  shall  he  rigidly  secured. 

Cast  iron  smoke  pipe  may  he  used. 

TKI13:]^S  dTD  INoULATIOh 

( ^ )  ihieTe  the  smo -<e  pipe  enters  the  flue,  a  thimhle  shall  he  cemented  into  the  flue 
and  the  cohnections  thereto  made  air  tig  t. 

ohould  any  smone  pipe  come  within  eighteen  inches  (18")  of  i..ny  comhustihle  material  , 
such  comoustible  material  shall  he  covered  v/itn  asbestos  paper  and  a  metal  shield  so 
lastened  that  t  tv/o-inch  air  space  exists  between  this  shield  and  the  comhustihle  material. 

ihis  shield  shall  he  not  less  in  size  thantwice 
sufficient  length  to  cover  the  wood  at  all  points. 

PIESLE3S  OR  ORS-PIPR  PURNACtS 

SUB  ShGTIOh  12 

GhXdRAX  CQgSTRUC ■ lOR  I 

^  (a)  sie  "it  further  ordained.  That  v/hen  one  duplex  grating  is  used  for  both  I 

warm  air  and  cold  air  in  a  socalled  pipeless  furnace,  tne  area  of  the  cold  air  intake  shall  he* 
at  least  e-^ua-l  to  the  area  of  the  v/ara  air  outlet  of  the  grating* 

ouh  Section  6,  relative  to  casing  shall  not  'overn  when  this  type  of  furnace  is 
installed  hut  the  following  specification  shall  he  follov/ed: 

The  inner  and  outer  c^.sing  of  this  type  of  furnace  may  he  made  of  either  black  or 
galvanized  iron  not  lighter  than  No.  26  Li.  S.  Standard  Gauge. 

A  Uniform  air  space  shall  he  maintained  at  all  poinrs  between  the  inner  and  oute .  casing 
In  no  case  shall  the  top  of  the  furnace  allowed  h,.  closer  than  twelve  incnes  (12")  to 
any  ceiling  or  joists  above  the  furnace. 

V1.00R  CONSTRUCT-ON 

(hi  V/here  joists  are  cut  to  accommodate  this  type  of  furnace,  headers  shall  he  put  in 
and  hEaced  so  as  not  to  wea.ken  the  structure  of  the  floor  above  the  furnace. 

RESTRICTIONS 

Cd )  Sub  section  No.  4  for  determining  area  or  v/arm  air  pipe  shall  not  govern  in 
figuring  a  pipeless  furnace. 

REGISTERS  AND  FACES 

("dl  where  one  v/arm  air  register  face  is  used,  and  separate  face  or  faces  for  cols  air 
supply  are  used,  then  Sub  Section  7  and  10  shall  apply 
PROTECTION  OF  PERSONS  EMPLOYED  01  BUILDINGS 
SECTION  264  _  ~~ 

ND  SAFEGUARDS 


C0YJ.1I  SSI  ONER  TO  RE  ).IIHE  PROPER  SCAFFOLDS _ 

( a)  Be  it  further  ordained,  Tnat  the  Building  Goijimissioner  he  and  is  herhy  authorized 
to  require  sucn  safeguards  and  precautions  taken  by  contractors,  sub  eontractors  and  owners 
when  constructing  buildings  ad  he  considers  necessary  for  the  proper  protection  against  acdi- 
dents  to  the  ’.Torkmen  employed  on  the  work, 

GIVEN  S:^ Cl AL  RIGHT  TO  SAFEGUARD  LIFE  AND  PROPERTY 

^ ( h )  Ke  shall  also  have  the  right  to  require  such  changes  not  specifically  meniioned  in 
this  Code  as  will  conserve  a;  d  safeguard  life  a.nd  prooerty. 

PROTECTION  •  F  LIJ’E  ARID  LIMB 
SECTION"  265 


MACHINES  TO  BE  GUARDED 

Be  it  further  ordained.  That  in  every  factory,  mill  or  other  like  place  where  belting, 
gearing,  shafting  or  other  machinery  are  used,  the  same  shall  be  guarded  in  such  manner 
as  \/ill  reasonably  protect  persons  emplo/ed  or  passing  near  the  same. 

VIOLATIONS  AND  PENALTIES 
SECTION  266 


Be  it  further  ordained.  That  any  person  or  persons,  firm  or  corpora.tion  including  ov/ners 
agents  contractors,  mechanics  or  worlcmen  violating  any  of  the  terms  or  provisions  of  this  ^ode 
or  failing  to  comply  w'ith  any  of  the  same,  except  where  a  specific  penalty  is  otherv/ise 
provided  herein  shall  be  fined  for  the  first  offense,  not  less  than  fife  dollars  (45.00)  not 
more  than  fifteen  dollars  ($15.00)  and  for  the  second  offense  not  less  than  fifteen  dollars 
($15.00)  nor  more  than  fifty  dollars  ($50.00)  and  for  any  subsequent  offense,  not  less  than 
fifty  dollars  ($50.00)  and  not  more  than  one  hundred  dollars  ($100.00)  and  in  audittinn  thereto 
a.ny  license  Pieretofore  issued  to  such  offender  may  be  revoked  and  where  such  violation  is  of 
a  continuing  nature,  ea.ch  day  audh  jjerson,  firm  or  corporation  violates  a,ny  such  provision,  or 
fails  to  conform  with  any  such  provision  of  this  Gode  shall  be  deemed  a  separate  offense. 
REPEALING  SECTION 

SECTION  267  ■ 


Be  it  furtiier  ordained,  -Lnat  all  former  ordancnces  or  the  City  of  Fort  V/ayne 
affecting  or  relating  to  the  construction,  alteration  or  removal  of  buildings  or  other  stru¬ 
ctures  and  all  other  ordainances  or  parts  thereof  inconsistent  v/ith  or  in  conflict  are 
hereby  repela.ed. 

CONS  T I TU  T I ON  AX  I TY 

SECTION  268 


Be  it  further  ordained,  That  if  any  provision  of  this  Code  shall  be  held  to  be  unconstitu¬ 
tional  or  void  for  any  reason  by  any  court,  the  otner  provisions  of  this  Code  shall  not  be 
thereby  affected  but  shall  remain  in  full  force  and  effect.  I 

V.liEN  EFFECTIVE  I 

SECTION  269  ■ 

Be  it  further  ordained.  That  this  ordinance  to  be  known  as  the  Building  Code"  shall 
take  effect  from  and  after  its  passage  and  approval  by  the  Mayor  and  its  legal  Publication 


Done  at  the  Council  Chamber,  this  14  day  of  December,  1926,  City  of  Fort  Wayne,  Indiana 


n'ii  lltCRiBY  GiilRTIFY,  Tiiat  tne  ComKon  Council  of  tne  CITY  OS'  FORf  ./A’/IIS ,  IRJIAN/.,  at  a 
•IRGUL/il  meeting,  held  on  ti.e  14tn  day  of  RRGFMBFR,  19^6,  h  a  majority  vote  of  all  tne 
members  elect,  did  pass  tne  ordincnce  hereunto  attached,  and  knovm  as  GRKiiiR/ii  ORDIRih oh 
NO.  1328 

JinN  S.  BFNNRTT  LEONARD  H.  RLLGNj/OOO 

President  City  Clerk. 

Presented  to  tne  PAYOR  fir  approval  on  tne  23  day  of  OECRMEGR  1926 


Approved  tnis  23rd  day  of  OhCRMBYR,  1926. 


LnONARh  H.  RLIRNWOOD 
City  Clerk 


'ffli.  C.  GRAKR. 
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GiiiNiiiR/i  ORjOIRANCR  i‘0.  1329. 

^  O^IN/l^GE  fixing  tiie  compensation  of  emplotees  in  tne  PIRE  iJE'PAHTI\/lElMT . 

C01310B  COUNCI]^  of  tiie  CITY  of  PORT  V/AYIYE  ,  IRRIAlvS, 
xilL.t  tne  following  employoese of  ^  ty^e^.-Bepartmentl of  Public  Safety  in  tiie 
^  RE  s^s-11  receive  tile  following  salaries  rcspe't:tiveiy,4fr6m  and  after  tne  Ist 

day  of  J^ARY,  191^7:  ■  f  :;o^;i..  :  o.  i.  =  -c,  rU.c;  .  of  na.iic  ...6  j  in  m.e 

Tne  Gimeftof  t  e  _  PIRd  ’  SEPAliTIdSMY  shall  rece'iveoa  salaryOat  tnecrat®  of  $255.00  per  month 
iiui  Assistant  Gnief  sziall  receive  a  salary  at  tne  rate  of  ^^15.00  per  nontn. 
rne  Ratallion  Jniefs  snail  each  receive  a  salary  at  uie  rate  of  mi20b.00  per  montn.  « 

ihe  Jiilectrician,  being  ti.e  Superintendent  of  t.^e  PiRit  Ai.ARM  SYSTEM,  snail  receive  I 

a  salary  at  t  e  rate  of  <1^215.00  per  montn.  I 

Electrician  being  Assistant  Superintendent  of  trie  Pire  Air  Em  System 
si*all  receive  a  salary  at  ti^e  rate  of  $190.00  per  montn. 

The  Master  Mecjianic  snail  receive  a  sa.lary  at  ti.e  rate  of  .i?200.00  per  month. 

ihe  Assistant  Master  Mechanic  snail  receive  a  salary  at  t  e  rate  of  $180.00  per 
month.  ir  X 

Tne  Captains  snail  each  receive  a  salary  at  t  ,e  rate  of  s$165.00  per  month. 

Tne  Lineman  snail  receive  r  salary  at  r.  e  rate  of  $175.00  per  month.  k 

All  Hosemen.  Truckmen ,  Driv .  rs ,  Tilleimen,  Ala.rm  and  Telepnone  Operators  and  otner  I 

oi  t..e  department  including  ti.e  Secretary  of  tiie  Chief  snail  ea.cn  receive  during  | 
six  montns  of  ti.eir  enployment  $140.00  per  montn;  during  t^e  second  six  moptn 
of  tiieii  employment,  tney  snail  receive  a  salary  at  tne  rai^e  of  $145.00  per  month  and 
tnereafter  during  tneir  employment  tney  snail  receive  a  salary  at  tiie  rate  of  $150.00 
per  month. 

SEGTIOE  2.  ihat  tnis  ordinance  shall  be  in  full  force  8.nd  take  effect  from  and  a.fter 
Its  passage  and  approval  by  t.  e  MAY'OR. 

S.  KiRRY  PISHkR. 

.vE  ISnEBY  CERT  PY ,  Thatvtne  GOiaiOR  COURGIL  of  tne  CITY  of  FORT  V/AYEE  ,  lERIAEA,  at 
a  REGLLAR  meeting,  held  on  t-.e  28tn  day  of  DECEMBER,  19k6,  by  a  majority  vote  of  all  tne 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as  CEEERAL  ORDIEAECm 
LO.  1329. 


BEL  F,  EENRETT 
President . 


LEONARD  H.  ELLEEV/OOD. 

City  clerk. 


Presented  to  tne  MAYOR  for  approval  on  tne  6th  day  of  JAEbARY  1927 


LEOEi'dlD  II.  ELIREhllOOD. 

City  Clerk. 


Approved  this  7tn  day  of  JANUTVR’l  1927, 


kVM.  G.  GEA.iiK , 
Mayor . 


I 
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aiLH-JPJCL  ORDIIL'-l'JGP  15:50. 


J^iXi  Ordinance  fixing  tne  Compensation  of  Em  J.oyees  of  tne  Police  Depai’tment,  o.s  amended 
PECENKJR  28,  1926. 

Be  it  ord£:.ined  by  tne  CCMtOB  COUITCIL  of  tne  CITY  of  FOR'  'v/AYl'ffi  ,  INBI/iFA: 

SECTION  1.  That  the  following  employees  under  tne  department  of  PUBLIC  SAFETY  in  t..e 
POLICE  BEPAI'-iTllENT  shall  receive  tne  following  salaries  respectively,  from  and  after  t:.e 
1st  day  of  J/dTUAHY ,  1927: 

Tne  Chief  of  Police  shall  redeive  a  salary  at  tn^  rate  of  $215.00  per  month. 

Captain  of  Police  shall  receive  a  salary  at  tne  rate  of  $220.00  per  month. 

Captain  of  detectives  shall  receive  a  salary  at  tne  rate  of  $215.00  per  mbntn. 
Lieutenp.njs  shall  each  receive  a  salary  at  the  rale  of  $195.00  per  mont*.. 

Sergeant  detectives  snail  each  receive  a  salary  at  t.^e  rate  of  $175.00  per  montn. 
Pati’ol  Sergeants  and  Pesk  Sergeanjss  snail  each  receive  a  salary  at  t-.e  rale  of 
$165.00  per  month,  excei)t  TRAFFIC  SERGEAIRT  $170.00  per  montn. 

The  V/OLIiilll  SjlRGETVNT  shall  re^Jeive  a,  salary  at  tne  rate  of  $160.00  per  m.onth. 


The 

The 

The 

The 

The 


01 


$12^.00  per  montn. 


The  Chief's  Secretary  shall  receive  a  salary  &.t  tne  rstte 

The  Humane  Officer  shall  receive  a  salrry  at  t--e  rate  of  $140.00  per  month. 

(Tne  LINEMAN  shall  receive  a  salary  at  tne  rate  of  $175.00  per  month.) 

TheG/iRAGE  ATTENDANT  shall  receive  a.  salary  at  tne  rate  of  $145.00  per  month. 

ALL  PATR0LIvL]N,  CALL  CIERKS ,  STATIONIf  3T-';R3  ,  iVAGON  DRIVERS,  MOTORCYCLE  I.EN ,  TRAFFIC 
IIEN,  POLICS'YOIIEN  and  otners  of  thdepartment  3na.ll  each  receive  during  ti^e  first  six  month?; 
of  their  employment  a  salary  at  t*-e  rate  of  $140.00  per 

of  their  employment,  each  snail  receive  a  salary  at  tne  r 

after,  each  snail  receive  a  salary  at  tiie  rale  of  $150.00 


month;  during  tne  second  six  montns , 
-te  of  $145.00  per  m.onth  and  ti.ere- 
per  month. 


SECTION  2.  That  tnis  ordinance  be  in  full  force  and  take  effect  from  and  after  its 
passage  and  a.pproval  by  tne  MAYOR. 

S.  H/vRRY  FISHER. 

HEREBY  CERTIFY,  That  tne  GOiaiON  COtNCIL  of  tne  CITY  of  FORT  V/AYKE  ,  INDIANA, 
at-  REGULAR  meeting,  held  on  tne  28tii  da.y  of  DECEMBER  ,  1926,  by  a  majority  vote  of  all 
the  members  elect,  did  pass  the  ordinance  hereunto  attached,  aid  kncnn  a,s  GENERAL 
ORDINANCE  NO.  1330. 

BEN  F.  BENNITT  LEONABD  H.  ELIENV/OOD. 

President.  City  Clerk. 

Presented  to  tne  MAYOR  for  approval  on  ti.e  6th  day  of  JAKUARY ,  1927. 

LEONARD  H.  ELILN¥OOD. 

City  Clerk. 


Approved  this  7t/i  dry  of  JANUARY  1927; 


y/M.  C.  GEAKS . 
Mayor . 
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cjek;:';  ",AL  okdik.ajijce  no.  1331 

An  ordinance  fixing  tne  salaries  of  Clerks  in  the  Office  of  tne  CITY  GONTHffllLER. 

Be  It  oraained  t..e  COITION  GOLITGIL  0?  CITY  OP  PORT  .VAYlvIP ,  IlOIAiOV: 

3RGTI0N  1.  That  on  and  after  t-.e  first  day  of  J/iJUARY ,  19ii7,  t..e  salary  of  tne 
Assistant  to  tne  Deputy  Controller  be  and  t..e  same  is  nereby  fixed  at  tne  rale  of  ONE 
RUNDRRD  PIPTEEN  D0LI.AHS  ($115.00)  a  month;  tnat  tno  salary  of  tne  Bond  and  Coupon  Cle.k 

be  and  toe  same  is  fixea  at  the  rate  of  0NEHIJND?u;D  T.ENTY-PIVE  LOLLARD  (vlhO.OO)  per 
month. 

CilON  2.  That  this  ordinance  bo  in  full  force  and  effect  on  and  aftei'  its  pas- 
sage  and  approval  by  t-.e  mayor. 

CHESTER  HINTON. 

.■yE  HEREBY  CERTIFY,  That  t..e  GOLILON  COLNCIL  of  tne  CITY  of  PORT  V/AYIE ,  INDI/NA, 
at  a  RSGUL/E  meeting,  held  on  tne  28th  day  of  CEGEini^.R,  1926,  by  a  majority  vote  of  all 
the  m.em.bers  elect,  did  pa .  s  the  ordinance  hei-eunto  attached,  and  knovm  as 

ge:?e  al  ord in  ngs  no  .  1331 


BEN  P.  ■^ENNITT. 
President . 


LEONARD  H.  ELIENV/OOD, 
City  Clerk. 


Presented  to  t-  e  IvIAYOR  for  approval  on  t..e  .6th  day  of  JANUARY,  1927 


LEONARD  H.  ELLENY/OOD 
City  Clerk. 


Approved  tnis  7tn  day  of  JANUARY  1927. 


IQiK  C.  GEAHE 
Llayor . 


GSlLiR/i  Oi:iDIK/:NCE  BO.  135<; 


/ui  Ordinance  fixing  tne  sala.ry  of  the  Ci  :y  Inspector  of  V/eights  and  Lleasures 
a,nd  repealing  ordinances  _n  conflict  tnerev/ith. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Bort  .7ayne ,  Indiana. 

SBCTIOIT  1.  That  the  salary  of  the  City  Inspector  of  Weights  and  Measures, 
be  and  the  same  is  hereoy  fixed  at  the  rate  of  Tv/o  hundred  Jollars  (.;^2o0.00)  per  month  be¬ 
ginning  on  the  1st  day  of  January,  1927. 

ShCTIOW  2.  That  the  payment  of  the  salary  set  out  in  Section  One  nereof  shall 
be  in  full  payment  of  all  services  rendered  by  said  City  Inspector  of  'Weights  shd  measures  by 

and  through  any  division  of  department  of  said  City,  and  shall  constitute  the  entire  salary 

of  said  City  Inspector,  c.nd  all  ordinances  creating  any  salary  payable  to  the  City  Inspector 
by  that  title  or* any  other  title  are  nereby  repealed. 

ShCTIOB  3,  That  General  Ordinance  Bo.  1234,  "an  Ordinance  creating  the  position  of 
Larket  Scale  Inspector  and  fixing  a  salary"  passed  Oecember  23,  1924  is  hereby  repealed. 

SECTIOB  4.  Thg.t  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
pass3.ge  and  a_;.proval  by  the  Hay  or. 

hdw.  H.  Ilunsaker 

Done  at  the  Council  Chamber,  this  28  day  of  December,  1926,  City  of  Fort  'Wayne,  Indiana. 

'wB  HFRFBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  ''Wa.yne ,  Indiana, 
at  a  Regular  meeting,  held  on  the  28  day  of  December,  1926  by  a  majority  vote  of  all  trie 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  o.nd  known  as 
GFBFRjii  ORDIE'/'JICE  BO.  1332 

Ben.  F.  Bennett  Leonard  Ii.  Lllenv/ood 

President.  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  6  day  of  January,  1927 

LEOBARD  II.  ELLEBV/OOD 

City  Clerk 


Approved  tnis  7th  day  of  Ja,nuary,  1927 

Wm. .  C .  Ge  ake 


Mayor . 


OKDl¥,MCrA  NO.  1333 


I 


I 


An  Ordinance  ratifying  and  approving  a  contract  "betY/een  the  City  of  Rort  V/ayne  by 
^^nd  tnrougn  its  Board  of  Public  works  and  Tbe  National  Mill  Supply  Company  by  and  tJrirough 
^3 .  A.  Lehman,  its  I’resident,  for  the  furnishing  of  machinery  material  for  use  in  the  City 
Light  Department. 

wlirjPaijAS ,  on  the  13  day  of  December,  19S6',  the  City  of  Pori  ilayne ,  Indiana,  by 
and  thi  ougii  its  Boa_\x  of  Public  Porks,  entered  into  a  contract  v/ith  The  Nationa.1  Mill 
oupply  Company  v^f  -^^ort  'Payne,  Indiana  forthe  furnishing  of  certain  machinery  m.aterial  to 
oe  usea  in  the  City  Light  Department,  which  contract  is  in  the  following  words  and  figures: 

ih'is  Agreem.ent  made  and  enetored  into  this  13  do,y  of  December,  19S6  by  rind  be- 
oTtjCcn  ihe  National  Mill  Supply  Company  of  Port  Wayne,  India,na  by  and  TJirough  S.  A.  Lenman 
its  President,  nereinalter  j.cnGvm  as  the  contractor,  a.nd  the  City  of  Port  V/ayne ,  by  and  through 
its  Board  of  Public  Porhs,  hereinafter  known  as  the  purchaser,  wi tnessetn: 

ihat  said  centre- dtor  eigrees  to  sell  and  tne  pucchaser  agrees  to  buy,  I’or  e,nd  in 
considereation  of  the  sum.  of  sixty-six  hundred  sisty-seven  dollars  ($6667.00)  to  be  paid 
to  the  contractor  by  the  purchaser  as  hereinafter  provid.d,  the  machinery  m.aterial  considt- 
ing  of: 


(a)  One  P.eciprocating  feeder 

(t>)  One  Steel  Pnclosed  Elevator 

(c)  One  belt  conveyor 

(d)  Twenty-five  duplex  valves 

(e)  Traveling-loading  car 

(f)  One  Weight  Larry. 

All  of  said  m.achinery  material  shall  be  furnished  by  the  contractor  in  good 
shipping  or  ^er  P.  0.  B.  cars  Colum.bus,  Ohio,  and  shall  conform  substaintially  to  the  drawings 
of  the  Columbus  Conveyor  Company  No.  3-851-1  3h-l  B.nd  shall  conform  to  the  specifications 
set  forth  in  a  proposal  by  the  Columbus  Conveyor  Company  to  the  Port  Payne  Municipa.1  Light 
Plant  da.t.rd  November  PO ,  1936,  all  of  which  specifications  are  by  reference  made  a.  pa.rt  of 
this  contract. 

The  contractor  agrees  to  furnish  all  material  descrioed  in  this  agreement,  in 
approximately  four  weeks  from  date  of  execution  of  this  contract,  receipt  of  coi;g,,lete  inform¬ 
ation,  and  ap^.rcval  of  dra/./ingo  by  the  purchaser. 

Tne  purchaser  sha.ll  not  require  the  contractor  to  suj-)ply  a.ny  safety  devices, 
specified  by  law,  ot  otherv/ise,  except  those  divices  specifically  mentioned  in  tnis  agree¬ 
ment. 

Cne  coat  of  paint,  grease  or  oil,  shall  be  apx^lied  by  Liie  contrector  to  all 


I 


I 


exposed  machinery  pax'ts  prior  to  shipment. 

Tne  right  is  reserved  by  the  contractor  to  make  any  change  in  material  or  design, 
which,  in  its  judgment,  are  necess;  ry  for  the  improvement  or  more  perfect  operation  of 
the  pla.nt  specified  in  this  agreement. 

The  contra. ctor  warra.nts  the  within  specified  ma.chinerj''  to  be  suitaible  for  tne 
j^urpose  named  and  any  part  of  j^arts  vwiich  are  defective  in  workmanship  or  material,  will 
be  replaced  v/i  hout  charge,  .7.  0.  B.  factory,  v/itnin  six  months  from  date  of  shipment,  if  tne 


I 
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purchaser  has  Irnnediately  notified  the  contr.  ctor  in  v/iriting,  of  such  defects,  and  a.n 


I 


I 


I 


examination  provids  the  claim.  It  is  expressly  agreed  that  no  othcx-  claims  for  labor  or 
damages  will  be  allowed.  The  purchaser  shall  not  hold  tne  contractor  resoo.osible  for  v/oric 
done,  repairs  made,  or  material  furnisned  by  other,  unless  specif ica.lly  agreed  to  in 
vrrihing,  and  tne  contro^ctor  reserves  the  right  of  doing  or  superintending  sue.*  necessary 
repair  viio'rk. 

Snould  the  progress  of  tne  wor.i  be  delayed  or  interrupted  by  the  purchaser  or 
changes  in  tne  original  plans  be  made,  tne  purenaser  snail  pay  tne  contractor  tne  proven 
additional  expense  resulting  rorn  sucii  cause  . 

The  contractor  vi^ill  protect  the  xjurchasor  in  the  use  of  tne  ./ilnin  sijocified  mac..- 
inery,  againsu  any  i.nd  all  claims  of  patent  inf ringem.ent ,  j,.'i’o v i.Led  tne  ^urenaser  nas 
immediauely  reported  sucii  claims  to  tne  contra.ctor  in  wirting  and  will  permit  tne  ontractor 
to  defend  same  at  its  expepse. 

The  purchaser  snail  not  hold  the  contractor  liable  for  any  less,  dej.iage ,  or 
delay  due  to  ura-iisportation,  accident,  fire,  strike,  civil  or  military  authority,  insurrection 
of  any  causes  beyond  its  control. 

The  contractor  will  consider  no  claim  for  shortages  or  errors,  unless  suen  claim 
if  made  immeuiately  after  receipt  of  shipment. 

^Payment  shall  be  made  in  current  funds  of  the  Und±(fed  States  at  par,  at  Golumous, 


Ohio,  as  follo'ETs:  i’ifty  percent.  (bO^o)  vmen  mo.chinery  is  shipped. 


or 


.s  ready  to  ship. 


Tv/enty-five  percent  {2b%)  thirty  da,y,  and  Twenty  five  per  cent.  sixty  aa.ys  tnor^aftcr. 

Overdue  pa  merits  v/ill  bear  interest. 

If  the  purenaser  so  desires,  the  contra.ctor  viill  furnisn  an  experienced  millV7right  who 
v/ill  super.:  ntend  the  inst  nation  of  the  machinery  specifiea  v/itnin,  said  millwright  to 
be  in  tne  employ,  and  subject  to  ti*e  directiojis  of  ti^e  purchaser. 

The  purchaser  agrees  to  pa.y  not  to  ex..eed  S&..:0  per  day  of  eignt  nours,  an^  fifty 
_ercent.  (bO/i>j  additional  overtime,  x'or  tne  mil] '.vrighl '  s  services,  .■  nd  in  a*xdition  -/ill  _,ay 
all  necessary  traveling  and  living-  expenses,  suen  charges  to  he  reckoned  from  tne  time  tne 
millwright  leaves  the  contractor's  plant,  until  his  return. 

It  is  agreed  that  tne  Putchaser  is  to  provide.,  all  necessary  tools  a.nd  labor  to  en¬ 
able  the  millwright  to  _.-erform  nis  work  ./ithout  unnecessary  delay.  If  these  tools  are  furn¬ 
ished  by  the  contractor,  the  purchaser  agrees  to  pay  Lrt.nspor tati on  cnarges  to  and  from 
the  factory,  ana  also  e  reasonable  sum  for  their  uso. 

The  xrurchaser  agrees  o  I'eimburse  the  contrcctor  for  any  dfuma  c  to  tne  eontractor's 
tools,  while  M  the  phrcliaser '  s  possessio  . 

Tile  purenaser  agrees  lg  ay  for  such  services  o.nd  expense  on  the  1st  and  lot^*  of 
each  r:onlh  during  the  life  of  this  contract. 

*n  uiuness  Wi.ereof,  the  ^'^I’ties  hereto  have  Hereunto  set  tneir  nands.  and  seals 
the  di.y  and  yeo.r  first,  above  writ'uen. 

Tild-  NATIClvAk  :.:ILL  SUPPLY  COMPTUY 
By  S.  A.  Lehm;-..n,  Pres. 


130/JD  Cl’  PUILIC  „'OdnS,  CITl  OP  PORT  -'AYKS  , 

IPBIALA 

By  J.  T.  Jonnson 
Tom  Snook 

William  S.  O'Rourke 

3:^CTI0R  1.  Be  it  ordained  by  the  Common  Council  of  tne  City  of  -"’ort  ./ayne  tnat 

the  contract  heretofore  entered  into  on  tne  _  day  of  December,  19h6  b  and  betv/een 

the  City  of  Port  Wayne,  Indiana  by  and  tnrougn  its  ooard  of  Public  W'orks  and  Tne  Rational  mill 
Supply  Company  by  and  through  3.  A.  Lehman,  its  President,  as  more  fuLly  set  cut  in  tne 
preamble  hereto,  be  and  the  same  is  nereby  in  all  things  ratified  axL./  approved. 

SmCTIOR  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  agdjer 

its  passage  and  api^roval  by  the  Mayor. 


I 


Pdw.  JI.  Pisner. 

Done  at  the  Council  Chamber  this  28  day  of  December  1926  City  of  fort  V/ayne ,  Indiana. 

WP  JISRPEY  CPRTIPY,  That  the  common  Council  of  the  City  of  fort  Yayne ,  Indi..-na  au  a 
Regular  meetin.  ,  held  on  bho  28  day  oi  Decembex',  19-i6  oy  a  majority'  vote  of  all  members  elect, 
did  pass  tne  crdina.nce  ner..unlo  attacne  . ,  and  mnewn  as  General  Ordinance  Ro .  13333 


Ben  P.  Bennett  President 


Leonard  H.  fllenwood,  City  Clerx 


I 


Presented  to  uhe  mayor  for  approval  on  the  6  day  of  January',  1927, 

Leonard  H.  Pllernv/ood 


]ity  Clerk 


Approved  tnis  7th  day  of  January  ,  1927 


V/in.  C.  Geake 


Mayor 
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GiJ>IERA.L  OKDIN  lIGi:]  .  1354 

An  Ordinance  fi.cin^  tne  salary  of  tne  Inspector  of  Buildings,  Inspector  of 
Electrical  work,  Inspector  of  Hunting,  Assistant  Inspector  of  Buildings  and  Clerk  to 
tile  Department  oi  Buildings,  as  amended  Decemaer  ,  1926. 

it  ordained  "by  the  Common  ^uuncil  of  the  City  of  ilayne ,  Indicina. 

SiiCTION  1.  ihat  on  and  after  tne  Ist  day  of  January,  1927,  the  salary  of  the  In¬ 

spector  oi  ;LUilding3  oe  and  tne  st-me  is  nereh  fixed  at  tlie  rate  of  Two  hundimd  fifteen 
Dollars  ($215.00)  a  month;  That  the  salary  of  the  Inspector  of  Electrical  dork  he  and  the 
same  is  hereby  fixed  at  tne  rate  of  OneHundred  Ninety-five  Dollars  ($195.00)  a  months 
that  tne  salary  of  the  Inspector  of  Plumbing  be  and  the  seme  is  hereby  fixed  at  the  rate 
of  One  Hundred  Ninety-five  Dollars  ($195.00)  permonth;  that  the  svlary  of  the  assitant 

Inspector  of  Euildin  s,  be  and  tne  seme  is  hereby  fixed  at  tne  rate  of  One  Hundred  Sixty 

Dollars  (plOO.OO)  a  ;..onth  and  that  the  salary  of  the  Clerk  to  tiie  Oepariment  of  Building 
be  and  the  same  is  hereby  fixed  at  the  rate  of  Ninety  Dollars  ($90.00)  per  month. 

oiiiCiI0j.>  2.  ihat  ohis  ordinence  be  in  full  force  anu  effect  on  end  after  its 
pass3.ge  and  a^.prevai  by  the  Mayor. 

Harry  M.  McMillen 


Done  at  the  Council  Chamber  this  28  day  of  Decemoer,  1926,  City  of  fort  Jayne,  Indiana. 

./E  HEPmBY  CriP.TIPY,  -i-hat  the  Common  Council  of  the  City  of  Fort  Jayne,  Indiana,  at  a 
Regular  meeting,  held  on  the  28  day  of  December,  1926  by  amajority  vote  of  all  trie  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GSKSRJh  ORDIN/ETCE  NO.  1334 


Ben  F.  Bennett 


President 


Leonard  H.  Ellenv/ood 


City  Clerk 


Presented  to  the  Mayor  for  approvoH  on  the  6  day  of  January,  1927 


Leonar  H.  Ellenwood 

City  Clerk 


Approved  this  7th  day  of  January,  1927 


V/m.  C.  Geake 


Mo.yDD 


2unv 
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GSKKR/J.  ORDINANCii;  ilO.  1335 


An  Ordinance  approvin,^  a  contract  between  the  Port  w'ayne  Journal-Gazette  and  the 
City  of  Port  '.Vayne ,  Indicina,  .by  and  through  its  Board  of  Public  Jorhs,  covering  the  Printing 
of  tne  Proceedings  of  the  Corrrion  Council  for  year  19P7. 

idIGKKAS ,  heretofore  on  tne  11th  day  of  January,  1927,  the  City  of  Port  .'/ayne , 
Indianci,  by  and  through  its  Board  of  Public  ./orks  entered  into  a  contract  ./i  tn  tne  -^-''ort  ./ayne 
Journal-Gazette,  Covering  the  Printing  of  the  Proceedings  of  Common  Council,  v.'hicn  contro-ct 
is  in  the  folio.,  ing  words; 

COITTPP.CT  /ilTr)  liOPD. 

THIG  AGRGBtlGhT ,  made  and  entered  into  this  11th  day  of  January,  1927,.  by  and  between 
the  Port  wayne  Journal-Gazette  party  of  the  first  part,  and  i,ne  City  of  Port  V/ayne ,  alien 
County,  -otate  of  India,na,  by  and  through  its  Boar..L  of  Public  V/orks,  uarty  of  the  second  oart, 
■VITKBSSPTII: 


That  tne  party  of  the  first  _,art  covenants  and  agrees  to  print  in  tne  Port  ./ayne, 
Journal-Gazette  Proceedings  of  the  Common  Council  of  the  City  of  P’ort  ./ayne,  Indiana.,  from 
January  1st.  1927,  until  December  51st,  1927,  :  nd  tofurnish  the  parties  -f  tne  second  part. 
One  H  ndred  and  Tv/enty-five  (125)  coTjies  of  the  Proceedings  of  eo-ch  Council  Meeting  bound  in 
Pamphlet  Porm,  a.nd  to  furnish  and  complete  upon  the  termination  of  this  contract,  on  December 
,slst,  1927,  fifty  (50)  copies  of  the  Proceedings  of  the  Pntire  Year,  bound  together  with  an 
index  for  each  oi  said  copies.  All  of  said  ifty  (bO)  copies  to  be  bound  v/itn  Buckram, 

a.nd  also  Tv/enty-five  (25)  copies  to  be  bound  ’  in  cloth. 

The  party  of  the  first  part  expressljr  agrees  to  perform  all  the  \,'ork  and  furnish  all 
mc.terial  in  accordance  with  the  terms  a.nd  conditions  of  the  specifications  on  file  in  the 
office  of  the  Departments  of  Public  ..'orks  of  said  City,  and  to  the  entire  satisfaction  of 
the  Board  of  Public  //orks. 

It  is  understood  and  agreed  by  the  parties  hereto  that  the  specifications  snail  be 
and  arc  hereby  made  an  part  of  this  conlro.ct  as  fully  and  effectually  as  if  go  ied  in  full 
length. 

*he  consideration  to  be  po.id  by  the  City  of  Port  ./ayne,  Indians,,  for  printing  and 
binaing  the  Council  Proceedings  and  for  publishing  the  same  to  the  foregoing  Pori  Wayne 
Journal -Gaze t te  shall  be  at  the  Eate  of  One  Dollar  and  Ten  Gents  (ipl.lO)  per  lineal  iinen, 
c.ctual  ^  measuremen  0 ,  measured  in  the  column  as  pG.rticulary  set  forth  in  said  specifications, 
iricludin,^  the  index  'ivhich  shall  be  measured  as  t..o  (2)  columns  tne  same  as  any  page  of  the 
iDroceedings ,  when  ^  the  width  of  the  eneire  page  is  used  for  said  index,  a.nd  tnat  tne  price  for 
publisuiiij,  all  ordinances  and  other  publications  required  to  be  made  by  le,w,  shall  be 
One  Dollar  c,nd  x'en  Gents  (.pi. 10)  per  inch,  column  width,  to  be  Pleasured  as  tne  same  aonea] 
said  paper. 

It  13  further  agrees  by  tne  _artie3  neretc,  that  in  case  the  first  party  fails  to 
perform  o,ll  tne  conditions  repuireu  by  this  contract,  to  be  performed  by  it,  the  oarties  of 
the  second  part  snail  have  the  riglit  to  take  charge  of  said  work  and  the  3:me  done* and  deduct 

the  cost  thereof  from  any  amount  tnen  due  the  party  of  the  first  part. 

The  party  of  the  first  part  a.greos  tnat  in  the  prosecution  of  said  woxuv  all  proper 
skill  will  be  exercised  and  tiio  party  of  the  first  part  agrees  to  furnisn  ■  goou  and  suff¬ 
icient  bond  in  the  sum  of  Two  Itiousand  (.p2000.00)  Dollsms  payable  to  tlie  City  of  Port  Wayne, 
Indiana,  oi  tne  faitnful  performance  of  all  of  the  conditions  of  this  contract. 

li  lo  lERcbBY  AGRbkD  iHAT  ITO  ASS  GKLHNT  OP  THIS  COIITR/ CT  shall  be  made  v/ithout  the 

Y/rittcn  consent  of  said  ..arties  of  the  .second  art. 


n 


IN  TESTIMONY  THEREOP,  THE  FOREGOING  NAIvIED  PARTIES  II/iYE  HEREUNTO 
and  seals  this  lltn  day  of  January,  1927. 


set  tneir  hands 


The  Journal-Gazette  Co. 

By  L.  G.  Ellingham,  Pres. 
Party  of  the  First  Part 


J.  T.  Joimson 
Tom  Snook 

William  3.  O’Rourke 

City  of  Port  Wayne  Indiana, 
Througn  its  board  of  Public  V/orks ,  Party 
of  the  2nd  Part. 


ATTEST:  Age,tha  E.  Diek 

Secretary. 


MAYOR 


.aio.'.i;  /iLL  LSK  BY  TIEoii]  PllBSBBTS,  Tnat 
and  L.  B.^  Bllingha;.  of  alien  County,  State  of 
oity  of  -“^ort^  .I'ayne ,  Indiana,  in  the  penal  sum 
payment  of  union  well  ana  truly  to  he  mohe ,  .,e 
oTi^tors,  and  assigns  l  irmly  hy  these  presents. 

conditions  of  t  .e  above’ ooligati 
firso  pi.rt  snail  faithfully  comply  with  the  fo 
11th  day  of  January,  19B7,  .rith  the  City  of  Jo 
conditions  and  stipulations  therein  contained 


force  and  . irtue  in  law. 


,  we,  the  Journal-Gav;e tte  Co.  as  principal, 
Indiana,  are  held  and  firmly  hound  to  the 
of  Two  thousan.L  (:^2000.00)  Dollars,  for  the 
bind  outselves,  out  heirs,  execurors,  admins- 

ons  are  suen  that  if  tne  above  ncumed  party  of 
regoing  contract,  mi.de  and  Entered  inLo  tnis 
rt  vvayne,  Indiana,  and  snail  fulfill  all  the 
to  the  true  intent  and  meaning 

ho  and  remain  in  full 


„  X-  "  1 -  — accoraing  uu  oxic  ux  ue 

tnereof  ^.n  alx  res_.ects,  tnen  tnis  oh  igation  to  he  void,  otnerwise  to 


the 


I 


.VITxuilSS  O'JS 


IIAITBS  ICKD  SS/JxS  THIS  11  DAY  OP  J/IT.  ,  1927. 


The  Journal  Gazette  Go. 
BY  L.  G.  Pllingham  Pres. 

Party  of  the  Pirst  Part. 


Approved  tnis  11  day  of  January,  1927. 

J.  T.  Johnson 

Tom  Snook  . 

iVilliom  S.  O' Sour  ke 

Board  of  Public  V/orkd 


nnr:  T  c?  T*  ^  J-  *u->  'P 

bolQ,  -li  •  Jj  ©A. 

Secretary 

STATS  0?  I10I/J7A). 

(  SS: 

COUBTY  Ox^  iiLIiiK) 


Before  mn 
State,  personally  appeared 
i-. cknowledped  the  execution 
menti oned . 


the  undersigned,  a  Notary  Public  in  a,nd  for  said  county  and 

oJ  ^3-nd  for  the  Port  V/ayne  JouEinh-Gazct  Le ,  and 
Ox  tne  foregoing  instrument  for  tne  use  s  and  purposes  tnerein 


xitness  my  nand  and  notarial 


seal  this  11th  day  of  January, 


10a7. 


P. 


bc.erer 


Notary  Public  ily 
hxpires  June 


C  omirii  s  s  i  on 
26,  1929 


Indiana, 

the 


oBCTION  1.  Be  it  ordained  by  tne  Common  Council  of  the  City  of  Port  V/ayne 
that  the  contract  here  cof  o.'c  entered  into  on  the  11th  day  of  January,  1927,  by  and 
■^et  een  thxj  City  of  -"’ort  .<ayne,  Indiana,  by  and  tiirougn  its  Board  of  Public  Jorks  and 
*  ort  Jayne  Journal-Gazette,  by  and  througn  its  Pres.  L.  G.  Dllingham,  coverinr  the  printing- 
of  tne  proceedings  of _ the  Common  Council  for  the  1927,  as  fullyset  out  in  the^preamblo  nere 
to,  be,  and  tne  same  is  i.ereby  in  all  tnings  ratified  and  approved. 

2.  Tnat  this  Ordinance  be  in  full  force 


SECTION 


pc,ssa^;e  and  approval  by  the  mayor. 


and  take  effect  on  .:.nd  after  its 


Harry  P.  Zimmerman 

■JE  HSPPIBY  CERTIPY,  That  the  Common  Council  of  the  City  of  -"'ort  Wayne,  Indiana 
at  a  Regular  meeting,  held  on  the  11th  day  of  January,  1927,  by  a  giajority  vote  of  all 
members  elect,  did  ^.a  ss  the  ordinance  nereunto  autached,  and  known  as 
GEIRR/Jx  ORDINANCE:;  NOl  1335 


Ben  P.  Bennett  President. 


Leonard  H.  Ellenwood,  City  Clerk 


Presented  to  the  mayor  for  aTjproval  on  the  17  day  of  January,  1927 


Leonard  H.  Elleny;ood 

Tity  Clepk 


Approved  this  18th  day  of  ^anuary  1927 


Wm.  C.  Geake 


Mayor 


I 


Done  at  the 


Council 


Chamber  this  11  day  of  Je,nuary  ,1927 ,  city  of  JortWayne,  Indiana 


GJiN/JlAL 


ORDIN/iUCE  NO.  1336 
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re^julatc  t.^e  resail  sale  and  distridution  of  coal  and  coke,  in  tne  CITY 
of  I  Orli  /ifAUNIii ;  ^  To  provide  for  trie  licensing  of  dealers  in  such  fuel  products;  To  provide 
±  or  delivery  tic-cets  giving  tiio  vveigiit  and  description  ti^ercon;  To  provide  for  trut-^fully 
describing  such  products  in  advertising  and  selling;  Designating  a  tine  v/nen  tne  sane  snail 
take  effect  and  prescribing  a  penally  for  t-.e  violation  ti.ereof;  as  amended  JANb'AHY  11,  1927. 

Ed  IT  ORDAINED  BY  Tlffi  COLl/ION  CObiNGlL  OF  T’lS  CITY  OF  FORT  ./AYME  ,  INDIANA: 

SnCTION  1.  That  no  person,  firm,  corporation,  o.ssociatjon  or  organization  of  any  ^ind, 
oUall  eng^,ge  in  t;^e  discribution  or  retail  sale,  or  in  offering  for  sale  or  distribute,  or 

-.ttempting  to  distribute,  to  tne  ultimate  consumer,  v/itnin 
ti.e  Glli  _  0^'  FORi^  v'/AYNE ,  any  bituminous  coal,  ant.n’acitd  coal  or  coke  (each  and  all  of  vmicn 
are  nex'einafter  ^loym  and  termed  as  fuel,  end  suen  person,  firm,  corporation,  association  or 
organization  shall  be  knoun  as  a  fuel  merenant),  viithout  nc.ving  fJrst  duty  secured  a  license 
lor  puTjpoise ,  5,s  /ler^inctf  ter  provided  by  u.-is  ordinance* 

PROVIDED,  tnat  this  ordin;  nee  s..a.ll  not  a^Dply  to  t;.e  sale  of  fuel  to  recognized  and 
regularly  licensed  coal  d  alers  in  car ^ load  lots,  nor  to  t  e  sale  of  fuel  in  cor  load  lots  to 

’  I'^stititions ,  firms,  individuals,  or  otnor  purchasers  tnat  receive  delivery  of  such 
luel  for  tneir  ovm  use  and  consumption,  and  provided  futner  t-at  tnis  orainance  snail  not 

L"3:-oup  oi  individuals  w.io  tre  buying  coal  in  carload  lots  ,v/itn6ut  it  being  necessary 
uo  reweign  for  proper  delivery  to  tiiem,  and 

mi  tills  ordinance  shall  not  apply  to  so-called  basket  peddlers  selling 

ill  lots  Oi  lesQ  t._an  one  nundred  poun  s.  “ 

m-  cor^, oration  or  cssociation  desiring  to  conduct  or  enga-e 

or  to  eng  e  m  the  .lie  or  distribution  of  coal  at  retail 
writing  to  Liie  CITY  CONTROLIER  B'OR  A  LICENCE  30  TO  DO,  on  blan  ;s 

'  ^  puin.cso,  specifying  o.nd  giving  the  folloTfing  information: 

ihe  n,.me  unsCi  ...mcn  suen  business  is  to  be  operated. 

Tile  address  of  tne  principal  office  from  v/nich  such  business  wil_  be  conducted. 

bature  ol  tue  organization,  as  to  vveLn..r  or  not  ti.e  applicant  is  a  oerson,  firm,  cor¬ 
poration  or  CiSsociat- on.  ■  eux 

The  name  of  thij  owner  or  officers  of  sucii  organization, 
me  lacation  or  address  of  all  storage  or  delivery  ye.rds. 

rallroadfJeAlnEleir!  “-■  railroad  swi tones,  and  tne  no^e  of 

Clistriyiref=?ue‘l“'  "  regulating  t^e  sale  and 

scales  and  v^igning  facilities  tnlrnam  bmn'^seale^°by  t^riS-^m^m^of ^^^i^  necessary 

^  merenant's  license,  as  contemnlated  in  ti.is  br- 

ainc.nce,  snail  Yie  .p^s.OO  plus  ,yl5.00  for  eacn  and  every  additional  brancri  delivery  yard  and 

maintained  for  tne  sale  and  distribution  of  coal. 

bv  ihfe^t?  rny-nfm-i  license  shall  nave  a  serial  numbm  as  affixed  and  -Rven 

provided  tne  lioense  of  lidid  fuel  ,ne  rotanf  rj^prYeR;  rireuR  ind  RInL°d 

a“a^Sl‘”LRoLnr!4  toe°tef“l'YcroR"Sd°Lf“LRf 

eSaljRfgiStel  “44444"^^  “1^  “  =  «^rllR4f  eRcHei-? / ’;:4S44f 

inohes  iRiSSt.  ^“rpoi.otion,  or  association,  in  letters  and  figures  no  less  tnan  tnree 

or  deliver,  or  attempt  to  sell^^ir '^Sliver  Shin^me  bi  ty '"^yny^coS^or^^c^"  ^"^sociation  to  _  sell 
RoxRelorRacRToRo?  R  otn.r  oonveyanoe  oentaining  I;  s.la  fuel,  wiRYuRxoRe  14141^ 

R  RRriR  RgRiRYiRRYkeRoRRi^  RRslerRRY^RRReRRRf 

4RR:rR’g4>  aRe-— 4  RiRR^  4  R  ^  o' tsRiaRR.  RRiRR  o.nd 

the  arty  who  weimSd  i!;  (d)  The  total  ipmht  ^  identifying  initials  of 

%itl  (H  "?L°L4"inrSrdroL^r?C"?:rm^^  , 

.orpoiation  ui  ctssociation  to  whom  suen  fuei  is  to  be  delivered*  iPitViov  +v,  ’  ’ 

LReRRSSrRRtR  RsRrLRR.o“ne‘4  44^  RoRRIoRR tRS  i-  !  aRr“Y'""-  - 

RRRSR  RRLRnRRof ?oRbnriRo“4rR;rRe“"  >ofR.?r!“RR4e„  u 

n-r  cscrppni  no-c.  „  + ^ -A  R  ■;  lump,  egg,  nut,  pe^,  mine  run,  snovelea  lump,  slacx 

or  screenin^b,  etc.).  Be  fore  unloading  any  of  a  lot  of  frp1  t np-r*^-P-ro>r,  -?+  -ii  \  4.  -,  i 

of  tne  driver  of  said  wagon  or  conveyance  to  deliver  one  r  f  -cctf  ^  A  tne  duty 

So‘1e"i4eR  RReRRR'RRe  — " 

RRLRtv!  Pif RRifRSRnriRfSRuRRRRif dSir4r4RRF  iiF:i^^- 

RrSLRrRRfR  4f4e4,RrrReRtso4fR  4R4R4RR  R  r  Trr 

by  any  suen  officer  or  vendee  or  nis  re  uresenta  tive  or  to  anv  nrl-ot"  ^  selected 

sente  to  the  provision  aoreof,  unare  sain  driver  shill  -ell.eR  to'Ry  Ro,Rorfloir°"orioR;e 
peioon  in  clutrt_,e  of  said  scale,  .ne  oi  said  duplicate  delivery  tickets  '^nd  -'he-e  m-nt  ^ 

weight  of  said  wagon  or  conve-.-once  and  it  contamea  fue^  -h-ll  ne  ,^nL  +  "ke^e  me  oOoal 
deliver  said  fuel  to  the  place  vdiere  ^s  deJivem  Is  tryli^  thereupon 

to  said  same  scale  and  permit  the  wiegiit  of  said  wagon  ort-onveyance  to'^S'^arettSinr^nd^'thr''" 
verification  of  said  weights  siiown  by  said  delivery  ticket  completed.  ^scettaineuomd  the 


152 


:::3 


If,  upon  SUCH  verii  icution,  the  net  weight  of  sucii.  fuel,  sac  snown  hy  said  ticket 
pertainin,-,  tnereto,  found  true  i..nu  correct,  sucn  vendee  shall  pay  the  cost  of  ana 
incident  to  suca  verification,  whic..  cost  to  niiu  shall  o.t  not  time  exceed  one  dollar; 
otneiv.ise  sucn  cost^shall  ^  he  home  hy  tne  vendor  of  said  fuel;  pr.^vided,  j^ov/ever,  th&,t  in  the 
event  sucn  ve-_j._c  discloses  the  net  weight  of  said  fuel  to  he  incorrect  tne  venodr  of 

sucn  fuel  nay,  within  24  no.  rs  aft.^r  such  verific;.  uion,  dulv  re-j.ue 
and  the  scale  ised  in  sucjj.  verification,  attd  if  suCi-  inspection  di 
of  said  vander  w.- ^  correct  an^  saiu  verification  scale  incorrect, 
tiv,n  sccile  shal  .  pa^'  one  cost  oi  said  Vv-rif  ic:  tion  and  Jnsoeetjor 
provided  furt-ier,  tna  t  if  loth  aaid  scries  he  found  h 


scs*le 


any  suhstantial  reapect, 


ssid  int 


01  3a.ia  veri^ 
and  re sealing 
of  this  cit„ 
construed  to 
spections  in  the 
ohCTIOi:  7 


.cation 
of  nis 
ind 


n  t-_e  jud- 
,  and  tne  omer 
own  scales. 


t  an  inspection  of  nis 
closes  that  tne  scale 
tne  owner  of  said  verificat 
of  hotn  said  scales;  and 
lection  to  he  inaccurate  in 


of  the  laws 
r  re  rule 


Eient  of  said  Indpector,  said  vendor  snal  pa„,  tne  cost 
of  ea.cn  of  sa.id  scales  snu.ll  pay  the  cost  of  said  inspect 
Tnis  section  sha_l  he  curiulative  <vitn  all  otner  ordainances 
01  the  state  in  suc—  res^.ects,  nd  notning  heruin  snail  oe 
event  tne  Inspector  of  .<eignts  and  Measures  or  nis  deputies  from  i.aking  in- 
nia.nner  and  demanding  a  veririca.tion  at  an,,  time. 

_ ; - - —  shall  he  unlawful  for  any  _jerson  firm,  corporation  or  association  to  suostitute 

or  mix  j.uel  or  to  cause  the  suh  stitution  or  mixing  of  fuel  except  vmen  tne  furl  nas  heen 
sold  5,3  suen^  and  is  clearly  understood  hy  the  purchaser  a.nd  clearly  in-.-icated  on  tne 
delivery  uioxet  ac.-  provided  in  Section  6  of  this  ordinance. 

ShCTIOK  8  It  is  hersh_  declared  unlawful  for  any  _.crson,  firm,  corporation 
to  sell,  Oifer  i  or  sale,  to  deliver,  or  attempt  to  deliver,  or  to  i.dverti 


..on 


circular,  letter,  handbill 
is  not  the  Li’ue,  usual  and 
and  c...stomary  name  of  sucn 
tne  name  or  numher  of 


36  in 


or  tc  advert! ; 
customar.;  ru 
fuel  or  the 


or  association 
any  nevs  aper, 


..hicn  will 
whe  tne  r  s 


screenings,  etc 


se  in  any  wayy  any  coal,  co.tce  or  fuel  hy  any  na^me  wnicii 
r.e  of  such  fuel;  or  without  giving  ei!;her  the  true,  usual 
ncirrie  of  tne  sttite  from  whicn  it  come_,  togetner  witn 
tne  ^  district ,  mine  or  sea.m  from  wnicn  it  v/^.s  mineu,  ana  also  a  descrij,,tion 
size  of  its  prej^oi'ati on ,  and  the  cnaracter  of  its  prejjtration ,  (i.e 
X- men  lump,  _  our  inch  lump,  egg,  iiut,  pea,  mine  run,  shoveled  lump,  slacz  or 


indici te  the 


olGTIOK  9. 
weight  h  using 


^jivery  licensee  operating  under  this  ordinance  snail  compute  delivery 
_  last  tare  weight  of  delivery  e^^uipment  taken  at  leas.  :.,ncu  :  day 

day  of  dr_.  v/eatner  and  twice  a  day  in  rain  or  '.('et  iveatner;  daily  record  of  t;  re  weights 
of  e.iUipment  to  he  aeot  for  referej.cc  hy  dea-_er,  covering  a  peri. od  of 
a.  1  times;  all  dea  ers’  daily  tarevreignts  records  of  nauling 


ticket 
for  every 


ill  dea  ers’  daily  u 
specticn  cl  City  Inspector  of  V/’eight 
oiiCTICh  10.  liny  individual,  f' 
prevision  of  this  ordinance,  sh-11, 
line  in  any  sum  not  lo  exceeu  one  huna 


the 

equipment  to 


pa.it  ten  days  at 
he  subject  to  in- 

arid  Measures  or  nis  deputies, 
irm,  coip  oration  or  c-.ssociation  vhio  shall  violate  any 
upon  conviction  for  tne  first  offense,  .e  subject  to  a  y 
I'e  dollars  (|;100.00)),  and  f  r  the  second  or  s.ny  suhsc- 
puent  offense,  he  subject  to  a  fine  of  not  less  than  twenty-five  dollars  (ikS.OO) 
nor  more  man  two  nundre-,-.  lollars  (.jphOO.OO)  and  sucn  license  sir  11  'C  I'evoked.  Mach  indivi¬ 
dual  sals  or  tr  nsactiun  of  any  ..j.uantity  siiul]  constitute  a  se  ..arate  and  distinct  offense. 


CEGTIOi:  11. 
this  ordini.nce ,  ii 
SECTION  12, 
unconstitutional  'i 
thereby  and  as  to 
3EGTICK  13. 
of  January,  1927, 


ordint.nces 
ir  as  they  : 


or  ^.arts  of 
o  conflict, 


oi'dintnce  i 
are  hereh. 


v.viicn  nic-y 
re  ealed. 


he'  in  conflict  with 


sucn 

Tnis 

from 


ny  sectlo--  or  par 

t 

of  any  section 

of 

Lhis 

ordinance 

3110.1 1 

e 

Court  of  Competen 

L. 

jurisdiction, 

tPie  n 

tiic 

remainder 

shall 

no  L 

,  otner  provisions 

> 

3  hal 1  continue 

in 

full 

force  and 

effect 

• 

ordina.nce  shall 

in  full  force 

and 

effect  hegini.: 

ng  on 

LiiC 

declared 
he  affected 


l! 


and  after  its  passage  and  approval 


aay 


tiiS  Mayor. 


v/alter  L.  Curdes 

Done  at  the  Council  Chamber  this  11  day  of  January,  1927,  City  of  I'ort  ./ayne ,  Indiana. 

Vt;  lIMRMhY  CMRTIMY,  That  the  Common  Council  of  the  City  of  Tort  Vvayne ,  Indiana,  at  a 
Regular  moetin  ;,  aeld  on  the  lltn  day  of  Jo-nuary,  .927,  hy  a  rta-jorily  vote  of  r.ll  memuers, 
elect,  did  oass  the  ordinance  hereunto  attached,  and  known  as 
DMls’ER-L  ORDIll'llCl  NO.  1336 


Ben  T.  Bennett 


Leonard  PI.  Mllenwood 


President  City  Cler.k 

Presented  to  t'ne  Mayor  for  approval  on  tPie  17  day  of  January,  1927. 

Leonard  K.  Mllernvood 


:ity  Clerk 


Approved  this  l£th  dc.y  of  January,  19ai7 


'Jm.  G.  Geake 


Mayor . 
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OPJDINMCE  NO.  1337 


An  Ord.in&-nce  aniending  Section  Pour,  Pive ,  Six,  Ten  and  iillcven  of  Gener.'.l  Ordinance 
ITo.  1092,  “being  An  Ordinance  regulo.ting  tlie  production,  grading,  la“beliiig,  hand^jng  ,  pasteur- 
iz:..'cion,  distibution,  .  nd  tne  sale  of  milk  and  crcarn  and  certain  nilx  proaucts;  j.  orbiad  ng  Lne 
handling  and  sale  of  adulterated,  unv/nolesone ,  r  nd  iriisbranded  milk  or  crea;.".  or  sucii  pro¬ 

ducts;  providing  for  ta.s  inspection  of  dairy  farms  an  milx  plants;  u.-,e  lesting  oi  rriilx;  me 

with  tne  ins_-.ection  of  milk;  providing  a  ^.enalty  for 
oruinanccs  conflicting  v/itn  i,jic  same,  as  ejnenuea  June  kiO,  19c.<c;, 


reorgarmzation  of  tne  pjersonell  connected 

al  1 


its  violation  anu  re^jcaling 
as  amended  January  11,  19ii71 

],e  it  ord:  ined  by  .-e  Common  Council  of  tne  City  of  Port  wayne ,  Indiana 

SliCTIOS  1.  . -pplications  and  Procedure. 

That  Section  Pour  of  Genei’c,.!  Ordinance  ho.  109p  be  amended  to  reaa  os  j;  ol  ov/s ; 

Auoli cations  for  licenses  to  sell  nilk  or  milx  procudts  in  tne  city  of  ■^'ort  ./eyne , 
Indiana,  shall  -.c  made  to  tj^e  '.oar.,  of  Aealtn  upon  official  forms  furnisne^^  b.  said  boar^. 
ouch  official  forms  snail  sno.v  the  name  of  laiC  a.plicant,  tne  location  of  nis  milx  plant  or 
plants,  and  of  eacn  of  the  d.lry  f  terms ,  vmici'i  are  sources  of  oU_..  ly ,  t.m  gr  des  of  mil  or 
creai  the  applicant  proposes  to  sell;  an  agreement  permitting  ohe  ins_..ecti ci.  of  all  premises 
fror.  .//lien  ,  ilx  is  produced  and  n:..ndled,  and  any  otiier  information  necessary  bj 

the  Board  of  Health. 

A  milk  plant  intendcu  for  use  as  such  be  said  ^iJ^dicont,  shall  score  be 
on  methods  a.nd  3b  per  cent  on  equipment,  totaling  8b  per  cent.  Such  score  to  be 
erttaines.  upon  a  score  car,  as  used  by  the  United  Sta.tes  Bepa-rLmenL  of  gricuJture 
milk  plante ,  before  a  license  v/ill  bo  gr:  nted  to  applicant. 

Upon  receipt  of  tue  application  the  Uoard  .f  He  Itn  sh  11  take  a_.p,.ropjri.r,tQ  steps  in 
order  to  determine  vhet.ner  the  provisions  of  this  ordinance  nereinafter  set  forta  .lave  ,een 
complied  v/itn,  and  whether  the  milk  and  mil  :  products  produced  or  handled  by  the  applicant  con¬ 
form  in  chM'Bxter  to  t.^e  standards  cind  re^puirements  of  tne  particular  p,raae  o.nd  designation 
under  '.vnicii  they  arc  intendeu  to  be  sold. 

A  re_,-ort  shal  tnereafLcr  be  m.,.dc  by  tne  Sciid  Beard  of  Healtn  recommending  tiie 
grantirm  or  denial  of  the  application,  o,s  trie  case  may'  be.  Bo  suen  application  snail  be 
recorrmendde  s.pproved  uptil  the  tource  of  tse  milk  or  milk  prodiicts  supply  snail  nave  been 
found  ■-C  conform  to  t.he  rc  puii'ements  and  standards  of  tnis  ordinance. 

Tne  Boenu  of  Ilea, 1th  shall  grant  or  deny  an  application  wi  Lnin  tnirty  (bO)  days 


^.,er  cent 
for  scoring 


from  date  of  such  application.  If  the 


1th  grant! 


:ucii  applic;,.  i-ion,  it  sha.ll  se 


the  duty  of  the  controller  of  such  ..-ity  to  issue  a  license  to  suen  applicant  Uj^.cn  tne  receipt 
of  suen . application  prOpcrly  signed  and  approved  by  the  Board  of  Health,  and  upon  the  payment 
of  the  fees  xjrovided  olsewnere  in  ti.is  urdinance. 

SBCTIOB  2.  BEws 

•  T.iat  Section  Bive  of  Genera,!  Ordinance  Ho.  1092  bo  amended  to  re  ad  s.s  follov/: 

Bach  applicant  for  a  license  under  this  ordina.nce  shall  pay  for  eacn  milk  lant 
a.nd  one  delivery  venicle  the  sum  of  tv/enty-f ive  dolla.rs  (|j2b.00)  per  year  and  for  each  av>.ui- 
Liona.1  delivery  venicle  tne  sum  of  ten  dollaars  (.'jplO.OO)  per  ,ea,ir.  Tne  fee  for  a  license 
issued  on  or  a,fter  /ugust  1st  of  any  year  shall  one  naif  the  anriual  f^,.  . 

SECTION  3.  License:. 

Tiiat  Section  Six  of  General  Ordinance  No.  1092  b..  a-traendod  to  read  as  folaows: 

No  person,  firm  or  corporation  shal  operate  or  meintain  a  milk  p.lant  aa  defined  in 
tliis  ordinance  without  first  navin. ;  arje-lied  for  ai  license  to  taxe  Board  of  Health  and  v/itn- 
out  having  obtained  such  .license  in  accordance  with  ti.e  provisions  of  sucn  ordinance. 

No  person,  firm  or  corporation,  including  milk  producers,  milk  peddlers,  operators  of 
nilk  plants,  grocery  storea^,  or  any  oLner  agency,  snaill  sell  any  milx,  skimmed  m.ilk,  creain, 
sour  cream,  buttermilk,  or  modified  milk  v/ithin  the  limits  of  Bort  Jayne,  Indiana,  v/itneut 
having  first  applied  for  ^.license  to  the  Board  of  Health,  and  without  naving  obtained  suen 
license  in  accordance  witn  the  xjrovisions  of  this  ordinance. 

Licenses  to  sell  milk  or  milk  products  granted  by  the  city  of  Bort  V/ayne  are 
following  conditions: 

Licenses  may  be  revoked  in  the  discretion  of  the  Board  of  Kea.lth. 

not  transferable,  A  license  is  issued  to  a  pa.rticular  person,  firm 
person,  firm  or  corporation  is  authorized  and  enptrwered  to  S' ell 
or  by  vittue  of  its  terns. 

All  license  shall  exp '.re  Decemiber  31  of  the  yecr  for  vmicn  they  v/ere  issued. 

continuous  Violation  of  the  provisions  of  this  ordinance  nay  result 
in  tne  perr’a,nent  revocation  of  the  license. 

(e)  The  bringing  into  the  city  of  Bort  Jayne,  indiana,  or  sale  in  said  city  of 
milk  or  milk  products  from  unapproved  or  excluded  sources  of  supply  by  the  person,  firm  or 
corporation  to  v/hom  tue  license  is  grante.:  may  result  in  the  ermanent  revocation  of  sue., 
license. 

buch  license  snal.^  show  the  date  '.nien  issued  and  sxxatll  be  conspicuously  posted  in 
tile  office  or  any  otiicr  ajjpropriate  place  on  the  premises  where  such  dairy  or  milk  plant  or 
milk  products  plc,nt  is  maintrined  anu  operated. 

^ACTION  4.  Baby  Kilkf  Standards  and  xHe^uirements  of  "Grade  A  Raw"  Bilk,  Skimgied  Llillc 

and  Cream. 

That  Section  Ten  of  General  Ordinance  No.  1092  be  amended  to  reau,  a 

llillc  plants  for  this  particular  grade  shall  be  maintained  at  time 
as  to  war.arit  a  score  of  eigxity-five  pcrcenL  as  defined  in  Section  Bour. 

Grade  A  Raw"  milk,  in  addition  to  otner  rc(4'L:irements  of  tixis  ordinance,  siiall  be 
obtained  Irom  cowo  free  from  disease,  tuberculin  tested  annuallji  and  examined  physically  each 
nontn  in  tne  manner  provided  for  in  this  ordinance;  and  shall  be  produced  and  nandled  by  persons 
I  ree  from  disease  as  determined  by  a  montnly  medical  inspection  made  by  a  cj_ualified  physician, 
and  under  such  sanitary  conditions  t.'.at  the  bacterial  count  sxiall  not  exceed  thirty  thousand  ( 
(30,000)  colonies  per  cubic  centimeter  at  t.,e  time  of  delivery  to  the  consumer. 
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one  nour  afte 
and  be  cleliverg^ 

independent 
snail  be 


liilk  and 


such 


to  a  temperature  not  higher  than  fifty  degrees  (50®)  Fahrenheit,  and  s-^all  within 
the  completion  of  milking,  be  put  and  kept  in  txie  closed  finel  conJ;ainei'. 

"Grade  A  Raw"  milk,  skimmied  milk  and  cream  snail  be  sold  in  bottles  only 
to  the  consumer  v/ithin  twenty-four  (24)  hours  after  production. 

Producers  of  "Grade  A  Raw"  milk  snail  be  provided  uitn  a  steam  boiler  or 
so-i-ply  of  ^boiling  ivater  adjacent  to  tne  milk  house. 

^o^tles  containing  "Grade  A  Raw"  milk,  skimmed  milk  or  cream 
'  blacic  lettering  witn  tne  grade  and  designation  "Grade  A  Raw"mii:<,  skiiimied  milk 
tne  case  may  oe ,  the  name  and  address  of  tne  dealer,  txie  place  of  production 
^  d  tne  tu.y  of  bottling,  anu  t,,e  clause --sui  table  for  infant  fe  .ding--clearly,  legibly 
conspicuously  displayed  on  t-.e  out_r  side  t.  ereof. 

.  "G^ade  A  Raw"  milk,  skimmed  milk  and  cream  sh-11  be  sold  in  bottles  only,  except 
tnc.t  vmicn  IS  aola  lo  bakeries  for  baking  perposes  only,  and  snail  be  ..elivcred  to  tne 
copaumer  witnin  n4  nours  after  production. 

oECTIOR  5.  Stand;- rd a  and  Req,uirements  of  "Grade  A  Pasteurized"  Llilk,  Skimmed 
Cream  for  Infants  and  Cnildren. 

hnat  Section  Rleven  of  General  Crdinance  No.  109;s  be  amended  to  read  as  follov/si 
kilx  plants  for  tnis  particular  grade  shall  be  maintained  at  all  times  and  in 
condition  as  to  v/arrant  a  score  of  eignty-five  per  cent  as  defined  in  Section  FOUR. 

?asteurized"milk,  skimmed  milk  and  cream  in  aadition  to  otner  repuire- 
tins  ordinance ,  shall  be  obtained  from  cows  free  from  decease,  and  tuberculin 

examined  pnysicrlly  every  six  montns  in  the  mat.ner  i;r  =  scribed  in  this 
uuiuAu^j, ,  and  snail  be  produced  and  Handled  under  such  sanitary  conditions  that  tne 
bacterial  count  snail  at  no  tine  exceed  one  Hundred  tnousand  (100,000)  colonies  per  cubic 
centimeter  wuen  delivered  to  a  pasteurizing  stationin  the  country  and  snail  not  exceed  two 
x.undreo.  tnousand  (200,000)  colonies  per  cubic  centimeter  \/nen  delivered  to  a  p;- steurizing 
an.,  bottling  station  in  tne  city. 

ti.isgrade  shall,  immediately  upon  being  dravm  from  tne  cov/,  be  cooled  to  a 
temjierature  not  higher  tnan  fifty  degrees  (50°)  Fahrenheit. 

.  .  and  skimmed  milk  shall  be  pasteurized  and  the  bacterial  count  of 

tne  finished  product  as  delivered  to  the  consumer  shall  not  exceed  tnirty  tnousand  (30,000) 
colonies  per  cubic  centimeter. 

.  hilk,  sximmed  r.ilk  cream  of  tnis  designation  shall  be  delivered  to  tne  consumer 
within  tv/enty— four  (24)  hours  a.fter  pasteuriazG,tion. 

Lil.c,  sximmed  raiik  and  cream  of  txiis  grade  and  designation  snail  be  delivered  to 
b.ne  consumer  in  bottles  unless  otherwise  ord-jred  and  permitted  by  tne  BO/RD  of  HEALTH. 

ihe  caps  of  all  bottles  containing  "Grade  A  Pasteurized"  milk,  skiiTimed  milk  or 
crecm  snal  be  white  witn  black  letteri;_-g  witn  trxe  grade  and  designation  "Grace  A  Pasteurized 
malic,  skimmed  m.ilk  or  cream  as^.thebcaseiitiay  be,  the  name  of  the  dealer,  tne  day  and  hours 
between  which  pasteurization  was  completed,  and  tiae  place  where  pasteurization  was  per¬ 
formed,  clea.rly.  legibly,  anu  conspicuously  displayed  on  tne  outer  side  tucx'eof. 

GwGTION  6.  Tnat  tnis  ordinance  be  in  full  force  and  effect  on  and  after  January 

>.fter  its  passage,  its  approval  by  tx.e  Mayor  and  its  legs.l  j^^ublication . 

CilESTER  HINTON. 


1  ,  IGitV  and  on  and 


Rone  a.  tne  COUNCIL  CHAJIBER  this  lltn  day  of  JANU.4RY,  1927,  CITY  OF  FORT  V/AYlh.  ,  INDIANA. 

ii2  HE7RBY  CERTIFY,  Tnat  tnecCOMlION  COUNCIL  of  tne  City  of  FORT  AYNE  ,  INDI7VNA ,  at 
a  REGL5LAR  meeting,  held  on  tne  11th  day  of  JAiNIJARY,  1927m  by  a  raaj'ority  vote  of  all  memiiers 
elect,  did  pass  t;.e  ordinance  hereunto  att.  ched,  and  known  as 
GENERAL  ORDINANCE  NO.  1337 


BEN  F,  BENNETT 
President 


LEON.ARD  H.  ELLENVTOOD 
City  Clerk 


Presented  to  the  MAYO?,  for  approval  on  the  17th  day  of  JANUARY  1927. 

LEONARD  !’.  ELLEN '//OOD. 


Approved  tixis  lUtn  day  of  JANUARY  1927. 


7/11.  C.  GEARS , 
MAYOR. 


i\UVl8 
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ordinmcji;  no.  1338. 


CITY  ON 
COMPANY 
f  ormers 


through 
for  tne 
1926  to 


liTL  Ordinance  ratifying  and  approvin'  a  contract  entered  into  by  and  between  tne 
PORT  ..AYIW,  INOIMTA,  by  and  tnrough  its  BO/fdD  ON  PUBL,:  0  tfORXS  and  tne  GNNNRAL  h'Ln’CTRIC 
by  and  tnrough  ROSS  I.  P/RNRR ,  its  district  manager,  for  tiie  furnisning  of  trans- 
to  be  used  in  tne  CITY  LIGHT  DLPARTIuIENT  from  DECEMBER  1,  1926,  to  DECEMBER  1,  1927, 
VhlEREAd,  ON  TliE  4th  day  of  DECEMBER,  1926,  tne  CITY  of  NGRT  .<AYNE ,  INDIANA  by  and 
its  BOARD  of  PUBLIC  V/ORKB ,  entered  into  a  contract  with  tne  GENERTi  ELECTRIC  COMPANY, 
furnishing  of  transformers  to  be  us..d  in  tne  CITY  L  G.-T  DEPARTMENT  from  DECEMBER  1, 
DECEMBER  1,  1$27,  wnich  contract  is  in  tne  folloviring  v/ords  and  figures: 

CONTRACT:  ”R'N3F0RMERS 

FORT  ./AYNE  ,  INDIANA.  19 


GENERAL  ELECTRIC  COICPANY, 

FORT  NAYNE,  INDIANA. 

GENTIEiMEN : 

Weagree  to  purcnase  from  you  our  requirements  of  oil-iirmersed ,  self-cooled,  dis¬ 
tribution  transformers,  sizes  200hv-a.  and  less,  and  power  transformers,  sizes  250  to 
500  Icv-a.  inclusive,  for  use  on  circuits  up  to  and  including  44,000  volts,  v/i  tn  secon- 
dcries  designed  for  lighting,  motor  and  distribution  service,  during  tne  period  begin¬ 
ning  DECEMBER  1,  1926  and  ending  DECEMBER  1,  1927. 

Our  normal  requirements  will  consist  of  transformers  as  described  on  tne  attacned 
price  sheets,  which  v/ill  be  billed  at  prices  and  discounts  hereafter  set  fortn. 


TYPE 

CYCLES 

CAPACITIES 

FOR  USE  ON  THE 
POLLO'.VING  VOLTAGE 
CIRCUITS 

PRICE  SNlET 
NUMBER 

DISCOUNT 

H 

60 

1.5-200  K-va. 

2300-115/230 

12372 

48>i 

After  the  expiration  of  tne  above  period,  .ve  wi  1  receive  from  you  a  credit  mem¬ 
orandum  f or Cporj quanti Ly  discount,  based  on  t  e  combined  totals  of  bills  rcddered  upon 
all  oraerd  actually  placed  by  us  during  t-ce  above  period  for  transformers  covered  by 
this  contract,  and  for  NO.  10  Transil  oi]  (not  includingcon^ainers )  as  covered  on  tne 
attached  price  sheet  NO.  1e479.  at  tne  follov/ing  rates: 

On  orders  totaling  .jp  5,000  and  less  tnari  .10,000,  1%  discount 

On  orders  totaling  10,000  and  less  tnan  15,000,  2%  discount 

On  orders  totaling  15,000  and  less  tiian  <^5,000,  discount 

On  orders  totaling  25,000  and  over,  4%  discount 

Transformers  100  xy-a.  and  less  7500  volts  and  belov/,  v/ill  be  billed  f.  o.  b. 
point  of  snipment;  freight  allowed  to  FORT  .'/AYNE.  Transformers  outside  of  tuese  limits 
of  ca.pacity  and  voltage  v/ill  be  billed  f.o.b.  factory. 

It  is  understood  that  if  during  tne  period  of  this  agreement  you  change  your  regular 
list  prices  or  billing  discoL.nts,  prices  to  us  snail  oe  cnanged  accordingly.  It  is 
understood,  nowever,  tuat  quantifydiscount  as  given  above  sna.ll  remain  unchanged. 

Terms  of  payment  snail  be  tne  same  as  we  secure  from  you  from  time  to  time  on 
ordinary  purciiasea  of  otner  material  and  supplies. 

Transformers  v/ill  be  ordered  as  required,  and  to  facilitate  snipments,  v/e  agree  to 
give  you  reasonable  notice  of  our  requirements. 

Yours  very  truly, 

BOARD  OF  PUBl-IG  //ORIfS 

BY  1.  T.  JOHNSON 

iOM  SNOOK 

'v/ILLlAM  C.  O'ROURisE 


Accepted  JANUARY  4-19S7 

GENExRAL  ELjiCi  iIC  COMPANY. 

BY  ROSS  I.  PARKER 
DISTRICT  MGR. 

CENTRAL  STATION  DEP'T. 

SECTION  1.  Be  it  ordained  by  tne  COMIuON  COUNCIL  of  tne  CITY  OF  FORT  ./AYNE,  iDNDIAIA, 
that  tne  contract  heretofore  on  tne  16th  day  of  DECEMBER,  1926  by  and  between  tn^ 
CITY  OP  b’O.RT  /AYNE,  INDIANA  by  abd  tnrough  its  BOARD  OF  PUBLIC  A'ORKS  and  tne  GENERAi 
ELECTRIC  COMPAIY  by  and  tnrough  ROSS  I.  PARKER,  its  district  manager,  as  more  fully 
set  out  in  tae  preamble  nereto,  be  and  the  same  is  nereby  in  all  tnings  ratified  and 
approved. 


SECTION  2.  Tnat  tnis  ordinaince  be  in  full  force  and  take  effect  on  and  after  its  pas¬ 
sage  amd  approval  by  tne  MAYOR. 


EDV/.H.  FISHER. 

Done  at  the  COUNCIL  CHAliBE'^.  tnis  Ebtn  day  of  JAVNUARY ,  1927,  CITY  OF  FORT  ..AYNE,  INDIAtNA. 

•E  HivRE'BY  CERTIFY,  That  tue  COMI.ION  COUNCIL  of  t/ie  CITY  OF  FORT  ,.AYNE  ,  INDIANA 
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at  a  rtiGUUiR  meeting,  neld  on  ti:e  y5tn  day  of  JAl^UAHY,  19k7 ,  by  a  majority  vote  of  all 
members  elect,  did  pass  rne  ordinance  hereunto  attacned,  and  known  as 
GjihidRAL  ORDIhAGCCh  hO.  1S38. 


Rn]il  F.  BhlNalSTT 
President 


LulONARD  H.  ilLlJ'JNWOCD 
City  Clerk. 


Presented  to  tne  LLAYOR  for  approval  on  the  31st  dt.  y  of  JAMUARY,  19:^7. 


LEONARD  H.  EILENWOOD. 
City  Clerk. 


APPROVED  t.iis  31st  day  of  J/NHl ARY ,  19<i7. 


Wvl.  C.  GLACE 
MAYOR . 


A(ing 
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GEK.R/1  OlEJINAUCE  EO.  1539 

An  ordincnce  fixing  tue  salaries  of  emfjloyes  in  tne  EOilrLD  OE  illALTK. 

Be  it  ordained  By  t/ie  COmiON  COUNCIL  of  tne  CITY  of  EORT  V/AYNE  ,  INLIANA: 

SECTION  1.  That  on  and  after  t.-e  first  doy  of  J/NUARY ,  1927,  tne  salary  of 
tJ:ie  clerk  be  and  tne  same  is  hereby  fixed  8.t  tne  rate  of  ONE  ilUNBREE  T./ENTY-EIVE  EOLi^ARS 
($125. 00 )  a  month;  tnat  tne  sa,lary  of  tne  EAIRY  and  MEAT  INSPECTOR  be  and  tne  same  is 
hereby  fixed  at  tne  rate  of  TWO  HUNDRED  THIRTY-THSEE-TIIIRTY-TIIREE  DOLLARS  (.$233.53) 
a  month;  that  tne  salary  of  t.-e  Bacteriologist  be  a.nd  the  same  is  hereby  fixed  a-t  the 
rate  of  ONE  JIUNDRriD  SIXTY  DOLLARS  ($160.00)  a  month. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after 
its  passage  and  approva-1  by  tne  IvLAYOR. 

A.'  0.  PAPE. 


.^E  HEREBY  CERTIFY,  That  the  COlHiON  COUNCIL  of  the  City  of  FORT  ,V/YNE,  INDIANA, 
at  a  REGUlLAR  meeting,  held  on  tne  25tn  day  of  JANUA-RY,  1927,  by  a  na.jority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDIN.'NCE  NO.  1339 


BEN  F.  BENNETT 
President 


LEONARD  H.  ELLEN V/OOD . 

City  Clerk. 


PRESENTED  to  t/ie  MAYOR  for  approval  on  tiie  31st  day  of  JA17UARY  1927. 

LEONARD  H.  ELIPNV/OOD . 

City  Clerk. 


APPROVED  this  31st  day  of  JANHJARY  1927, 


Ml.  C.  GEAPE. 
IJIAYOR. 
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Gii;Ki:;..AL  ORDIJ^'/iNCii;  NO.  1340 


autJriorizj.ng  tii.e  borrowing  of  seventy-five 
sale  of  bonds  tneivfor  for  tn^  purpose  of 


An  ORDlN/JxOli; 
tne  issue  and 
April  Ibtn  19ii7. 

Be  it  ordained  by  tne 
BiiCTION  1.  That  said  C 
purpose  of  refunding  auditorium  bond 
33GTI0N  2.  That  in  order  to 
issued  to  tne  amount  of  seventy-five 


acind  dollars  (^75,000.00)  a.nd 
auditorium  bonds  due 


thou 
refunding 


GOiaiOK  GOliNGIL 
ity  borrow  tj.e 


15t- 


1927,  and  to  bear 


of  tne  GITY  of  BORT  V/ZYlTh]  ,  IhBIANA 
sum  of  seventy-five 
due  April  15th,  1927. 
procure  said  loan  Lnat  t..e  bonds  of 
triDus^.bd  dollars,  all  of  said  bonds 

4l. 


tiiouscind  dollars  for  toe 


said  GITY  be 
to  be  dated  APRIL 


do 


interest  from  tnat  date  at  tne  rate  of  per  annum,  payable  semi¬ 

annually,  and  evidenced  b  a  coupon  for  each  six  m.ontns '  interest  a,nd  beaming  the  litho- 
grapned  fac-simile  signatures  of  the  MAYOR  and  the  GONTROLlllR  of  said  GITY,  and  all  of 
said  bonds  to  be  signed  by  tne  MAYOR  and  tne  GONTROLLER  of  said  city  and  sealed  witn  tiie 
seal  of  said  city,  and  to  be  numbered  consecutively  from  one  to  eighty  inclusive,  and  to 
be  designated  as^SAuditorium  Refunding  Bonds". 

Bonds  numbered  one  to  seven  botn  inclusive  shall  be  for  the  face  value  of  one 
thousand  dollars  ea.ch  and  bond  numbered  eight  shall  be  for  the  face  value  of  five  hundred 
dollars  and  all  of  said  binds  shall  be  due  and  payable  on  APRIL  15th,  1928. 

Bonds  numbered  nine  to  fifteen  both  inclusive  shall  be  for  the  face  value  of  one 
thousand  dollars  each  and  bond  numbered  sixteenshall  be  for  the  face  value  of  five  hundred 
dollars  and  all  of  said  bonds  shall  be  due  and  payable  on  the  15th  day  of  April,  1929. 

Bonds  numbered  seventeen  to  tv/enty- three  botn  inclusive  shall  be  for  the  face 
value  of  one  thousand  dollars  each  and  bond  numbei'ed  tv/enty-four  shall  be  for  the  face  value 
five  hundred  dolla.rs  and  all  of  said  bonds  shall  be  due  and  payable  on  April  15,  1930. 

Bonds  numbered  twenty-five  to  thirty-one  both  inclusive  shall  be  for  the  face  value 
of  one  thousand  dollars  each  and  bond  numbered  tnirty-two  snail  be  for  the  face  value  of 
five  iiundred  dollars  and  all  of  said  bonds  shall  be  due  and  payable  on  April  15,  1931. 

Bonds  num.bered  thirty-three  to  thirty-nine  botn  inclusive  sha.ll  be  for  the  face 
value  of  one  thousand  dollars  each  and  bond  numbered  forty  shall  be  for  the  face  value  of 

five  hundred  dollars  and  a-11  of  sa.id  bonds  shall  be  due  and  payable  on  April  15,  1932. 

Bonds  numbered  forty-one  to  forty-seven  botji  inclusive  shall  be  I'or  the  face  value 
of  one  thousand  dollars  each  and  bond  numbered  forty-eignt  shall  be  for  the  face  value  of 
five  nundred  dollars  and  111  of  said  bonds  shall  be  due  and  payable  on  April  15,  1933. 

Bonds  numbered  forty-nine  to  fifty-five  botn  inclusive  shall  be  for  tne  face  value 
of  one  tnousand  dollars  each  and  bond  numbered  fifty  six  shall  be  for  the  fane  value  of 
five  hundred  dollars  and  all  of  said  bonds  shall  be  due  and  payable  on  April  15,  1934. 

Bonds  numbered  fifty-seven  to  Gixty-  tnree  botn  inclusive  shall  be  for  the  face 

value  of  one  thousand  dollars  each  and  bond  numbered  sixty-four  shall  be  (for  tne  face  value 
of  five  hundred  dollars  and  all  of  said  bonds  shall  be)  due  and  payable  on  A.pril  15,  1935. 

Bonds  numbered  sixty-five  to  seventy-  one  bot;*  inclusive  shall  be  for  tne  face 
value  of  one  thousand  dollars  eacn  and  bond  numbered  seventy- two  snail  be  for  tne  fa.ce  value 

said  bonds  shall  be  due  and  payable  on  April  15,  1926. 

Inclusive  shall  be  for  the  face 
sha] 1  be  for  tne  face  value  of 


of  five 


dollars  and  a.ll  of 


hundred 

Bonds  numbered  seventy- three  to  seventy-nine  botn 
value  of  one  thousand  dolla.rs  each  and  i)ond  numbered  eighty 
five  hundred  dollars  and  all  of  said  bonds  shall  be ' due  and 

All  of  said  bonds  and  cappons  shall  be  payable  at 
Bank  of  the  City  of  Port  Wayne,  Indiana. 

The  original  purchaser  and  nis  assigns  ore  to  have  the  privilege  of  naving  said 
bonds  registered  v/ith  tne  City  Controller  of  said  City. 

SECTION  3.  The  City  Controller  shall  manage  and  supervise 


payable  on 
tne  office 


April  15, 
of  the  Ei 


1937. 

rst  National 


vertisement,  negitiation  and  sale  of  suen  bonds 


tne  preparation,  ad- 
subject  to  the  terms  of  this  ordinance, 

Siiicn  sale  shall  be  by  seaRed  bids  for  all  of  sa.id  bonds,  or  for  different  parcels  thereof, 
and  to  nighest  and  best  bidders  for  casn  without  notice  or  after  two  weexs  publication  by  o 
one  insertion  each  v/eek  in  tv/o  nev/spapers  of  daily  circulation  publisned  in  tne  said  City 
of  Eort  Wayne,  and  upon  payment  therefor,  said  bonds  shall  be  delivered  to  tne  said  bidder 
or  bidders.  All  sales  are  to  be  for  casn  and  for  not  less  than  par. 

SECTION  4.  The  expense  of  tne  issue,  sale  and  delivery  of  tne  bonds  nerein  pro¬ 
vided  for  sha.ll  be  paid  out  of  tne  proceeds  derived  from  the  sale  of  sales  from  suen  bonds 
and  the  City  Controller  is  nereby  autnorized  to  dra?/  up  all  proper  and  necessary  v/araants  and 
do  ’wnatever  act  may  be  necessary  to  carry  out  the  provision  of  this  ordinance. 

ordinance  shall  be  in  full  force  and  effect  from  and  after 
Mayor . 


its  uass 


SECTION  5.  That  this 
jge  and  approval  by  the 


E.  H.  Fisher 

Bone  at  the  Council  Chamber  this  22  clay  of  February,  1927,  City  of  Fort  Wayne,  Indiana.  | 

,7E  HEREBY  CERTIFY  ,  That  tne  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  at  a 
regular  meeting,  held  on  the  22  day  of  February,  1927  by  a  majority  vote  of  all  iriembers  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as  GENERAL  ORBINANCE  NO.  1340 

Ben  5'.  Bennett,  President  Leonard  H.  Ellenwood,  City  Cleric 

Presented  to  tne  Mayor  for  approval  on  the  3  day  of  March,  1927  a 

Leonard  H.  Ellenwood,  City  Clerk  H 

Approved  this  3  day  of  March  ,  1927 

Wm.  C.  Geake. 

Mayor 


G^-KERAL  ORDIRANCR  NO.  1541 


An  Ordinance  ratifying  and  approving  a  contrs.ct  entered  into  by  and  betv/een  tne 
City  of  Fort  Wayne,  Indiana,  by  and  t;*rougn  its  Board  of  Public  .v'orks  and  the  General 
Electric  Company  by  and  througii  RossParker  for  the  furnishing  of  meters  to  be  used  in  tne  City 
Light  Department  from  neceraber  1,  1926  to  December  1,  1927. 


Wbereas,  on  the  _ 

through  its  Board  of  Public 
for  tne  furnishing  of  meters 
to  December  _,  1927,  which  contract 


_  day  of  December,  1926  the  city  of  Fort  V/ayne ,  Indiana  by  and 

o'orks,  entered  into  a  contract  witn  tne  Genera.l  Dlectric  Comjjany 
to  be  used  in  the  City  Light  Department  from  December  1,  1926 
is  in  tne  following  works  and  figures: 


CONTRACT:  IIETERS 


GENERAL  ELECTRIC  COMPANY 
FORT  V/AYNE  ,  IRD . 


Ft.  V/ayne,  Ind. 


Gentlemen : 

V/e  agree  to  purchase  from  you  our  requirements  of  watti.our  meters  duEing  tne  per  J  od 
beginning  Decemberl,  1926  a.nd  ending  Decemberl,  1927. 

vVe  shall  require  watthour  meters  of  the  induction  and  com’nutator  Jjypes,  v/nich  vvill 
be  billed  at  the  following  discounts,  f.o.b.  point  of  shipment,  from  the  prices  given  in  price 
sheets  attached: 


COiVJvrUTATOR  TYPES  PRICE  SHEET  HO. 

G-6,  C-7,  C-lb,  CS  and  G-3 . 12389 . 


DISCOUNTS 


INDUCTION  TYPES 

1-14 . 12545 . 

IS-4  and  IS-5 . 12545 . 

D-7  and  D-9 . 12538 . 

DS-6  and  DS-7 . 12544 . 

Prepayment  IP-5 . 12102 . 

Watthour  Demand  IM-14 . 12378 . 

V/atthour  Demand  DM-7 . 12377 . 

^*fter  the  expiration  of  the  above  period,  v/e  v/ill  receive  from  you  a  credi 
memorandum  for  quantity  discount,  based  on  tne  aggregate  amount  of  bills  rendered  up 
orders  actually  placed  by  us  during  the  above  period  for  wattnour  meters  covered  b 
contract  at  the  following  rates: 


.  522'^^ 
b'k.-po 

-  52-£> 
52'2'/i' 

.  52'2V-' 

ty 

on  all 
this 


On  orders  aggregauing  4^1,000  ana  less  then  'ii'5,000  — — 
On  orders  aggregating  5,000  and  less  tnan  10,550-- 
On  orders  aggregating  10,  550  and  over  ■ 


--2%  Discount. 
--4/J  Discount. 
--7/0  Discount. 


It  is  understood  tnat  if  during  the  period  of  this  agreement  you  change  your  re¬ 
gular  list^ prices  or  billing  discounts,  prices  to  us  shill  be  ciianged  accordingly. 

Terms  of  payment  shall  be  the  same  as  we  secure  from  you'^from  time  to  time  on  ord¬ 
inary  purchases  of  other  material  and  supplies. 

v/atthour  meters  will  be  ordered  as  required,  and  to  facilitate  snipments,  we  agree 
to  give  you  reasonable  notice  of  out  requirements. 

Yours  very  truly, 

J.  T.  Johnson 

Tom  Snook 


V/illiam  3.  O'Rourke 


Accepted  Jan  4-1827 

GENERAL  ELECTRIC  COLIPANY 


that 

Fort 


SECTION 
the  contract 

Wayne,  Indiana  by  and  through  its  Board 


1. 

he] 


by  and  through  RossJ.  Parker  a.s  more  fully  set 


By  Ross  I  Parker 

Distric  Mgr.  Central  Station  Dept, 

Be  it  ordained  by  the  common  Council  of  the  City  of  Fact  V/ayne,  Indiana, 
petofore  on  the  day  of  December,  1926  by  and  between  the  City  of 

of  Public  vvorks  and  the  General  Electric  Company 

.  --  - out  in  the  preamble  Hereto,  be  and  tne  same 

IS  hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  tave  effect  on  and  after  its 
passage  and  approval  by  tne  Mayor. 

Edw.  H.  Fisher 

Done  at  the  Council  Chamber  this  22  day  of  February,  1927,  City  of  -^ort  Wayne,  Indiana. 


IILniiiBY  wJiRiIFY,  That  the  Gomnion  Council  of  the  City  of  Yort  i^ayne 
a  Regular  ^e^ting,  held  on  the  22  day  of  Yebruary,  1927,  by  a  majority  vote  of 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GrRRRAL  OxlDIRMCR  NO.  1341 


Indiana  at 
all  members 


Ren  Y.  Bennett 

-  resident 


Leonard  H.  Rllenwood 

City  Clerk 


Presented  to  tne  Layor  for  approval  on  the  3  day  of  March,  1927 

Leonard  H.  Lllemwood 

City  Clerk 


Wm  C.  Geake, 

Mayor . 


Approved  this  3  day  of  March, 


1927. 
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GENER/<.L  QRDim'im  I\^0.  1542 

An  Ordinajice  ratifying  and  approving  the  contract  entered  into  by  and  betv/een  the 
City  of  Rort  V/ayne ,  Indiana,  by  and  tnrough  its  Board  of  Public  Bafity,  and  tne  Studebaher, 
Bopporahion  of  /merica  for  the  furnishing  of  one(l)  Police  Patrol  ./agon,  as  per  special 
specifications,  for  the  Police  Jepar tment . 

./hereas,  on  the _  day  of  January,  19P7,  the  City  of  "-'ort  Jayne  by  and  through  its 

Board  of  Public  oaf  tty  entered  into  a.  contract  with  the  Studeb  f.er  Corporation  of  /unerica, 
for  the  furnisning  of  one  police  patrol  wagon  for  the  Police  Pepartinent  v/nicn  contraxt  is  in 
the  following  words  and  figures:-  (h.  I») 

This  contract  made  and  entered  into  this _  day  of  January,  19h7  by  and  bctv;een 

the  city  of  J'ort  Wayne  by  and  througn  its  Poa.rd  of  Public  Bafety,  first  pa,rty  and  tne  Btudebaker 
Corporation  of  /mierica.  Second  Party,  v/i tnesset|i: 

That  said  first  rjarty  agrees  to  buy  and  said  secopd  party  agrees  to  sell  to  said 
first  party  one  Police  Patrol  .‘/agon  in  accordance  with  the  specifications  attacned  to  this 
contract  and  made  an  part  hereof,  a,nd  aaid  first  pa,rty  in  consideration  tnerefor  agrees  to 
pay  to  second  party  tne  sum  of  Thirty-nine  Hundrea  liinety-f ive  hollars  on  tne  following  terms 
and  conditions:  Said  second  party  is  to  allow  said  first  rty  the  sum  of  Three  Hundred  hollars 
for  tiie  Jeffery  x'atrol  noW  being  used  by  first  po,rty,  and  the  sum  of  Tnirty-fsix  Hundred  Hinety- 
five  hollars  within  tnirty  days  after  acceptance  of  said  Police  Patrol  V/agon  by  first  party. 

Second  party  is  to  deliver  said  patrol  wogon  P.  0.  B.  at  Police  Head^uan-ters  in 
the  City  of  -^'brt  ./ayne , 

Second  party  agrees  to  furnisn  said  Patrol  ./agon  according  to  s_;>ecif ications  Hereto 
attached  and  that  said  Police  Patrol  V/agon  v/ill  be  made  and  furnisned  in  good  wor^mansnip  manner. 

In  //itness  //hereof,  the  parties  hereto  have  hereunto  set  tneir  hands  and  seals  the 
day  and  year  first  above  written. 

CITY  OP  PORT  Y/AYlfH 
BY  BOARh  OP  PUB.LIC  3APBTY 
Arno.  C.  Spiegel 
Jacob  Bill 

^  Aug  C .  Borgman 

Pirst  Party 

STUhHEAKBR  CORPORATIOH  0?  AUHRICA 
BY 

Second  Party 

SPBGIPICATIOHS  OP  STUhHEAKHR  POLICY  PATROL  BODY  AHh  CBA.SoIS 


DILihllSIOMB : 

Overall  length  158  3/4",  widtn  58  1/2".  Height  from  tne  ground  to  tne  top  of  roof 
to  bu  85  1/2"  vmen  ready  lor  service  and  tne  Height  of  tne  inside  of  bony  to  be  not  less  than 
61"  nor  more  than  64  l/2". 

BLSIGE : 

Police  Patrol  body  has  been  designed  by  studebaxcer  x^ngineers  to  give  the  lowest  possible 
center  gravity,  and  to  give  the  body  a  low  apoeara-nce  without  sacrificing  Headroom 
GCMSTRUCTIOH  : 

Joodworxc  is  of  the  best  Hardwood  obtainable,  properly  kiln  dried,  all  joints  tenoned, 
mortized,  glued,  ironed,  and  bolted  togetner.  Pressed  metal  braces,  gussets,  and  plates  are 
used  whereever  added  strengtn  can  be  gained  by  their  use.  The  Construction  of  tne  Sub  frame 
is  of  our  own  design,  bringing  our  floor  directly  on  top  of  the  cnassis  frame. 

ROOF: 

Roof  is  of  Hardwood  construction  covered  witn  slats  to  avoid  drumming  and  covered  witn 
the  best  gra.de  of  Coach  Deck  Material  No.  4655  Duratex  Material. 

SIDY  FANHLS:  Steel 

20  G.  Stretener  Level  Auto  Body  Sheet  is  to  be  used  at  the  bottom  of  side  panelsl 
Full  top  panels  ith  2  small  windov/s  protected  by  heavy  screen  on  the  inside  are  to  be  t.-laced 
on  each  side. 

WINJSIIIPLD: 

Vi/indsLiela  is  of  one  piece  sloping  type  stationery  e,j_uipped  v/itn  metal  sun  vizon  and 
double  automs.tic  Vifindshield  wiper.  Spot  light  is  to  be  placed  on  driver's  side. 

GOJ/I.: 

Cowl  of  body  is  e^xuipped  with  ventilator  anu  two  red  cowl  lights. 

DRI VHH '  S  C OIvIPARTIvIENT 

ihe  seat  in  the  driverSs  compartment  is  equipped  with  a  cusnion  built  on  a  heavy 
conventional  type  spring  with  woouen  bottom,  Lazy  Back  is  exj_uipped  witn  a  cushion  spring  pco- 
perly  tied  and  padded.  Botn  Lazy  Back  and  Cushioniare  trimmed  in  sem.i  bright  pebble  grain 
genuine ^ leather .  Both  sides  ol  driver's  compartment  ane  to  be  furnisned  witn  snug  fitting  cur¬ 
tains  with^ celluloid  windows  to  open  and  close  with  the  doors.  Right  reat  of  tne  driver's  com¬ 
partment  is  exiuipped  with  a  sliding  vvindow  on  tiie  driver's  side  and  a 'Screen  on  the  Inside. 
Left  hand  side  in  rear  of  the  driver  is  eq.ui  ..ped  with  a  Bullet  Proof  Steel  Panel. 

CUPBOARD  COIvIPARTIvIYNTS : 

Cupboard  Compartments  run  full  length  of  seats  inside  of  body.  Hntrance  to  tna 
cupboard  are  tnrough  the  seat  bottom.  Covers  for  these  compartments  are  properly  fitted  and 
reinforced  v/ith  cleats  to  eliminate  v/arping  and  breakage. 


9 


CUSHION .  'Rs.IsR  GOK’ARTIiHNT: 


Seats  in  rear  conpartir.ents  run  full  length 
sec.ts  t'.re  3  l/S"  deep  and  14  l/ki"  v/ide,  made  of  seni 
cusiiicns  are  stuffed  v/itj:i  Ko.  1  grade  of  curled  liair 


of  Uody  on  each  side.  Cushions  on  the 
bright  pebble  grain  genuine  let.tner, 

-  -  P3-hding,  and  are  tied  tiirougn  flat 

flat  button  on  top,  clinched  at  botto:::.  Lazy  Backs  in  rearcornp^.r tment  ai'e  made  on  canvas 
covered  bucjs;ruin.  ^padded  witn  nair ,  faced  v/itn  leaiher  ond  tied,  same  as  cushions.  Tnese 
L^.-sy  nacks  o..  e  made  in^  such  a  manner  that  they  can  be  readily  removed.  Tne  right  side 
of  body  in  re^i  that  they  can  be  readily  removed.  Tne  Eight  side  of  body  in  rer r  compartment 
IS  e.^uippea  ’'liu  Q-nd  8"  folding  auxiliary  seat.  Tnis  se^.t  is  securely  mounted  in  sucij.  a  ■ 

manner  tnat  it  is  perfectly  flus-ti  and  le  -.  el  wi  >..h  the  seat  proper,  the  some  as  used  for  a  I 

cot  in  emergency  purposes.  jp 

IlSAL  COMPAnTlLlKTS ^LlGhSS : 

.  .  ^  Li^,n.ts  are  placed  in  rear  compartment,  and  operate  from  a  switcn  located  on 

tne  u^. Eight  of  one^left^  seat  at  rear  entrance,  Qn  the  right  hand  side  of  the  body,  up  in 
front,  directly  ^under  the  rooi  ,  is  a.  sheet  metal  blanket  oox  painted  inside  and  out  to  prevent 
rust.  Bottom  of  tnis  box  is  perforated  to  prevent  dust  collectiru>- . 

STRBTCH^R  x  UIPMBNT: 


i\yo  suits-ble  canvas  stretchers  ai-e  to  be  provided,  being  made  of  heavy  duck  and 
mounted  on  two  poles  and  is  constructed  so  ir.at  it  can  be  closel-, 
stretcher  straps  which  nang  from  the  roof  from  the  ri'hit  hand 
BL.'VR  DOO?.  0P_''1:;,t; 


j  wrapped  and  carried  on 
ide  of  body. 


Tne  rear  door 


wi  til 


to  oe  not  less  than  twerity-eigni  inches 
a  dooi  A i tn  drop  glass  v/inuov/n  in  same  protected  on  inside  vvitii  ne 
steps  of  the  oody  are  to  oe  mounted  on  two  neavy  brackets.  The 
ten  inches  v/ide  by  eigh  een  inches  deep,  and  hand  rails 
they  will  not  jar  loose ,  but  can  be  easily  removed  if  r 
same.  Bolid  pa.nels  a.re  to  be  built  on  both 
BLQQriS ; _ 

The  floor  of  the  -ndy  is  to 
the  floor,,  floor  nas  tv/o  trap  doors  for  ea,sy 
Chassis.  Rear  Bill  Plate  is  made  of  stedl. 

PAINT  iLLx: 


sides  of 

e  covered  v/itn  he&.v. 


inwidth  and  eiiuipped 
vy  screen.  The  rear 
a.  me  Step  is  to  be  three  feet, 
are  mounted  in  such  a  manner  ihat 
epairs  are  to  tne  body  req,uire  the 
rear  uoor. 


iccess  in 


j  battle  ship  grey  linoleum,  ^ 
oiling  and  grea,smng  working  part. 


to 


The  painting  of  trie  body  is  to  be  lacq_uer  finish  and  of  a 
submitted  by  the  Chief  ^f  Police. 

Lntire  job  is  box  . triped  l/S  "  gold  stripe. 

The  Chassis  and  all  steel  metal  parts,  fenders,  etc.  including 
baked  enamel. 

The  v/heels  s,  e  to  .  e  painted  straw  color,  mediui 
be  striped  corres_. ending  with  the  body. 

Inside  of  body,  including  the  driver's 
Llahogany,  oil  rub  finish. 


color  to  be 

^  trie  hood  are  black 
nickel  plated  hubs,  wheels  a.re  to 
compartment  is  to  be  finisned  witn  dar|c 


The  words  i, Police 
of  the  body,  and  the  v/ords , 
compartment . 

LI  CELL  ]d.ATILG: 


emergency"  are  to  be 
"City  of  Port  (/ayne " 


painted  in  gold  block  letters  on  each  side 
to  be  fjainted  on  e.cn  side  door  in  driver's 


dome  lights,  switches  and  angled  moulding  on  rear 


me  rear  ra.ils,  door  handle 
steps  are  to  be  heavily  nickel  plated 
3PLCi;h  LIUIPLLLT: _ 

A  suita.ble  alarm  horn  besides  the  regular  worn  which  comes 
be  furnished,  such  horn  to  be  designa.ed  by  the  Chief  of  Police. 

There  are  to  be  two  tail  lights,  one  on  eacn  side  of  rea.r  step 
are  to  be  built  flush  with  rear  step  riser. 

n.  tov/  iioox  is  to  be  installed  on  frame  in  center  of  rear  step  ri 
8uita,ble  shock  aosorbsrs  a.re  to  be  furnisned  if  so  desired  after 


with  equipment  i 
and 


to 


said  lights 


5er . 

deliver 


‘/agon . 


driver ' s 


■y  of 


Push  button 
Jomoartment . 


is  to  be  located  flusn  with  body  connected  y/itn  buzz.-r  loc 


atea  in 


CHASSIS 


..liiiiLLBASB : 


BLGIEE : 


158  inches. 


The  powerful  Big  Six  engine,  of  Studebaker  design  and  manufacture,  is  of 
tne  L-nead  type,  cast  en  bloc  and  mounted  on  its  ovm  sub-frame.  G  ompoi-ct  unit  pov/er  plant, 
insures  perfect  alignment  betv/een  engine  and  tx-ansmission.  The  bore  is  3-7/8  inches  and 
tne  strike  is  5  inches.  Actually  develops  75  horse-pov/er  at  2400  revolutions  per  minute. 
Remova-ble  head,  v/itn  combustion  cjiambers  exactly  machined  to  uniform  size. 

Precisely  machined  cast  iron  pistons  with  four  rings.  Lxtra  long  (11:^)  inenes) 
connecting  rods,  forged  from  selected  steel,  are  v/eighed  for  perfect  balance. 

The  connecting  rod  bearings  are  cast  babbit;  tne  sturdy  one  inch  pisLon,-pins , 
set  high  in  tne  pistons,  turn  in  bronze  bushings.  The  Studebaker  crankshaft,  drop  forged 
from  steel  specially  made  to  Studebaker  specifications,  is  fully  machined  on  all  surfaces 
to  close  limit  dimensions  and  therefore  inherently  balanced.  The  crankshaft  is  extra 
heavy  and  is  carried  on  four  large,  bronze-backed  bearings,  with  a  total  bearing  surface 
of  23-5/8  spuaro  inenes.  The  camshaft  is  c  rried  on  four  large  bearings.  It  is  ma  e  of 
specially  tough/  forging  steel,  with  cams  and  bearings  forged  integral  with  ti.e  siu-ft. 

Gam  surfaces  are  c.'  se  ha.rdened. 

Large  mushroon-type  push  rods  operate  the  valves  which  are  1-11/16  inches  in 
diameter  v/ih.  a  lift  of  5/l6  inch.  The  valve  stems  and  push  rods  are  amply  lubricated  by 
oil  from  tne  crank  case,  through  open  passages  which  connect  with  valve  cha-mbers. 

LUBRICATION: 


In  the  positive  force  feed  lubricating  ststem,  oil,  under  pressure,  is  forced 
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directly  to  tne  crank-s^iaf t ,  carnsnaft  and  connecting  rod  bearings,  The  overflow  from  t-.e 
camshaft  and  cranksnaft  for..ard  bearings  drain  into  t.e  timing  gea.r  ixousing^and  lubricates 
tue  timing  ge-'-rs.  Txie  overflov/  from  t^e  connecjjing  and  rod  bearings  is  tnrov/n 

into  tae  cylinders,  lubricating  tiie  v/rist  pins  and  cylinder  v/alls.  Tne  oil  returning  irom 
tixe  engine  po.rts  to  lae  crankcase  is  filtered  rxiereby  ensuring  clean  oil  at  all  times. 

Oil  pressure  gauge  mounted  on  instrument  board,  inaicates  oil  pump  pressure.  Gnassis  lub¬ 
rication  by  aign  presaure  system. 

CARBURET I OH 

A  one  and  one-half  inch,  double  jet,  two  range  carburetor,  specially  designed  for 
tae  engine,  is  used.  It  requires  no  dash  adjustment  except  tne  cnoxe  for  starting  in  cool 
v/eatner.  Throttle  is  located  at  aead  of  steering  ^-ost.  Improved  intake  manifold,  v/i  La  not 
spot,  is  doubly  divided  to  .  ssure  uniform  fuel  mixture  to  each  cylinder. 

IGIIITIOR; 

Current  is  supplied  by  generator,  accessibly,  mounted  at  tae  rigat  forward  end 
of  tne  engine,  and  by  a  threaded  rubber  separator  storage  battery.  The  distributor,  carried 
at  t..e  left  front  end  of  engine,  is  of  tne  full  automatic  spark  control  type,  taus  elimina¬ 
ting  tne  necessity  of  aond  pperation  by  driver.  The  amount  of  current  generated  is  regulated 
(is  regula,ted)  a.utomatically  by  tne  engine  speed  v/hich  prevents  overenarge  of  battery.  Ignition 
switen  is  a  separate  unit  mounted  on  instrument  board  at  left  of  steering  column. 

STARTER; 

Compact  durable  starting  motor,  developed  and  perfected  from  many  years  of  use. 
Operated  by  starting  switen  conveniently  located  on  toe  board. 

GASOLIITE  oYSTEH; 

30  Gallon  Leak- proof  gasoline  tank,  rectangular  in  siiape.  Gauge  on  instruitent 
board,  indicates  in  gallons,  'quantity  of  gasoline  in  tank,  Euel  is  fed  to  engine  tnrough 
vacum  tank. 

COOLIRG  SYSTEM; 

.Va-tcrcooled  v;itn  pump  circulating-system,  tubular  type  of  radiator.  IS-incn  fan. 
Elh^CTRIC  LIGHTS; 

La.rge ,  powerful  hesdligiits,  witfi  improved  deflecting  and  diffusing  lenses;  dasn 
lignt,  vhiicii  illuminates  insrrument  group;  extension  lam^g  combination  stop  and  tail  ligjit. 
Ligiating  a./itch  which  controls  i.eadlights  (includes  dimmers)  and  tail  lignt  conveniently 
mounted  on  steering  wneel.  All  electric  wires  carried  in  flexible  metal  conduits. 

CLUTCH 

Improved,  single-disc,  dry-jlate  clutch.  Exceedingly  simple  and  effective  and 
soft  in  a-ction. 

TRAdlSMIGSIOIT; 

In  unit  vifitn  clutcu  and  engine;  selective  type;  taree  speeds  forv.'urd  and  one 
reverse.  Countershaft  gears  are  forged  integrally,  tnus  assuring  perfect  alignment.  All 
shafts  and  gears  of  Suecial  alloy  steel.  Shifting  lever  mounted  on  xiousing  directly  over 
gears . 

GEARS  RATIO; 

4.  7  CO  1  on  single  wheel  cnassis,  5.2  to  1  on  duel  wheel  cxiassis  (5.2  to  1 
ratio  optional  on  ot.or  cxxassis  a,t  small  extra  cost.) 

RaAR  AXLE; 

Semi-floting  type,  v/itn  extra  large  chrome  Molybdenum  sixa-fts,  2-1/8  inches  in 
diameter.  Spiral  bevel  gear  drive.  Load  carried  on  large  taxjer  roller  bearings  at  wheel 
jiubs  and  differential.  Housing  of  i-xeavy  pressed  steel,  sliaped  to  provide  great  truss 
strengti-.  By  simply  removing  differential  plate,  all  parts  are  readily  accessible. 

SPRIHGS ; 

Semi-elliptic;  sturdy,  resillient  and  underslung.  Eorged  from  t.^e  best  grade  of 
Vanadium  steel.  Rear  springs  2-/  inches  wide  12  leaves.  Eront  springs  2  inches  wide  9 
leaves.  The  rear  enis  of  both  front  a,nd  rear  springs  are  carried^on  links  of  special 
steel  and  designed  to  take  up  wear.  The  spring  bol:ts  are  extra  heevy. 

TIRES; 

34x7  liigh  pressure  cord  tires  for  the  rear  and  extra  tire;  34x7.3  balloon  tires 
on  front  of  single  wheel  cjiassis;  3<-x6  cord  tires  botxi  front  and  rear  for  dual  v/heel  cnassis; 
(32x6  cord  tires  botix  front  and  rear  for  dual  wneel  chassis). one  extra  tire  tube  and  vmeel 
v/ith  each  chassis. 

};RAKE  3 : 

Powerful  Studebaker  hydraulic  4  wheel  brakes  (licensed  under  Staude  patents). 

The  hydraulic  breakihg'-power  is  developed  mecicanically  by  a  gear  pump  located  at  tne  rea.B 
of  tne  transmission  case  and  driven  by  the  propeller  shaft.  The  breaking  pressure,’  is  exerted 
on  tne  rear  wneel  drums  by  la.rge  by  large  external  contracting  bands  and  on  tne  front  wheel 
drums  by  internal  expanding,  shoes-the  front  snoes  are  16x2-|-  incxies  and  txie  roar  bands  16- 
3/8x2-g-  incxies.  16x3v"drum  on  dua,!  Vvheel  cnassis. 

Emergency  brake-placed  at  the  rear  of,  and  on  the  main  snaft  of  the  tx-ansmission 
and  is  operated  by  means  of  a  latching  pull  ixiindle  ^.laced  just  under  ti.e  center  of  txxe 
instrument  board.  By  this  arrangem.ent .  tne  old-style,  emergency  lever  is  eliminated  and 
place  is  thereby  added  to  t,xe  driber's  compartment. 

STEERIHG  'VHEEl; 

Pull  v/orm  and  worm  wheel  ty.e.  Specially  designed  for  us-  witxi  balloon  tires. 

Roller  bearings  on  steering  pilots  insure  tne  smooth,  easy  steering  v^ualities,  wnicix  are 
notable  features  of  all  Studebakers. 

PRAI.IE  ; 

Side  members,  3/l6-inch  gau_je,  by  2:^-  inch  wide  flange,  tmbula.r  cross  member  in  s 
center  and  one  2-p  inch  tubular  cross  member  at  rear  in  addition  to  regmlar  cross  members, 

4^  inch  deep  channel  extends  40  inches  back  of  rerr  axle. 

Y/HEELS ; 

Special  straight  flan  -e  disc  ..neels-one  ext, a.  (Dual  wheels  and  tires  can  be 
furnished  on  bptxi  cnassis  at  small  extra  charge) 

In  tviTo  sections  v/ith  center  ball  bearing  steady-rest  spicer  universal  joints. 
IHSTRUMEHT  BOARD; 

Instruments  in  single  grouping  on  silver  finished  groundwork  under  oval  glass 
illuminated  indirectly. 

Instruments  include  high-grade,  8-day  clock,  speedometer,  ammeter,  gi.soline 
gauge,  oil  pressure  gauge,  and  hydraulic  brake  oi]  pressure  gauge.  Instruraent  board  also 

carries  ignition  switct.  and  carburetor  choke,  just  to  left  of  streering  post.  American 

walnut  s Leering  wneel,  with  horn  button,  ligjxting  switen  and  trottle  lever  conveniently 


rounted.in  cent-^r. 

E'lUIPia^-T : 

.  b.nper,  motometer  with  lock 

tail  li^nt  and  extention  lamp: 

TOlThAGE  kATIIlPr : 

Single  ViTneel,  one  ton.  Dual  '^/heel, 


and  winged  radiator  cap, 


one  a:  d  one-naif  ton. 


combination  stop  and 


vVAYUE,  INDIAUA. 


Bone  at  lae  GOLHICIL  dL'JlBDR  tnio  ^2  day  of  I^ERUAJIY,  1927,  CIIY  OR  ROR: 

.. .  as  msras  s-.ssvss,i.;;:  g”  ax'gg-gas 

members  elect,  did  pass  t*.e  ordinance  hereunto  attached,  and  kno.'n  as 
GEKSRAI  ORDINARGE  RO.  1342. 


ESN  P,  BENNSTT 
President 


lEONARD  H.  ELL  F»700D 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  t.*e  3rd  day  of  MARCH,  1927 . 


Leonard  h.  ellenv/ood 

City  Clerk. 


Approved  tnis  3rd  '-.ay  of  March,  1927. 


V/M.C.  GEAIE] 
MAYOR . 


¥ 
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aiiiKiR/i  ORDIN'NCE  NO.  1343. 


/ui  Ordinance  autnorizing  tne  BOARD  0?  PUBLIC  SAPSTY  to  sell  tne  PUi’PUHY  PATHOL 

.'/AGrON. 


Be  it  ordained  By  t;.e  COlliON  COINGIL  of  txxe  CITY  of  PORT  .VAYKE ,  INDIANA: 

3ECTI0N  1.  That  tne  Board  of  riBLIG  o.'PPTY  be,  and  it  is  nereby  autixorized  to 
sell  tne  JPPPERY  PATROL  '.vAGON,  and  it  apxjearing  tnat  said  property  is  v/or  less  than 
one  hundred  dollars,  that  tne  saroe  shall  be  sold  v/ithout  tne  appointment  of  appraisers. 

SECTIOM  2.  That  tnis  ordinance  be  in  full  force  and  take  effect  on  and  c.fter 
its  passage  and  approval  by  the  MAYOR. 


EDW.  }I.  HliN3/'PER. 


Done  at  tne  COUNCIL  CRAINSR  tnis  8tn  day  of  M7\RCH,19U7,  CITY  0?  PORT  7/AYNK ,  INDIANA. 

ViE  IIE.-'PBY  dERTIPY,  Tnat  tne  COIffiON  COUNCIL  of  the  CITY  of  PORT  .V'AYNE ,  INDIANA,  at  a  regular 

meeting,  neld  on  tne  8th  day  of  MARCH,  1927,  by  a  majority  vote  of  all  raembevs  elect,  did 

pass  the  ordinance  nereunto  attached,  and  Icnovm  as 

-  GENERAL  ORDIIL^NCE  NO.  1343. 

BEN  P.  BENNETT  LEONARD  H.  ELLSNV/OOD 

PRESIDENT  CITY  CLERK 

Presented  to  the  MAYOR  for  approval  on  the  11th  dajz:  of  lU.RCH,  1927 

LEONARD  K.  ELLENMOOD. 

CITY  CLE  K. 

APPROVED  THIS  15th  DAY  OP  IiIARCII,  1927. 

/dill.  C  .  GEAx^  . 

MAYOR . 


f 
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GEK'ERT'i  ORDIN-'NGE  NO.  1244. 


An  Ordinance  autnorizing  uic  BOARD  OB  PUBLIC  V/0RK3  to  sell  certain  i)ersonal 

property. 

Be  it  ordained  by  tiie  COmON  COUNCIL  of  tne  CITY  of  FORT  Y/AYNE  ,  INDITJIA. 
oECTION  1.  That  tne  Board  of  Public  Works  be  a,nd  is  hereby  authorized  to  sell 
one  pu:;:p  and  motor  formerly  used  by  t  .e  Fort  Yfeyne  Water  V/orks  Department  in  oT/inney 
Park  Pumping  Station,  Four  Ford  Roadsters  known  as  #101,  102,  103  and  106  in  the  Fort 
./ayne  Water  Works  Department  and  Fifty-seven  Catch  Basin  Castings , Eleven  Garbage  Tanks, 
seven  One  Horse  Dump  7/agons,  Tnree  Two  Horse  Dump  wagons,  One  Graimn  Berstein  Power  Flusner, 
One  Fomite  Childs  Power  Sweeper,  One  Double  set  of  Harness,  Six  Single  sets  of  Cart 
Harness,  One  Ford  Truck  Rotor  No.  1677bo5,  One  Ford  Truck  Kotor  No.  2544948,  Five  uorse 
drawn  garbage  'Wagons  and  certain  scr^p  junk  belonging  to  t-.e  Street  Department.  All  of 
said  personal  property  shall  be  sold  after  petition  by  tne  City  Attorney  to  tne  Circuit 
Court  for  appraisers,  and  said  property  is  sold  according  to  lav/. 

SECTION  2.  That  tnis  ordinancecbe  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  t/ie  I14Y0R. 

KERJ/LAN  F,  GERDOM. 

DOITS  AT  THE  COUNCIL  GHAUBER  THIS  8th  day  of  M/JICII,  1927,  DLTY  OF  FORT  WAYlUi  ,  IKDIMA. 

.'ffl  HSPJilBY  CERTIFY,  T  hat  tne  COMION  COUNCIL  of  the  CITY  OP  FORT  V/AYNS  ,  INDIANA, 
at  a  REGUOiAR  meeting,  neld  on  tne  8tn  day  of  IvIARCH,1927,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  tne  ordin  nee  nereunto  attached,  and  known  as 

GENERAL  ORDINANCE  NO.  1344. 


3SN  F.  ESNNETT 
??^3ID_NT 


LEONARD  H.  ELIBIN'WOOD. 
CITY  GLERN. 


Presented  to  tne  KA.YOR  for  approval  on  tne  lltn  day  of  ILARCH,  1927. 

LEON/uID  H.  ELLENWOOD. 
CITY  CLERK. 


APPROVED  THIS  15th  DAY  OF  ILtSCH,  1927. 


V/Id.  C.  GEAKE. 
MAYOR. 


I 


GENil.  Ji  OilDIK'/ECE  NO.  1345 


An  Ordinance  reguiring  certain  employees  of  tne  CITY  OE  EORT  i/AYlvE ,  to  execute 
bonds  to  tne  city  of  EORT  .'/AYNE ,  for  tne  fait  ful  performance  of  ti^eir  duties,  repealing 
lav/s  in  conflict  tnerev/itn,  and  providing  for  t.-e  payir.ent  of  tne  _,reLiiuin  of  said  bonds. 

Be  it  ordained  by  tne  TOlvUION  COUNCIL  of  tne  CITY  07  EORT  '//AYi’E  ,  INDIANA: 

3ECTI0N  1.  That  tne  City  Market  Master  and  trie  City  Weign  Master  be  and  tney  are  ne-coy 
re'puired  to  furnish  a  bond  payable  to  tne  City  of  FORT  .VAYNE  ,  in  tne  s^m  of  ONE  T  iCUo  IBD 
DOLLARS  each  for  the  faitnful  performance  of  tneir  duties. 

SECTION  2.  That  t.^e  cost  of  such  bond  shall  be  paid  out  of  tne  general  fund 
of  tne  CITY,  ti.e  same  as  tbei  cost  of  bonds  for  officers  of  said  CITY  are  now  paid. 

SECTION  3.  An  Ordinince  entitled  "An  Ordinance  req.uiring  certain  officers, 
clerks,  assistants  and  employees  to  execute  bonds  to  the  CITY  of  FORT  .7AYNE  for  the  faith¬ 
ful  performance  of  tneir  duties  and  fix  amounts  tnereof"  approved  JUNE  12,1894^ is  hereby 
repealed^  amd  all  otner  ordinances  or  parts  of  ordinances  in  conflict  nerewitn  ai'e  hereby 
repealed . 

SECTION  4.  That  this  ordinance  snail  be  in  full  force  and  take  effect  ftom  and 
after  its  passage  and  approval  by  tjie  ILAYOR. 


EDV/,  H.  HUNS  AKER. 


DONE  AT  THE  COUNCIL  CHAIffiER  THIS  8th  DAY  OF  KARCH,  1927,  CITY  OF  FORT  V/AYNE  ,  INDIM'i'A. 

.<E  HEREBY  CERTIFY,  That  tne  COIffiON  COUNCIL  of  tne  CITY  of  PORT  7/AYNE  ,  INDIANA, 
at  a  REGULAR  meeting,  held  on  tile  8th  day  of  MARCH,  1927,  by  a  majority  vote  of  all 
i'l'embers  elect,  did  „ass  Lhe  ordinance  Hereunto  attacned,  and  know.,  as 
GENERAL  ORDINANCE  NO.  1345 


Ben  F.  Bennett 


Leonard  H.  EJlenwood 


President 


City  Clerk 


Presented  to  tne  Mayor  for  approval  on  the  11th  day  of  Karen,  19c;7 

LeonstiS  H.  Ellenv/ood 


;ity  Clerk 


Approved  this  15  da„^  of  Karen,  1927 


.'/m .  C  .  Ge  ake 


Mayor . 
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GEFilR.'L  ORDIITA^Gii]  NO  1546 _ 

All  ORLIl^ AUGiij  to  c'jnend  iaection  123  of  General  Crdinance  Ho.  1328,  knov/n  as  the  "Bu¬ 
ilding  Code  of  Hort  w'ayne "  . 

Be  it  Ordained  bv  the  Go;rr:on  Gouncil  of  ihe  Gity  of  ..’'ort  ‘.7ayne ,  Indiana:  ' 

BEGTIOH  1 .  Th?,t  Section  1^3  of  General  Or  ins-nce  Ho.  1328  known  as  the 

-building  ^-/Ode  of  rrot  ^/ayne "  be  now  cimended  by  striding  out  Sub  Section  four  (4)  thereof, 
as  to  re-  roofing. 

SjLvyTION  2.  Tiiat  this  ordinance  be  in  full  force  r.nd  effect  on  and  after  its  pass-  I 
age  and  approval  by  the  Mayor.  ® 

Harry  M.  Me Mi lien 

Bone  at  the  Gouncil  Ghamber  this  &tn  day  of  March,  19i;7,  Gity  of  Bort  V/s yne ,  Indiana. 

•lE  HHRHBY  CERTIFY,  That  the  Goinnon  Gouncil  of  tne  Gity  of  Fort  Fayne ,  Indiana, 
at  8.  Regular  ..leeting,  neld  on  the  8th  day  of  March,  19k;7,  by  c.  riajority  vole  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  --inown  as 
GEFER^L  ORBINAFGE  EO.  1346 


Ben  F.  Bennett 


Presidetn 


Leonard  H.  Ellenwood 

City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  March,  1927 

Leonard  H.  Ellenwood 

Gity  "^lerk 


Approved  this  15  day  of  March,  19<s7 


V/m.  G.  Geake. 


yor 
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GiJKERaX  OHDIN/XIGRNO.  1347 


An  Ordinance  amending  Section  ^  and  Section  263  of  Genera.1  Ordinance  l\o.  1328 
being  "An  Ordinance  establisning  nd  providing  for  a  Jepartment  of  jJuilding  ior  tne  city  of 
Fort  V/ayne,  AllenCounty,  Indiana,  providing  a  code  to  regulate  the  construction,  eij.  i^jinent, 
Maintenance,  alteration,  repairing  ahd  removal  of  buildings,  the  occupancy  ana  the  const¬ 
ruction  of  streets  and  alleys  in  performing  of  same  and  providing  certain  penalties  for 
the  violation  thereof  and  known  as  the  building  code  of  tne  City  of  Fort  v'/ayne ,  Allen  Jounty 
India.na"  as  amended  December  7,  1926  and  December  14,  1926  as  amended  march  22,  1927. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  //ayne ,  Allen  County, 

Indiana: 

SECTION  1.  That  Section  8  of  said  General  Ordinance  No.  1328  be  amended  by  strik¬ 
ing  out  paragraplis  (o),  (p)  and  (q,). 

SECTION  2.  That  Section  ^63  of  said  ordinance  be  amendea  by  adding  Sub  Section 
0,  paragraphs  (a)  and  (b)  as  follows: 

SUB  SECTION  0 

(a)  It  snail  be  unlav/ful  for  any  person,  persons,  firm  or  corporation  seeking 
to  install,  alter,  reset  or  repair  any  v/arm  air  iieating  plsmt,  jThants,  or  parts  tner=of  or 
guttering,  spouting  and  sheet  metal  work,  v/ithin  the  limits  of  the  city  of  Fort  w'ayne , 
without  those  in  charge  having  first  produced  evidence  ths,t  ne ,  she  or  they  nave  naa  not 
less  that  three  years  previous  experience  in  Vifarm  air  nesting  or  sneet  metal  work  and 
Having  secured  a  license  so  to  perform  said  .,ork  from  the  citi'’  ouilding  commussioners  at 
a  yearly  cost  of  twenty-five  aoll8,rs  ($2b.00)  and  in  additioiv  tner^to  furnisning  a  surety 
bond,  to  be  approved  by  the  city  building  comm.issioners  in  tne  sum  of  one  tnousand  dollars 
(#1,000.00)  extending  over  a  ^.eriod  of  one  current  year,  from  date  tnereof. 

(b)  Tnat  any  person,  firm  or  corporation  Having  secured  suen  a  license,  before 
beginning  to  install,  alter,  reset  or  rep)air  any  warm  air  neating  plant  or  plants  .(Here 
castings  ame  dismantled  or  doing  or  performing  any  guttering,  spouting  and  sneet  metal  ..ork 
costing  more  than  one  nundrea  dollars,  in  eacn  and  ev^ry  case,  sn.iil  r.ake  application  at  tne 
office  of  the  city  building  commissioners  stating  the  nature  of  tne  wori-:  to  be  covered  by 
permit  as  complete  as  possible,  and  tnereupon  the  city  building  commissioner  snail  collect 
for  new  and  complete  installation  the  sum  of  two  dollars  and  for  alteration,  resetting  or 
repair  sha.ll  collect  tne  sum  of  one  dollars,  and  cause  to  be  issued  a  neating  or  sheet  metal 
permit,  bearing  the  license  number,  name  of  license  holder,  street  address  and  tne  cnara- 
cter  of  work  covereu.  by  said  neatin;;  or  sheet  metal  permit. 

SECTION  3,  That  Section  263  of  said  oruinance  be  amended  by  amending  Sub-Section 
2  by  adding  l.nereto  paragrapiij  (d)  asfollws: 

(d)  In  all  emergency  cases  .vnere  a  dimension  four  inen  wall  will  not  receive 
wall  stakes  of  tne  capacity  obt.-ined  by  tne  formula  used  herein  for  neating  second  and 
tnird  floor  rooms,  sucxi  walls  of  the  required  tnickness  ahall  be  provided  by  the  owner  of 
general  contractor. 

SECTION  4.  That  Section  263  Sub  section  8  Paragrapii  (a)  be  amended  by  adding 
thereto  the  following  sub-  rjaragrapn: 

All  single  material  and  constructicn  as  set  out  in  paragrapn  (a)  hereof  may  be 
used  only  in  new  construction  work. 

$EGTI0K  5.  That  Section  263  Sub-section  b  Para-grapn  (b)  be  amendea  by  adding  to 
said  paragraptx  (b)  the  following  paragrapr.  as  follows: 

^-11  double  material  and  construction  as  set  out  in  ^.aragrapn  (b)  Hereof  must  be 
used  in  old  construction  work. 

Section  6  That  section  263  Sub  Section  10  Paragrapji  E.  be  amendea  by  striking  out 
'the  works  and  all  joist  or  wood  surfaces  shall  be  covered  by  metal. 

SECTION  7.  That  this  ordinance  be  in  full  force  and  t axe  effect  on  and  after  its 
passage,  approval  by  the  Mayor  and  legal  Publication. 

S.  Harry  Fisner 


Done  at  the  Council  Chamber  this  22  day  of  Murcii,  19x7,  by  City  of  Fort  V/ayne  ,  Indiana. 

WE  HEREBV  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Fort  Wayn§ ,  Indiana, 
at  a  Regular  meeting,  held  on  the  22  day  of  M;  rch,  1927  by  a,  majoriuy  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  a.ttacned,  and  :no..'n  as 
GENER/X  ORDINANCE  NO.  1347 

Ben  F.  Bennett  Leonard  K.  Ellenwood 

President.  City  Clerk 


Presented  to  tne  Mayor  for  approval  on  the  26  day  of  Marcn,  1927 

Leonard  H.  Ellenwood 

City  Clerk. 

Approved  tnis  28  day  of  March,  1927 

Wm.  C.  Geax:e 

Mayor 
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GEK'KRAI.  ORJIKMah;  NCI  1348 


Ordinance  approving  a  contract  befvecn  tne  Alabama  Pipe 
lu.  J.  iillmF-n,  it  ./e stern  Sales  Acnager,  and  ' 
tnrough.  its  Eoard  oT  Public  .lorks,-  lor  tiie  purcii 
.Vorks  department  of  said  City. 


G  ompany , 


and  through 


tiy 

the  City  of  Port  Ja.yne,  Indiana,  by  and 
.ase  of  Cs.se  Iron  ./ater  Pipe  for  tue  'water 


.TlIdRPAS ,  on  the  7th  day  of  Lisrch,  19^7,  the  ci  y  of  b^ort 
thougn  its  .ooa^’a  o^  Pu'olic  .<Grks,  enuered  into  contract  witji  th 
ohe  purchase  oi  Cast  Iron  .iatci’  Pipe  to  b-o  :  sed  in  tn>^  'wat^^r  ..orks 
\'/hicn  contract  is  in  the  following  v/ords.  and  figures; 


■:..nd 


Jayne  ,  Indii.na ,  by 
^‘labama  Pipe  Company  for 
department  of  said  City, 


Phis  AG-dEdIv-CNT  made  this  ttn  dc.y  cf  ifarcn,  19:s7,  by  an 
wayne,  by  and  tx.rougn  its  hoard  of  Public  dorks,  party  of  tne  fi 
wompany ,  a  corporation,  party  of  the  second  part ,  "wi  tries se  tn: 

o;  tne  mutual  covenants  he-oin  cont  ined  it  is  uy  tne 


between  the 
1 1  par  o ,  and 


Jity  of  f’ort 
\labama  Pipe 


That  in  consideration 
parties  ner^to  agreed: 

-^het  the  party  of  the  second  part  will  furnisn  and  deliver  to  the  _.arty  of 
tne  xirst  part,  F.  0.  B.  cars  Foundry,  a.nniston,  .‘.labama,  wnicn  includes  full  freignt 
;  llov/ance  to  f’ort  dayne ,  India,na. 

^  Four  Hundred  (400)  Tons  of  l^s"  Class  "b",  Cast  Iron  B&o  Pi  .e-  1^  Fott  Lengtns. 

ivvo  Hunufed  and  Fifty  (250)  Tons  of  6"  Class  "B"  ,  Cast  Iron  B&S  Pipe  -  lit  Foot  Lengtns, 

_  ^  For  trie  sum  of  Forty  One  dolls^rs  and  F  orty  Five  Gents,  (^^41.45)  per  net  tone 

of  Two  Tnousand  (2,000)  pounds. 

dith  option  to  purchase  additional  three  (300)  nundred  Ton  of  various  diameters 
at  tne  above  price. 

2.  4^1  pipe  to  be  standard  12  foot  lengtr^s ,  and  to  be  not  less  tnan  86;^  work¬ 
ing  pressure,  tne  same  as  rated  by  tne  National  Board  of  Fire  Llnderv/ri ters  for  water  mains 
for  pressure  up  to  100-^  per  square  inch,  and  in  accordance  to  tiie  American  Water  V/orks 
Associakion  specifications. 

All  of  said  material  to  be  furnished  in  accordance .  andcomplis,nce  v/itn  tne  bid  ' 
Heretofore  made  by  said  second  party  to  first  party  on  FEBRUARY  25tn,  1927,  and  in  accor- 
dance^with  notice  and  specification  on  file  in  tne  office  of  tne  Board  of  Public  Works, 
in  its  Waterworks  Department,  calling  for  said  material  exception  insofar  astne  saune 
conflicts  herev/itn,vmich  bid  and  specifications  are  made  a  part  of  tne  same  as  if  copied 
herein. 

3.  Party  of  the  second  part  agrees  to  deliver  to  t.'.e  party  of  t.  e  first  part 
witnin  ten  (lO)  days  from  the  execution  of  tnis  contract,  a  Bond  for  tne  performance  of 
this  contract,  with  a  ourety  Company  as  surety  t..ereon,  and  to  the  approval  pf  said  Board 
of  Public  Works,  said  bond  to  be  tne  sum  of  five  thousand  ($5,000.00)  dollars. 

4.  Party  of  t.  e  second  part  agrees  to  start  snipment  of  6"  pipe  immediately 
and  make  complete  delivery  witr.in  ninety  (90)  days  from  date  of  tnis  contract.  Same  to  be 
approved  by  ORDINANCE  of  tne  G0I'..110N  COUNCIL  of  si^id  City. 

5.  Party  of  tne  first  part  s^grees  to  pay  for  said  material  within  tnirty  (30) 
days  from  date  of  delivery  thereof. 

IN  'WITNESS  THEREOF,  tne  parties  hereto  nave  hereunto  set  tr.eir  hands,,  and  seals, 
the  day  and  date  nereabove  v/ritten. 

CITY  OP  PORT  'WAYNE  ,  INDIANA. 

BY  J.  T.  JOHNSON. 

TOP.  SNOOK. 

WILLIAM  C.  O'ROUHKS. 

ITS  BO/RD  OF  PUBLIC  WORKS. 

ATTEST: 


GEO. 


'W/iDROP 
.7AYNE 


.-ATER  'WORKS  DEP'j 


ANLT^IBAIvIA  PIPE  COLCPANY 

BY  I 

ITS  I 

SECTION  1.  Be  it  ordained  by  tne  COIiftlON  COUNCIL  of  t.xe  CIT'"  of  FORT  'WAYHS  ,  INDIANA 
that  the  contract  Heretofore  entered  into  on  txde  7tn  day  of  MARCH,  1927,  between  tne  City 
of  Fori  'Wayne  by  and  tnrough  its  Board  of  PUBLIC  WORKS,  and  tx^e  ALABAIjIA  PIPE  COMPANY,  by 
and  through  Mr  M.  D.  TILLMN.N,  its  'Western  Sales  Manager,  for  the  purchase  of  Cast  Iron 
'Water  Pipe  to  be  used  in  tne  'Water  Department  of  said  city, as  fully  forth  in  t.  e  preample 
hereti,  by  and  the  same  is  nereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  ful'i  force  and  take  effect  on  and  s.fter  I 

its  passage  and  approval  ^y  tne  IIAYOR.  I 

EDWARD  H,  HUNS AKER.  * 

DONE  AT  TIIE  COUNCIL  CHAMBER  THIS  22nd  DAY  OF  MARCH,  1927,  CITY  OP  FORT  WAYNE,  INDIANA. 
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■ja  GK  jilBY  CYRTIYY,  That  tne  GOm.101'1  CO  KCIL  of  the  CITY  of  FORT  WAYBE  ,  INDI/JTA, 
at  a  REGUL/iR  meeting,  held  on  the  22nd  d  y  of  MARCH,  1927,  hy  a  majority  vote  of  all  namhers 
elect,  did  pass  the  ORDIilT^UCE  hereunto  attached,  and  hnown  as 

GEHHRAL  ORDIHAl^CE  NO.  1348 


BEN  F.  BENNETT 
PRESIDENT 


LEONARD  H.  ELIENV/OOD 
CITY  CLERK. 


Presented  to  the  I1A.Y0R  for  approval  on  the  26th  day  of  M/iRCH,  1927. 

LEONARD  H.  ELLENY/OOD. 
CITY  CLERK. 

APPROVED  THIS  28th  day  of  MARCH,  1927. 

m.  C.  GEAKE. 

MAYOR . 
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GJKiil.lAL  ORDINMCi;  NO.  1349. 

AN  ORDINANCE  Ai:)OPTING  EASTERN  STAND/iRD  TILE  DURING  CERTAIN  Iv.ONTHS  FOR  THE  PURPOSE.. 
OF  DAYLIGHT  3A.VINGS. 

SECTION  1.  Be  it  therefore  ordained  by  tne  COmiON  COUI^tCIL  of  the  CITY  of  FORT 
.VAYNE ,  tnat  the  clocks  he  set  ahead  one  hour  in  accordance  witn  i^ASTERN  STAHDAJID  TILE, 
beginning  at  midnignt  on  SUNDAY,  LIAY  16,  1927,  and  continuing  in  effect  until  midnight 
SEPEijIIBER  12,  1927,  at  vmich  time  the  clocks  snail  be  set  back  one  Hour  in  accordance 
with  CENTRAL  STALIDARD  TILE. 

Si!jCTION  11.  This  ordinance  to  be  in  full  force  and  effect  during  the  time 
prescribed  after  its  passage  and  approval  by  the  LIAYOR. 

CHESTER  HINTON. 

DONE  AT  TIE  CONCIL  CHAMBER  ON  THE  12th  day  of  APRIL,  1927,  CITY  OF  PORT  V/AYIE  ,  INDIANA. 

..E  lE-'EBY  CERTIFY, THat  the  COIMON  COUNCIL  of  t|ie  CUT  of  FORT  aNYlE  ,  INDIANA, 
at  a  REGULAR  meeting,  held  on  tne  12th  do,y  of  APRIL,  1927,  by  a  majority  vote  of  all  membei'S 
elect,  did  pass  tne  ordinance  hereunto  attached,  end  known  as 
GENERAL  ORDINANCE  NO.  1349 


BEN  F,  BENNETT 
Presid  ent 


LEONARD  H.  ELIENWOOD. 
COTY  CLERK. 


Presented  to  the  LLAYOR  for  approval  on  the  12th  day  of  APRIL,  1927, 


LEONARD  H.  ELLENWOOD 
CITY  CLE  K. 


AJPPROTED  THIS  13tn  day  of  APRIL,  1927. 


m.  C.  GEAXE. 
LIATOR . 


I 


Anns 


GEKER/iL  ORDIN/UGE  NO.  1350 


An  Ordinance  amending  SECTffiON  8  of  GERE  AL  ORDINANCE  NO.  13<i8,  "being  'An  ordincj.nce 


esta"blishing  and  providing  for  a  Department  of  Building  for  tAe  city  of  FORT  i/AYKE  ,  ALLEN 
COUNTY,  INDIMA,  providing  a  code  to  regulate  the  construction,  eciuipment,  maintenance, 
alternation,  repairing  and  removal  of  "buildings,  the  occupancy  and  the  consuruction  of 
streets  and  alleys  in  performing  of  same  and  providing  certain  penalties  for  t. e  violation 
thereof  and  known  as  the  "building  code  of  the  CITY  of  FORT  V/AYIIE ,  ALLEN  COUNTY,  INDIAI>iA 
as  amended  DECEICBER  7th,  1926  and  DECElfflER  14,  1926". 


Be  it  ordained  hy  the  COMON  COUNCIL  of  the  city  of  PORT  WAYME  ,  /JILEN  COUNTY, 


INDIANA; 


SECTION  L.  That  PARAGRAPH  (m)  section  8  of  said  GENER/i  ORDINANCE  NO.  1328  as 


above  entitled  be  amended  as  follov/s: 

(m)  For  repah.ring  remodeling,  taking  down  or  hanging  awnsings  v/here  the  cost 


of  the  work  done  is  under  thirty-five  dollars  ($35.00)  no  permit  is  necessary  .  For  all 
of  such  work  the  cost  of  v/hicn  is  over  thirty-five  dollars  the  total  fee  shall  be  two 
dollars  ($2.00) 

SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  by  the  IIAYOR. 

HARRY  M.  MC’I'ILLEN. 

DONE  AT  THE  COUNCIL  CHALUBER  THIS  12th  day  of  APRIL,  1927,  CITY  OF  FORT  V/AYNa  ,  INDIANA. 

wE  JEREBY  CERTIFY,  That  tne  COIfflON  COUNCIL  of  the  CITY  of  PORT  V»AYNE  ,  INUDIANA, 
at  a  REGULAR  meeting,  held  on  tne  12tn  day  of  APRIL,  1927,  by  a  majority  vote  of  all  members 
elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  1350. 


BEJi  P.  BENNETT 
PRE3ID"ENT 


LEONAPOD  H.  ELLENBTOOD 
CITY  CLE:-.K. 


PRESENTED  to  tne  MAYOR  for  approval  on  the  20th  day  of  APRIL,  1927 


LEONARD  H.  ELIENY/OOD. 
CITY  CLERK. 


APPROVED  THIS  22  day  of  APRIL,  1927. 


mi.  C.  GEAKE. 
MAYOR. 


ro 


G^Iih]RAL  ORDIN/ITG,  NO.  1551 

i^-n  Ordinance  amending  Section  S3,  Paragraph  "A"  of  General  Ordinance  do.  13S8,  heihg 
"An  Ordinance  estahlisi.ing  and  providing  for  a  Department  of  Building  for  the  city  of  Port 
.layne,  Allen  County,  Indiana,  providing  a  code  to  regulate  the  construction,  eiiui;t:.ment , 
maintenance,  alteration,  repairing  thd  removal  of  Buildings,  tne  occupancy  and  tue  constru-  J 
ction  of  streets  and  alleys  in  performing  of  same  and  providing  certain  penalties  for  the 
violation  thereof  and  known  as  the  Building  code  of  tne  City  of  Port  v/ayne ,  Allen  County, 
Inaiana  as  amended  DecemBer  7,  1926  a.nd  DecemBer  14,  1926",  as  amended  April  12,  1927. 

Be  it  ordained  By  the  Common  Council  of  the  City  of  Port  V/ayne ,  Indiana:  I 

SECTION  1.  Tnat  Section  23,  Paragrapy  "A",  of  General  Ordinance  No.  1328  as  aBo';e 
entitled  Be  amended  to  read  as  follows:  (a)  Be  it  further  ordained.  That  Before  tne 
i-uilding  Commissioner  shall  issue  a  permit  to  erect,  -alter  or  repair  a  Building  or  excavate 
under  a  sidewalx,  the  owner,  contractor,  suB-conti-actor  or  agent  securing  the  permit '  shall 
file  a  bond  .vitn  the  Building  Commissioner  in  the  amount '  of  vb,000.00,  with  surety  to  Be 
appi oved  By  the  Building  Commissioner,  expressly  stipulating  and  agreeing  to  pay  all  damages 
1 01  personal  injuries  to  any,  or  damages  to  property  or  imxu’ovements  on  account  of  any  excava¬ 
tion  made  in,  or  any  oBstruction  placed  upon  any  street,  sidev/alk,  alley  or  oiner  puBlic  space 

^  •  * 

in  the  v^ity  of  -^ort  w’ayne  By  anyone  while  engaged  in  or  about  the  performance  of  any  sucji 
Buildin^  operations  and  during  the  existence  of  sucn  excavation  or  obstruction,  and  shall  de¬ 
fend  all  suits  and  hold  the  City  of  Pori  ./ayhe  harmless  against  any  and  all  loss  or  damage 
on  account  of  either  personal  injuries  or  injuries  to  property.  Provided,  no./ever ,  ,  that  a 

vifhenevei-  said  owner,  contractor,  subcontractor  or  agent  securing,  the  permit  can  and  will  ■ 

show  by  afiidavit,  to  the  satisfaction  of  said  Building  Coitmissioner ,  th&.t  tne  erection 
alteration  or  repair  comtemplated  to  Be  done  under  said  permit,  will  not  necessitate  the  oB^ 
struction  or  use  in  any  manner  of  any  street,  sidetelk,  alley  or  other  puBlic  space;  said  • 
Building  Commissioner  may  issue  a  permit  distinguishe'a  in  color  from  any  other  permit  witii-  i 
oui  said  ov/ner,  contractor,  sub  contractor  or  agent  filing  the  Bond  set  out  -in  tnis  paragra^.h. 
Provided  further,  that,  if,  after  tne  issuance  of  said  permit  under  the  conditions  as  nere^^ri 
set  out,  the  owner,  contractor,  sub  contractor  or  agent  does  obstruct  or  in  any  manner  use 
a.ny  street,  sidev/alk,  alley  or  otner  puBlic  space,  then"  said  owner,  contractor,  subcontractor 
or  agent  shall  oe  fined  not  less  than  tv/enty-fivc  dollars  or  more  th.an  ^ne  hundred  dollars 
and  said  permit  may  Be  revoked. 

oECTIOl'T  2.  That  tnis  ordinance  Be  in  full  force  and  take  effect  on  and  after  its 

I 

passage  and  a^/proval  by  the  Mayor  and  its  legal  puBlica.tion.  ■ 

Harry  F.  Zimmerman 

S 

DONE  AT  THE  COUNCIL  GH/'MEER,  THIS  12  DAY  OF  APRIL,  1927,  CITf  OF  FORT  WAYNE,  INDIANA. 

.VE  HEPJIBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  KVayne ,  Indiana, 
at  a  Regular  meeting,  held  on  the  12  day  of  April,  1927,  By  ^  majority  vote  of  all  members  « 

elect,  did  pass  th.e  ordinance  Hereunto  attached,  and  knovm  as  GENERAL  ORDINANeE  NO.  1351  H 

Ben.  F.  Bennett  President  Leonard  H.  Ellenwood,  City  Clerk 

Presented  to  the  Mayor  for  a.pproval  on  thS  20  day  of  April,  1927 


A-pproved  tnis  22  day  of  April,  1927 


Leonard  H.  -c^llenwood,  City  Clerk 
Vita.  G.  Geake. 

Mayor 


QUISRM.  ORDIMAHCB  ITO.  1552 


An  Ordinance 
01  -^’’ort  ./ayne ,  Indiana  and 
for  the  purchase  of  copper 


approving  a.nd  rectifying  a  contract  "betvi/een  G-raybar  j^lectric  ^  cyompany 
City  of  Port  V/ayne  by  c.nd  through  its  Roard  of  Public  .vor^s 
to  be  used  in  the  City  Light  Lepartment . 


the 
wirc 


a  con 
a  ay 


.dlGRj'.AS,  the  Gro.ybar  Electric  -ompany  of  -^^'ort  V/ayne,  Indiana,  entereu  into 
tract  witn  the  City  of  ^'ort  »Vayne  by  and  inrougix  its  board  of  x'ublic  ''or-icS  on  uie  bis 
of  rnaren,  1927,  for  the  purcha  e  of  copper  wire  to  be  used  in  tue  City  Lignt  Lepartnent, 
which  controci.  is  in  the  followiiig  words  and  figures,  tov/iei  ^ 

THIS  AGRGLMGllT  Made  and  entered  inio  by  ana  between  Graybar  Llectric  Conpan^  of 

City  of  bort  V/ayne  knovm  as  second  party,  in  considerc.,ti on  ol 


Port  Wayne , 


Indiana  and 
the  mutual  covenants  of 
secona  party  and  second 
in  the  amounts  and  upon 

I 

3,000  Lbs 
3,000  Lbs 
15,000  Lbs 
10,0)00  Lbs 
10,000  Lbs. 


the 

each  of  sa.id  parties 
party  buy  tne  follow: 
the  texTis  nerein  set 


dod  hereby  agr^e  that 
ng  solid  triple  bradd 
cut : 


said  first  party  sell  to 
weatherproof  copper  wire 


„2 

H 

fi  S 


Soft  Lraw^i 

II  II 


#10 


Vopper 

It 

II 

II 

II 


It 

t  Wayne 
ontract 
f  paia 
In 

nd  year  firs 


at  Lor 
thi  s  c 
i 


11  be  f .  0 .  B . 
upon  execution 
one  per 


cent 


is  furtner  agre-ed  by  said  parties  nereio  that  said  prices  sh. 

,  Indiana,-  and  that  the  material  will  be  shipped  imnieuiately 
,  Si^cond  party  snail  be  given  a  discount  of  one-naif  (I/2)  of 
within  ten  days  from  the  time  of  delivery. 

Witness  Wnereof  the  parties  have  nereunto  set  their  hands  and  seals  tne  day 
t  above  v/ritten. 


PROOF 


THd 
V/IPB . 


POLT.OWILG  BIDS  HAiAi  RGBB  ILK 


GRAYBAR  BLLCTRIC  GOMPAnTY 
BY  P.  M.  Barley  Sales  ligr. 
BOARD  OP  PLBLIC  W0RiG3  ,  PORT 
BYVT.  T.  Jonnson 
Tom  Snook 

William  S.-‘  O'Rourke 
OR  SOLID  TRIPAt  BRFiDBD,  30PT 


WAYEI 


INDIANA 


DRAWN,  WL-TRIR 


The  Eissel  Company 


3,000 

ibs 

#2 

'0  .1620 

Per  Lb. 

$  486.00 

3,000 

Xibs 

#4 

.1620 

II 

It 

486.00 

15,000 

lbs 

il-e 

.1620 

It 

II 

2,430.00 

10,000 

11 

//8 

11620 

It 

It 

1,620.00 

10,000 

n 

#10 

.1750 

II 

II 

1.750.06 
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’ 

S6,772. 

00 

Th  e  Rome  Wire  Gom^iany 

Lbs . 
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.1587.5 

Per  J.b 

• 
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3,000 

H 

A 

ir  4 

.15875 

II 

II 

476.25 

15,000 

It 

#6 

.16 

11 

II 

2,400.00 

10,000 

II 

#8 

.1675 

II 

11 

1,675.00 

• 

10,000 

II 

#10 

.1750 

II 

It 

1,750.00 

TOT/'J. 

*6,777 

.50 

aJHB6NATI0N/i  MILJ.  3UPP1Y  GO. 

3,000 

Lbs 

#2  © 

.1545 

Per 

Lb . 

S  463.50 

3,000 

II 

#4 

.1570 

II 

II 

471.00 

15,000 

It 

#6 

.1670 

It 

II 
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II 

#8 

.1645 
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tl 
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11 
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- 
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50 
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Lb. 

S  450.00 

3,000 

II 

#4 

.1550 

II 

II 

465.00 

15,000 

II 

#6 

.1575 

II 

ft 

2 ,  362 . 50 

10,000 

It 

#8 

.16375 

II 

11 

1,637..,0 

] 0,000 

II 

#10 

.16875 

II 

II 

1,6L7.50 

$  6,602 

.50 

3,000 

Lbs . 

#2  © 

.1539 
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Lb. 

Protective  Plectrical 

Supply  Co. 

- 0 - 461.70 

#,000 

It 

#4 

.1562 

II 

It 

468.60 

15,000 

II 

#6 

.1562 
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It 

2,343.00 

10,000 

11 

#8 

.1637 
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It 

1,637.00 

10., 000 

II 

#10 
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ft 
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Central  states  General 

Electric  Go. 
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Per  Lb 

• 
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II 

#4  a 

.15375. 

11 

It 

•  461.25 
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II 

#6 

.15375 

It 
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3, 

000 

Lbs . 

#2  G 

.1536 

Per 

Lt. 

3, 

000 

11 

#4 

.  1536 

M 

11 

15 

,000 

1) 

#6 

.15  56 

II 

It 

10 

.000 

It 

#8 

.  15>^6 

II 

M 

10 

,000 

II 

#lQo 

.1685 

11 

II 

Grayoa.r  Electric  ComlDany 

§ 


460.80 
460.80 
2,504.00 
1,536.00 
1 ,685 . 00 


(  this  v/c  s  lov7  bid) 


6,446.60 


ROBERT  S  ,  DUEL 
SUPT  OR  CONSTRUCT I ON 


Be  it  oidained  by  tne  Connion  Council  of  tiie  City  of  I’ort  ./ayne ,  Indiana. 

*  -Lhau^tne  contract  entered  into  by  and  beWecn  tne  Graybar  Electric 
Gonpc-ny  of  i'ort  viiayne ,  Indic^.na  and  the  City  of  Port  ./ayne  by  and  througn  its  Board  of 

olst  day  of  Larch,  19<;7  for  the  purcnase  of  copper  wire  to  be  used  in 
the^  v^ity  LigriL  Jepartrient,  as  nore  fully  set  forth  in  the  presmble  nereto,  be  and  the  saine 
IS  here  in  all  things  approved  and  ratified. 

SECTION  2.  That  this  ordinance  be  in  full  force 
passage  and  approval  by  the  Mayor. 


ind  effect  on  and  after  its 


Edward  II.  Ilunsaker 

Done  at  the  Council  ^^he.mbe*'  this  <i0  day  of  April,  1927,  City  of  Eox-t  dayne ,  Indiana. 

.«E  HSREEY  CERTIEY,  '  That  the  Common  Council  of  tne  City  of  Port  ./ayne ,  Indians, 
ao  a  Reguls.r  meeting,  neld  on  the  E6  day  of  /.pril,  1927,  by  o.  majority  vote  of  all  members 
elect  did  ^ass  the  ordinance  hereunto  attached,  and  nnovm  as 
a^NER/i  ORBINAEiCE  NO-  1352 


Ben  E.  Bennett 


President 

Presented  to  tne  Mayor  for  approval  on  the  k.8  day  of  ..pril,  19i;7 


Leonard  H.  Ellenwood 

City  Clerk 


Leonard  li.  Ellen.vood 

City  Clerk 


£P Proved  this  2  day  of  May,  1927 


'mi  .C.  Geake 


May  o  r  ^ 


I 
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GJil'lSR/L..  ORDIIT/JTCE  UP.  1555 


An  Ordinance  approving  a  contract  loetv/een  tlie  Auatin  liacninery  Corporation,  by 
and  tlirougn  ilr.  Renry  Lajnont,  district  Co.les  Mo.nager ,  and  tne  City  of  Ro^  t  ^ayne,  Indiana, 
by  and  tnrougn  its  Eoa.rd  of  fublic  .»orks,  for  the  purchase  of  one  (l)  Backfiller  for  tne 
iVater  »/orks  Bepo.rtment  of  said  City. 

Vi/'lERcjAS ,  on  the  50tn  day  of  lA  rch  19k;7,  the  City  of  fort  we.yne ,  Indiana,  by  and 
through  its  Board  of  Public  Corks,  entereu  into  a  contract  v/i  tne  rustin  llacninery  Corp¬ 
oration  for  the  purchase  of  one  (l)  Backfiller  to  be  used  in  tne  .uiter  corks  department  oi 
said  City,  which  contract  is  in  tne  following  v/ords  and  figures: 

THIS  AGRBiiillBHT  made  inis  30tn  day  o.'  Llarcn  19^1,  by  and  between  tne  City  of  Port  v/ayne 
by  £-nd  though  its  Board  of  Public  corks,  party  of  tne  first  part,  and  the  Austing  Machinery 
Corporation  of  Muskegon,  Michigan,  party  of  tne  second  part,  ./IfKASSBTH: 

That  in  consideration  of  tne  mutual  cov.nants  xiercin  contained  it  is  by  tne  parties 
hereto  agreed: 

(l)  The  party  of  tne  seennd  part  ..ill  furnisii  a.nd  deliver  to  tne  j;.arty  of  the 
first  part,  ?.0.  B.  cars  Fort  iVayne ,  Indio.ns,  one(l)  Austin  "improved"  Utility  Back  Filler, 
Combination  Ho.  P,  ..’hicri  mesns  that  said  Back  Filler  shall  be  e^-ipped  as  a  Back  filler  proper 
Complete  witn  Scraper,  --.nd  also  v/ith  all  the  e  iuipment  necessary  to  operate  said  3ci.ck-  Filler 
as  a.  Crane,  a.11  in  accordance  with  cpecii  icatioris  BF  3  1-ttacned  nereto  and  made  a  part  nereof. 

*.  -tarty  of  tne  second  part  agrees  to  furnis.*  at  its  own  expense  an  op^^ratcr  ./no 
shall  superintend  tile  unloading  of  tne  naciiine  and  instruct  operator  of  th=  first  p-'  rt^  as  to 
its  proper  operation.  Party  of  the  second  part  v/ill  furnish  said  nan  for  not  more  tnan  three 
(3)  days,  said  time  to  begin  on  the  d.  y  of  nis  arrival  at  ^oci.tio.-  of  said  macnine . 

If  demonstrator  is  detained  lonjer  than  tnree  (3)  days,  througn  no  fault  of  second 
party,  first  party  is  Lo  pay  for  such  extra  time  at  the  rate'  of  twelve  ($12.00)  I)olla.rs  per 
day  oa.nd  expenses. 

■1.  Machine  shall  be  lettered  as  lollpv/s: 

City  of  ort  .vaync ,  ./ater  ./orks  Department. 

4.  Payment  for  sa-id  macnine  to  be  mode  within  thirty  (30)  days  from  date  of 
snipment  of  machine. 

b.  Price  s-nd  -'erms  .  Tnree  Tnsusand  One  Hundred  Forty  s/ignt  ($3,148.00)  Dollirs 
F.O.  B.  Fort  .<ayne ,  Indiana. 

6.  Guarantee .  Party  of  the  second  part  guarantees  this  Macnine  to  be  of  first  cla.ss 
mate'ria.l  and  worxr..a.  snip^  to  ..ork  properly,  to  remonstrate  its  ability  Lo  develop  its  rated 
working  speeds,  and  to  ojjerate  at  its  rated  werkin,^  ranges,  v/i  tn  reasonable  ca.re  and  attention 
by  a  comxietent  c ^.orator. 

Tnis  machine  must  be  cx;  mined  by  pa,rty  of  the  firsu  part  on  arrival  and  all  claims 
tha.t  the  se.id  ma.chine  is  defective  or  does  not  conform  to  the  re^iLiirements  of  tnis  proj^osal  snail 
be  and  are  v/aived  unless  witnin  ten(lO)  days  after  arrival  of  said  ma.cnine  on  board  cars  at 
destination,  party  of  the  first  part  shall  send  to  party  of  the  second  part  at  tne  Home  O-'fice  in 
Muskegon,  Michigan,  by  Registered  United  3ta,tes  Mail,  ’rti-itten  notice  to  tne  contrary  s_.eicif icall 
stating  any  defect  or  inade^juacy  of  otner  ground  for  your  objection  and  all  oti.er  objections 
shall  be  deemed  wavied.  As  to  any  otner  ocjections  so  me.de , p&.rty  of  tne  second  part  snail  nave 
the  right  within  a  reasonable  time  to  make  suen  altera.tions  on  said  machine  as  may  party  of  the 
•second  part  consider  necessary  to  meet  suen  objections,  and  party  of  the  first  part  shall  render 
necessary  and  friendly  assistance  in  making  sucii  alterations  and  inoperating  said  macnine. 

These  express  warranties  and  guara.ntees  exclude  all  implied  warranties  or  guarantees 
except  as  to  ownership.  For  Ereacn  of  warranty  as  to  ownership  or  as  to  ca^.acity,  second  party 
shall  in  no  event  be  liable  in  an  amount  exceeding  tae  amount  paid  on  such  macn..ne .  i-ny  part 
Proving  defective  within  three  (3)  rront'iis  will  b^  repaired  or  replaced  witnout  cnarge  F.O.  3. 
second  parties  facoty  u  on  receipt  of  part  sho'wing  defect  Party  of  the  second  part  snail  in 
no  eveni-  be  liable  for  damages  for  or  by  reason  or  latent  defects,  unli.puidated  damages,  loss 
of  earnings  or  profits,  delays,  exvra  expense  or  any  ot'ner  loss  or  injury  or  conse  puential 
damage,  but  on  the  contrary  liability  of  party  of  the  second  part  is  expressly  limited  to 
the  refunding  of  money  paid  or  replacement  of  party  as  hereinbefore  expressly  provided. 

IN  'vVITNBiSS  THFRFOF,  the  pairties  have  Hereunto  set  their  hands,  and  seals,  tne  day  and  date  here 
above  written. 

CITY  03"  FORT  WA'ANF  ,  INDI/vNA. 

BY.  J.  T.  ilonnson 
Tom  Snook 

'.'/illiair  S.  0.  Rourke 
ITS  BOARD  OF  PUBLIC  V/ORKS 

ATTEST: 


Geo  G.  ffaldrof 

sec:.  FT.  V//.YNE  ’.7.^-TER  .VOPdIS  DEPT. 

USTIN  lAiCHINERY  CORPOxU^xiON . 
BY  Cnas  '.7.  Brddfin 


Treasurer 
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SjlCTIOIT  1.  Be  it  DDdaiined  "by  tne  Coirmion  Council  of  tne  City  of  Bort  ;7ayne ,  Indiana, 

that  the  contract  heretofore  entered  into  on  tne  30 in  dity  of  liarch  19ii7,  hetween  the  City 

of  iort  '/i/ayne ,  hy  and  throu^n  its  Boa,rd  of  Public  iVorks,  and  tne  Austin  Machinery  Corporation, 
by  and  tnrough  hr.  Henry  Lainont,  Jistrict  Sales  Manager,  for  me  purchase  of  one  (l) 

Backfiller  to  be  used  in  the  .ifater  ./orks  Jepartment  of  said  City,  as  fully  set  fort.:  in  tlie 
preample  nei'^^^to,  by  and  tne  same  is  hereby  in  all  things  ratified  and  approved. 

SiijCT  0i\  2.  That  tnis  Ordinance  be  in  full  force  tind  take  eff'^ct  on  and  after  its  ol 
passage  and  approval  by  tne  Mayor.  ' 

3.  Harry  Bisher. 

BCHB  A?  COliHCIL  CHAMBER  THIS  26th  DAY  OB  APRIL,  19^7,  CITY  OP  FORT  vVATKE  ,  INDIAHA. 

■iB  HERSBY  CERTIFY,  That  t-.e  COMMON  COUNCIL  of  tne  CITY  of  FORT  HAYm  ,  INDIANA,  I 

at  a  regular  meeting,  held  bn  sxxthe  26 tn  day  of  APRIL,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  me  ordinance  nereunto  attached,  and  knovm  as  GENERAX  ORDIN  NCE 
NO.  1353 


BEN  F.  BENNETT 
PRESIDENT 


LEONARD  H.  ELLENWOOD 
CITY  CLERK. 


Presented  to  tne  MAYOR  for  approval  on  tne  2&th  day  of  APRIL,  19t:7 


LEONARD  H.  ELIEN'tfOOD. 
CITY  CLERK. 


APPROVED  TrlS  2nd  day  of  lAAY,  1927.' 


vTM .  C  .  GE  A.KE  . 
MAYOR. 
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GjiSii:;?.AL  ORDINi'llCE  NO.  13b4. 


An  Ordinance  ratifying  and  approving  a  contract  entered  into  by  tne  CITY  of  x'ORT 
V/AYiai  AND  tnrougn  its  Board  of  Public  Safety  v/itn  t..e  Gamewell  Gocipany  for  t-.e  fur¬ 
nishing  of  Police  an  ,  Pire  Alarm  Ey.uipment. 

Whereas,  on  tne  8th  day  of  March,  19S7  t..e  City  of  Fort  .ayne  by  and  tnrougn  its 
Board  of  Public  Safety  entered  into  a  contract  v/itn  tne  Gamev/ell  Company  by  and  tnrough 
its  District  Sales  Mana-ger,  wnich  contract  is  in  tne  follov/ing  v/ords  and  figures,  to-wit: 

TJfli]  GAKE'.'fflLL  COMPMIY 

MARCH  8,  1927 


TO  THE  BOARD  OF  PUBLIC  SAFETY, 

CITY  OP  FORT  V/AYNE  ,  INDIANA. 

In  a.ccordance  witn  tne  specifications  hereto  a.ttached,  wnich  are  nereby  accepted 
as  a  part  of  tnis  contract,  v/e  respectfully  propose  and  agree  to  deliver  F.O.B.  our  factory, 
NiPWTON  UPPER  FAJ.L3,  MASS,  our  latest  and  most  approved  apparatus  as  particularly  described  , 
in  attacned  detailed  specifications. 

V/e  propose  to  deliver  triis  eq,uipment  witnin  one  nundred  and  fifty  (150)  wording 
days  after  date  of  av.arding  of  contract  to  us  for  tne  net  sum  of  tj.ree  tnousand  ($3,000.00) 
Dollars,  upon  tne  following  terms  of  payment:- 

Tv/enty  (20)  Peerless  Succession  fire  alarm  boxes  E  $150.00  each . $3,000.00 

Net  cash  -  ten  days  after  delivery. 

IN  •WITIPE  S  V/IEREOF,  TiE  GAMEWELL  COIiOPANY,  A  Massaenuse tts  Corporation,  by  its  duly 
authorized  agent  has  caused  tnese  presents  to  be  signed  and  delivered  in  its  benalf ;  and 
the  sa.id  City  of  Fort  V/ayne ,  Indiana,  by  its  legally  authorized  representatives,  nas  hereunto 
affixed  its  nand  end  seal  tnis  ..ay  of  1927,  and  iiereby  agrees  to  all  of  m.e  spe¬ 

cifications  hereinafter  attached  and  written. 

TIE  G/MEWELL  COMPANY 
By  L.E.  L0V7RY 

District  Sales  Manager 

Accepted  by  City  of  Fort  Wayne,  Ind. 


V/itnesses 


ARNO  C.  SPIEGEL 

JACOB  BILL 

AUG  C.  EORGMAl'IN 
Board  of  Public  Safety. 


PEERLESS  FIRE  AI.7EM  SIGNALING  E0/E3  WITH  HERCULITE 


CASE  AND  4UICK  ACTION  DOOR 


There  shall  be  twenty  latest  improved  positive  noninterfering  and  syccessive  fire 
alarm  signal  boxes  arranged  to  be  connected  in  tne  fire  alarm  system,  and  to  formulate  fire 
alarm  signals  v/itn  units  of  uniform  duration. 


Tnese  boxes  shall  be  so  arranged  that  should  two  or  more  on  a  circuit  be  operated 
at  tne  same  instant  and  open  tlie  circuit  simultaneously,  one  will  be  automatica.lly  selected 
to  transmit  a  complete  signo.l  of  four  rounds  witnout  any  confusion  or  interference,  indica¬ 
ting  its  exact  location  on  ne  alarm  and  recording  apparatus  connected  witn  tne  system. 


Tne  box  (or  boxes),  pulled  simultaneously  with  tne  box  automg-tically  selected 
to  transmit  its  signal,  will,  after  the  first  box  has  completed  its  signal,  ta.ke  tne  circuit 
one  after  the  othc/  and  transmit  a  full  and  complete  signal. 


Each  box  shall  be  so  arranged  that  it  will  take  control  of  tne  circuit,  and  begin 
transmitting  its-  signal  at  tne  beginning  of  any  round  during  its  period  of  operation  that 
the  circuit  may  be  free  to  receive  tne  signal. 


Should  one  or  more  boxes  be  operated  while  another  box  on  tne  same  circuit  is 
transmitting  its  signal,  each  box  so  orjerated  snail  not  interfeie  in  any  way  witn  tixe  first 
box  operated;  but  t.  e  signals  snail  be  properly  transmitted  after  toe  first  box  xias  finished 
sending  in  its  alarm. 


Tne  boxes  shall  be  of  the  trigger  pull  type  and  require  but  a  simple  mov-ement  of 
thS  starter  lever  to  statt  tne  signal  formulating  mechanism  and  cause  a  complete  signal  to 
be  transmitted.  The  starting  lever  and  its  co-operating  pa.rts  shall  be  to  a.rranged  th;-,.t  no 
careless  nor  malicious  manipulation  of  same  v/ill  interfere  in  any  way  v/itn  tiie  correct 
transmission  of  tne  signal. 

Tne  mechanism  of  t-e  boxes  snail  be  spring  operated  and  shall  nave  a  caj^acity  of 
thirty-six  rounds  when  fully  wound. 

The  boxes  snail  be  eacxi  capable  of  running  fifteen  rcunas  after  one  operation  of 
the  starting  lever;  and  eacii  box  operated  shall  be  arranged  to  ste.rt  signalling  at  tne  be¬ 
ginning  of  any  round  tnat  tru.  circtit  is  free  to  receive  tne  signal,  and  tne  mecnanisra 
shall  stop  and  restore  tne  box  to  a  normal  condition  when  tne  act  of  transmitting  a  si^mal 
has  been  completed. 
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Tiie  boxes  snail  be  arranged^to  perform  tneir  functions  on  normally  closed  meL:llic 

Uo  part 
can  c ome  1 n 


^  tn^  uoe  of  or  necessity  for  ground  or  ot^xer  lines  or  connections. 

0  ..  d-iving  mecuanism,  case,  nor  any  part  witn  vmicn  a  person  operating  tiie  box 
contact  snail  from  a  .art  ol  or  be  electrically  connected  to  tiie  circuit. 

stand  -  vh  circuit  snail  be  thorougnly  insulated  to  vvitn- 

inner  round  nc.p  r^nnts.?  circuit  and  all  otner  parts  of  t  e  signalling  meciianlsm;  and 

’"aterial  wiHhp-r  n-F  hi  "■  ipovement  shall  oe  thorougnly  insulated  by  a  molded  insulating 

-  aterial  washer  of  hign  dielectric  strength,  and  an  ai-  ^  1  ^ 

3q_uare  case  in  which  it  is  mounted. 


tne 


.r  gap  of  at  least  3/l6"  from  tne  inside 


si-htP  h-inhi^^  tne  bottom  of  t.-c  outer  case  of  each  box  there  shall  be  mounted  an  easily  a.ces-  I 
snail  bp  nnnma??^  tne  Connection  of  said  case  to  a  ground  v/ire  and  tne  two  outer  cases  I 

r-ic  ?  electrically  togetner  so  that  all  metallic  pirts  of  txie  box  Y/itn  " 

oerTv  ^uound  d  +r  contact  for  the  purpose  of  operating  srme  may  be  tnorou;?nly  end  pro- 

^entiM  Preventing  any  danger  of  injury  to  said  person  by  reason  of  a  xiigh  po- 

a^ii  connected  or  crossed  witn  tne  fire  alarm  circuit,  tne  fire 

al.,rm  box,  oi  ti.e  cttacned  propecting  pipe  for  tixe  v/ires  leading  to  tne  box. 

mat-riul  f  provided  wi  m  multiple  signaling  contacts  mad^  of  tne  best  knovm  m 

uoon  to  n-°p  contacts  of  pure  silver,  and  tne  surfaces  depenued  I 

s^all  b-  J^pluriP^  -i  ""  ranged  tnat  wnen  in  normal  condition  all  dust  and  dirt  | 

^  D'^  excluaeu_  .rom_  txxc  contact  surfaces.  Tnese  contacts  snail  be  positively  and  firmly 
pressed  togehier  in  being  cios.u,  and  arranged  to  snap  open  for  tne  purpose  of  causing  breaxs 
pLh  ntnp^  o  +  contacts  snail  be  flexibly  mounted  and  independently  movable  relative  to 

be5  insure  positive  electric  closures  of  tne  circuijf.  The  contacts  snail 

ouprat  n  t  ■  U  ^  dain  ^nsulators  of  tiis  oest  ^uali  y  for  electrical  purposes  and  snail  be 

formulating  wnfel!  insulator  mounted  in  the  signal  key  lever  controlled  by  a  signal 

^  xach  box  Siiall  be  so  arrangedtnat  the  signaling  devices  snail  be  protected  from  ab- 
n  mnl  electric  currents  by  an  efficient  normally  closed  shunt  protector  Y/nicn  shall  make 
a  multiple  contact  of  large  area  betv;een  silver  surfaces.  Tnis  Shunt  snail  by  mounted  on 
porcelain  insulators  of  the  best  quality  for  electrical  purposes  and  snail  be* firmly  . crossed  and 
>e  gea  togetner  when  closed.  Tne  shun^  shall  be  arranged  to  be  mecnanically  forced  open  by 

e  operation  of  the  starting  lever  for  the  purpose  of  sending  an  alarm  and  snail  be  automatically 
closea  immediately  after  tne  transmission  of  the  alarm. 

signaling,  mechanism  of  each  box  shall  be  of  the  normally  v/ound  spring  driven  dype 
naving^a ^ short  traiii  arranged  to  give  a  pov/erful  action  to  the  signaling  device  by  means  of  a 
long,  v.ide,  thin  main  spring  of  the  best  quality.  An  efficient  stop  wheel  shall  be  provided  to 
prevent  oyer- binding .  There  shall  be  provided  a  v/inding  nandle  of  molded  insulating  material 
diGlsc'cric  strengtii  v/ith.  a  metal  insert  wliicii  screws  on  tne  main  shaft* 

devices  of  tne  mechanisir  shc.ll  consist  of  a  simple  locking  lever  having 
a  projection  which  shall  enter  a  notch  in  a  fla.nged  stop  wheel  to  hold  the  mechanism  at  rest.  ■ 

This  lever  shall  carry  one  member  of  tne  protecting  siiunt  in  such  a  manner  that  the  act  of  H 

raising  the  lever  out  of  the  notch  shall  open  the  shunt  and  nelease  the  train.  The  co-operating  H 
parts  sha,ll  be  so  mounted,  that  upon  raising  tne  lever,  tiie  flc.nge  shahl  instantly  pass  benoa-th  it 
to  thereafter  control,  and  ncld  it  from  again  assuming  its  locking  position  until  said  wheel  has 
been  driven  forward  for  a  complete  revolution. 

Tne  control  of  tne  stopping  devices  of  the  mecna.nism  shall  be  such  that  rounds  of  the 
signal,  correctly  transmitted  shall  be  counted  until  four  correct  roun^.s  nave  been  transmitted, 

•vnen  the  mechanism  3hs.ll  come  to  rest  rea.dy  for  another  signal. 

Tne  stop  wheel  shall  be  carried  forward  by  the  train  work  by  the  positive  engagement 
of  a  clutch,  wnich  shall  in  uurn  be  engaged  by  the  non-interference  devices  and  tnrovm  out  to 
prevent  driving  in  case  said  devices  indicate  at  any  revolution  of  the  signal  vvneel  that  the 
signal  had  not  been  correctly  transmitted. 

The  signal  key  of  the  mechanism  sh-  11  be  arrsinged  ro  co^xeraie  directly  with  tne  non¬ 
interference  devices  in  sucn  a  manner  that  the  key  will  be  _xOsitively  locked  to  prevent  its 
oprration  when  the  circuit  is  under  control  of  another  box. 

Tne  non-interference  devices  shill  be  controlled  tnrougn  tne  armature  structure  of 
tne  non-intx,rf erence  magnet.  Said  armature  when  retracted  to  prevent  inti,  fer-nce,  snail  be 
so  designed  tiiat  it  cannot  be  attracted  at  500  milli-smperes  of  current  or  less  when  operatadg 
successively  up  to  tne  13tn  round.  From  tne  13th  to  the  15tn  round  inclusive,  tne  armature 
canno  u  ce  citoracted  at  300  milli— amperes  or  less.  Tne  aanmature  snail  be  arranged  to  be  me¬ 
chanically  restoredto  its  magnetic  field  through  tne  operation  of  the  signal  train  just  pre¬ 
vious  to  tne  beginning  of  a  round  so  that  t-.e  magiiet  only  snail  be  required  to  nold  it  restored 
and  a  minimui;-  cirranu  of  60  milli -amj^eres  snail  be  sufficient  to  csiuse  it  to  properly  perform 
its  functions. 

T  o  operating  parts  of  tne  driving  mecnanusin  snail  be  used  as  a  pert  of,  or  be  con-  H 
nected  to,  tne  signaling  circuit.  H 

Tne  signaling  mecha.nism  of  eacn  box  snail  be  enclosed  in  three  separa.te  c.nd  distinct  ^ 
cases,  the  inner  round  case  con  gaining  tne  mecnanism  oeing  provided  witn  a  glass  cover  tnrou.gn 
wnicn  tne  mecnanism  can  be  readily  inspected. 

Tne  inner  round  case  containing  snail  be  mounted  in  the  second  or  inside  square  case. 
Botn  of  tne  e  cases  sha.^l  be  m^.de  of  sneet  steel  and  covered  with  three  layers  of  porcrlain 
enG,mel^to  protect  them  from  corrosion  and  also  to  serve  as  an  insulating  protection  from  any 
electrical  conductors  or  electrically  cnarged  metallic  parts  or  for  a  person  coming  into  con-  h 
tact  vritn  eitner  cu.se.  Tne  inner  round  movement  case  shall  consist  of  a  cylindrical  wall  H 

pressed  from  a  single  piece  of  steel,  v/itn  all  holes  punched,  and  tne  top  edge  rounded  over  fpr  H 
^  i^rengt-Jt  a.  .d  a  ildu  bottom  electrically  v/elded  to  it  5  D-nd  tne  entii'e  c-'.-se  sliall  be  covcx*ed  v/iun 
porcelain  enar.-'.el  ait^-r  all  mecnanical  operations  are  completed. 

The  inside  square  case  shshl  be  pressed  from  a  single  piece  of  steel,  witn  all  holes 
punened,  and  bosses  formed  on  t;-e  bottom  in  the  pressing  process,  and  tlie  top  edge  round rd 
over  for  strength.  A  pressed  steel  door  v/itn  a  sjjrengti ening  corrugation  entirely  around  tne 
edge  snail  oe  provided;  and  it  snail  be  fastened  to  t..e  case  witn  bronze  ninges.  All  noles 
in  tne  door  snail  be  punened;  and  botn  case  and  door  snail  be  covered  witn  porcelain  enamel 
iiter  all  mechanical  operations  are  completed.  Tne  st/rting  lever  of  t  .e  mecnanism  sixall  extend 

tnrough  a  slot  in  fee  door  and  snail  be  arranged  to  operate  in  connection  v/itn  a  pull  lever 


AUlld 


iSi 


properties  outside  door.  Tnis  lever  snail  be  ma..,.e  of  molded  material  witn  niga  insulating 

,,  meclianism  can  also  be  operated  dir  ctly  by  means  of  tnis  storting  lever  extendins- 

and  proper  direotiono  ooall  be  snown  in  flire^er  ® 

letters  upon  a  baclcground  of  red. 

The  enamel  shall  be  thorougnly  removed  from  the  xjoints  at  7vdiich  tne  inside  s^^uare 
case  comes  into  contact  with  outside  case,  in  order  to  insure  complete  electrical  coniact 
__  betv/een  them,  so  that  the  inside  case  v/ill  be  maintained  at  ground  potential  as  v/ell  as  the 
outside  case. 

Tne  line  connections  shall  enter  the  inner  round  case  througn  solid  porcelain  busnings 
firmly  fastened  in  place. 

The  inside  square  case  shaJ.l  contain  in  addition  to  the  inner  round  co.se  and  movement 
a  specially  designed  porcelain  base  of  the  best  quality  'for  electrical  purposes,  upon  vmicn  shall 
be  mounted  the  line  terminal  binding  posts;  a  combination  lighting  arrester  and  piin  s.vitcn  arranged| 
for  cutting  out  the  signaling  mechanism  or  grounding  the  circuit  at  either  side  for  tests  or  to 
temporarily  bridge  a  break  in  the  circuit:  an  engineer's  key  and  sounder  or  tap  bell  for  special 
signaling;  and  efficient  door  shunt  and  a  test  switcn  and  telepnone  Jack. 

The  terminal  posts  shall  be  so  arre.nged  that  the  line  wires  can  readily  enter  and  be 
securely  fastened  in  place  and  connected  v/ithout  bending  beneath  a  v/ell-fitted  brass  binding  screv/ 
having  a  large  flat  end  for  firmly  clamping  the  wire. 

The  lightning  arrester  shall  be  provided  v/ith  a  saw  tooth  ground  plate  between  the 
terminal  plates  and  fitted  in  suen  a  manner  as  to  afford  a  maximum  degree  of  protection. 

The  telepnone  Jack  shall  consist  of  a  -tv/o-v/ay  open  circuit  jack  providing  sleeve  and 
tip  connection  and  shall  be  connected  so  the t  when  a  two-way  plug  is  inserted  in  the  Jack,  conn¬ 
ected  to  a  telephone  set  or  other  instrument,  tiie  instrument  v/ill  be  connected  directly  across 
the  terminals  of  the  box. 

Tne  Engineer's  key  shall  have  a  pivoted  lever  ;  nd  commercially  pure  silver  contacts 
firmly  pressed  together  by  a  spring. 

The  sounder  or  tap  bell  snail  have  pcrcelain  sp)ools  for  its  magnets;  and  its  adjusting 
screws,  tension  post,  and  spring  shall  be  located  in  such  a  ma.nner  as  to  be  in  plain  vievr  and  r 
readily  accessible. 

The  door  shunt  shall  nave  a  porcelciin  insulated  body  v/hicn  shall  engage  a  projection 
on  the  door,  said  body  being  fastened  to  a  brass  plunger  rod  v/hicn  shall  engage  one  of  a  pair 
of  substantial  pnosp.ior  bronze  shunt  springs  so  shaped  and  mounted  that  they  will  rub  and  wedge 
firmly  together  and  give  a  large  surface  contact  in  the  various  close^  positions  to  v/nioxi  they 
may  be  moved  by  tne  closing  of  the  „oor;  the  contact  suffaces  snail  be  tnorougnly  silver-plated 
The  shunt  shall  be  operated  by  the  inner  door  and  wnile  closed  shall  sdunt  tne  engineer's  key 
and  sounder  or  bellmagnet,  thereby  preventing  the  resistc-nce  of  said' magnet  being  included  in 
the  circuit  while  the  inner  door  is  closed. 

The  testswticn  sha.ll  be  so  arranged  that  v/hen  tlie  inner  door  is  open  the  switcn  nancile 
may  be  pulled  forward  and  the  box  tested  electrically  and  mecnanically  'withour  breaking  tne 
citcuit  or  transmitting  e.  signal.  The  switch  shall  be  so  arranged  tnat  the  closing  of  the 
inner  door  v/ill  restore  it  to  norma-1  position.  The  SYxitch  shall  operate  tnrougn  xieavy  pnosptior 
bronze  silver-plated  springs,  making  multiple  independent  connections. 

Means  shall  be  provided  whereby  tne  box  will  not  unknov/mngly  be  left  out  of  service, 
and  shall  consist  of  a  Holder  for  tne  plug  or  pin  of  the  cutout  switcn  and  be  securely  mountea 
near  the  bottom  edge  of  the  inside  of  tne  inner  door  of  the  box.  Loosely  mounted  on  this  noldjr 
shall  be  a  s'winging  arm  to  be  neld  up  by  the  switch  plug  ..hile  in  the  holder.  hemoval  of  tne 
plug  shall  a,low  this  arm  to  swing  dovm  and  block  the  door  from  closing  v/hile  it  is  in  such  a 
position. 

f  The  inner  square  case  shall  be  mounted  in  a  die  cast  outer  case  of  ilerculite  metal: 
provided  v/ith  a  die  cast  door  v/hich  sho.ll  be  securely  attached  to  the  shellby  means  of  nes.vy 
bronze  hinges  and  securely  fastened  with  a  bronze  lock. 

This  case  shall  be  designed  and  constructed  so  as  to  withsta.nd  a  force  of  not  less  than 
3000  pounds  applied  c-s  direct  pressure  to  the  door,  and  not  less  tha.n  k.250  pounds  to  remove  tne 
box  from  its  fastening. 

On  the  face  of  the  outside  door  shall  be  cast  raised  lettering  giving  instructions 
for  iipera/ting  the  box;  and  thereshall  also  be  mounted  on  the  L..oor  a  nuiuber  plate  'oearing  the 
location  number  off  the  box. 

On  the  inside  of  the  outside  oor  there  shall  be  a  brass  lever  i^ivoted  at  one  end, 
and  having  a  projection  at  theother  end  for  the  purpose  of  enga  ing  witn  the  movement  pull 
lever,  arranged  to  o^jerate  tne  box  mechanism  when  pulled  downv/ard.  A  handle  fastened  to  this 

lever  shall  extend  thru  a  slot  in  the  door  so  that  it  will  be  operated  from  tne  outside  of  the 
box  by  the  public,  without  opening  the  door;  and  the  slot  shall  ■£  covered  at  all  times  by  the 
body  of  the  lever  so  as  to  prevent  the  en  ..ranee  of  rain,  snow,  or  dirt  to  the  interior  of  tne 
box.  This  handle  shall  be  protected  from  injury  by  being  located  in  a  recess  in  the  door.  The 
recess  shall  be  pointed  red  and  thehandle  white,  so  that  the  handle  will  be  easily  visiole. 

Tne  recess  and  handle  shall  be  covered  by  &  die  cast  door  witn  a  glass  bull's  eye  allov/ing  the 
pull  handle  within  to  be  visible  at  all  times.  The  door  shall  be  provided  witn  a  substantial  imndl^ 
a,nd  mounted  upon  hinges  and  shall  be  held  closed  by  a  friction  eaten.  Directions  for  operating 
the  box  shall  be  cast  in  raised  letters  on  the  handle  of  the  frame. 

This  door  shall  be  provided  with  s  glexible  coil  spring  v/hicn  shall  tend  to  keep  it 
closed  under  all  conditions.  The  door  shall  be  supported  upon  a  heavy  brass  bearing  stud,  to 
v.'hich  the  tension  spring  shall  also  be  secured  and  means  shall  be  provided  for  adjusting  the 
tension  of  this  spring  by  turning  the  shaft  and  losing  it  securely  in  any  position  desired. 

'ine  outside  shell  shell  iiave  a  boss  at  the  top,  tapped  for  l/2"  pipe  and  designed  so  i-hat 
the  pipe  can  b-  inserted  through  the  shell  and  provider  with  a  T.  B.  busing  in  the  inside.  A 
clearance  nole  shall  be  provided  in  the  bottom  of  the  case  for  1/2"  conduit  pipe. 

The  outer  case  shall  be  provided  with  a  protective  priming  coat  and  witn  an  outer  coat 
of  the  besi,  grade  of  red  enrmel,  both  boats  oven  bakkd 

The  mechanism  of  tne  boxes  sha.ll  be  made  of  the  highest  grade  of  material  and  workman¬ 
ship;  and  tne  wheel  v/ork,  plates,  frames,  lovers,  signal  keys,  pulls,  magnet  armature  nolders, 
and  engineer's  keys  being  mode  of  tne  hignest  grade  of  composition  brass  known  as  "Excelsior" 
bronze,  and  the  shafting  all  high  grade  steel.  All  insulating  parts  shall  be  made  of  non- 
combustible  material;  and  tne  magnet  v/ire  shall  nave  nign  grade  silk  insulation.  All  parts  shall 

oe  hignly  iinished  and  protected  in  the  best  knov/n  manner  from  corrosion  and  tarnisn. 
x -Ll  locks  and  keys  shall  be  uniform  tnroughout  the  system. 


SaGiIOIn  1.  Be  it  ordained  By  tiae  Cornrrion  Council  of  the  City  of  Bort  v'/ayne ,  Indiana  • 
that  ^contract  nnretoforc  entered  into  on  the  Stn  day  of  M'-rch,  1927  By  and  Between  the 
city  Ox  -i-'ort  w'ayne  By  and  througn  its  Board  of  I'uBlic  Safety  a,nd  the  Gamev/ell  Comptiny  as  more 
xully  set  out  in  the  preanBle  hereto  Be  and  the  same  is  hereB;,.  in  all  tings  ratified  and  approved. 

SxiiCilOK  X,.  xUa-t  this  ordinance  Be  in  full  force  and  take  effect  on  and  after  its  pass¬ 
age  and  approval  By  tne  liayor. 

H.  ilUl'FS/CEER  ■ 

Done  at  the  council  v^hamBer  this  26  day  of  .'.pril^  19xi7 ,  City  of  ^’’ort  wayne ,  Indiana. 

illivCB.  GB_xTIBY  That  the  Common  Council  f^  the  '"ity  of  Bort  V/ayne ,  Indiant.,  at 
a.  Regular  meeting,  neld  on  tne  26  da,y  of  /.pril,  1927  By  a  majority  vote  of  all  memBers  elect, 
did  pass  the  oruinance  hereunto  attached,  and  kno'.n  as 
CBllBRx'B  OxlDIN.'JJCB  BO.  13b4 


Be n  B .  Bennett 


President 


Leonard  H.  Bllenwood 


:ity  Clerk. 


Presented  to  the  Layor  for  approval  on  the  28  day  of  April,  1927 


Leonard  11.  Bllenv/ood 

City  Clerk. 


Approved  this  2  day  of  Hay,  1927 


i7m.  C.  Geake 

Mayor . 


2L.IDV 


GEltER/J.  ORDIN.-.RCE  RO.  1555 


An  Ordinance  changing  the  ns,ne  of  Boerger  Avenue  to  foster  parAway. 

Be  it  Ordianed  hy  the  "Coramon  Council  of  the  City  of  fort  ./ayne ,  Indiana. 

SECTIOxf  1.  That  tne  Street  now  known  as  Boerger  Avenue,  and  the  s;.ne  is  hereby 
styled  and  shall  hereafter  he  -.nov/n  as  foster  Parlc.vay. 

SEGTIOIT  2.  That  this  ordinance  he  in  full  force  and  take  effeht  on  and  after  its 
passage  and  approval  hy  the  llayor. 


Edv/.  II.  fisher 

Bone  at  the  Council  Cnamher  tnis  26  day  of  April,  1927,  City  of  fort  I'/ayne ,  Indiana. 

V'/e  IICREBY  GEHTIfY,  That  the  Common  Council  of  the  City  of  fort  .Vayne ,  Indiana, 
at  a  Regular  meeting,  held  on  the  26  day  of  April,  1927,  hy  a  majority  vote  of  8,11  memhers 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  a.s 
GERER'i  ORBIR/dlGE  ROl  1355 


Ben  f.  Bennett 

President . 


Leonard  H.  Ellenwood 

City  Clerk. 


Presented'  to  the  E^yor  for  approval  on  the  28  day  of  April,  1927 

Leonard  H.  Ellenwood 

City  Clerk. 


Approved  this 2  day  of  Lay,  1927. 


wm  .  C.  Geake 


mayor 


GaiffiRAL  QRDINAIiIG.ij]  NO.  1356 


ivii  Ordinance  extendin'^  trie  City  Limits,  annexing  certain  territory  to  tne  City 
of  -’ort  ..ayne,  Indi:.,.na  end  making  the  same  a  port  of  the  Firtt  ‘Jard. 


ue  it  ordained  hy  tne  Common  Council  of  the  City  of  Fort 


V/l  yne  ,  India. 


the  s  -  me  a 


and 


centerline  of  Leroy  Avenue  extended  northerly 
Addition  to  the  city  of  Fort  ./hyne ,  Indiana,  s 


oLCTION  1.  rha.t  tne  territorial  lim.its  of  the  City  of  Fort  Faync ,  Indiana,  he 
re  hereby  extended  as  follows:  Commencing  at  the  point  of  intersection  of  the  H 

witn  the  south  line  of  Lot  C,  St.  Joseph  Fa.rk  H 
said  south  line  of  Lot  C  being  the  centerline’  ■ 

,  Yrhicii  is  now  me  north  city  limit;  thence  northerly  along  the  said  center-'- 
extended  500  feet  to  the  north  line  of  said  Lot  C;  thence  westerly' 
of  said  CLot  C  in  3t.  Joseph  Park  Addition  8.nd  said  line  produced  'vesterly 
Oak  Orovs  j.venue:  thence  southwesterly  along  the  centerline  of  Oak  Grove 
intersection  witn  the  soutii  line  of  Lot  #12,  St.  Joseph  Park  Addition,' 


of  Vance  .i.venue 
line  of  Leroy  -vvenue 
along  the  north  line 
to  tire  centerline  of 
.venue  to  its  point  of 
extended  southeasterly;  thence  in  a  northv/e 
said  line  extended  to  the  centerline 


lerly  direction  along  said  sout/i  line  of  Lot#lk.  and 
of  Crescent  Avenue;  thence  southT/esterly  along  the  B 
sa.id  centerline  of  orescent  Avenue  to  the  present  north  city  limits  line,  whicn  line  is  the  I 

Joseph  Park  Addition,  and  said  line  produced  soutiieaster- 


line  betv/een  Lot#7  and  Lot  #8  St. 
ly  to  the  centerline  of  Oak  Grove  A 
Oak  Grove  nvenue  to  the  centerline 
Vance  Avenue  to  trie  point  of 

the  same 


.n  said  boundaries  be  and 


beginnin 


'.venue ;  thence 
of  Vcince  Avenue 

,  and  i.hc.t  when 
is  hereby  adder  to 


northeasterly  along  th.  centerline  of 
thence  east  along  the  centerline  of 

so  extended  the  territory  embracea  v/itn- 
the  irst  .<r.yd  of  said  City. 


its  passa.ge 


ikCTION  2.  That 
and  approval  by 


this  ordinance  shall  be  in  full  force  and  effect  upon  and  after 
the  mayor  and  its  legal  publication. 


Walter  L.  Curdes 


Done  at  the  Council  Chamber  this  10  day  of  Lay,  1927,  City  of  Fort  Jayne,  Indiana. 


at  a,  Fegulc.r  m.eetin'j; 


.Ji]  HdkFSY  CFkTIFY,  Tnat  tne 


held  on  the  10 


elect  did  pass  the  ordinance  hereunto 


Common 
day  of 
attached 


Council  of  thr  C 
Lay,  1927,  by  a 
and  j-cnown  as 


ity  of  ort  wb.yne ,  Indiana, 
majority  vote  of  all  members 


Sen  r  .  Bennett . 


President. 


Leonard  H.  Fllenwood 

City  Clerk 


Presented  to  the  Layor  for  approval  on  the  14  do.y  of  M;y,  1927, 

Loona-rd  IT.  Fllenwood 

City  Clerk. 


Ipproved  this  19  day  of  Mry,  1927 


win .  C .  Ge  ake 


Mayor . 
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::-j<;neral  ordikaj^ge  no.  1357 


/iH  Ordinance  appro-ping  a  contract  detv/een  ilanning  cc  Son,  and  t..rougn  Ered  il.  K 
planning,  and  trie  City  ON  EORT  .1/AYNE ,  INJIiNA,  by  and  turougn  its  board  of  Public  .-orks,  for 
t  e  con-tract  work,  material  and  labor  to  be  performed  at  No.  S  Pumping  Station,  Pape  Ave .  , 
relative  to  converting  tnis  building  into  Construction  department  Offices,  Peter  Snap, 

Stock  Room  and  General  Construction  Oepe,rtment  Keadq^uarters  and  Stores  peparoment,  for  tue 
./ater  V/orks  Jepartment  of  said  City. 

Gnereas,  on  t.-e  btn  day  of  May  1927,  ti-e  City  of  Fort  Wayne,  Indiana,  by  and  tiircu^n 
its  Board  of  Public  Works,  ent'^red  into  a  contract  with  Nanning  Sc  Son,  for  contract  -work, 
material  and  labor  to  be  performed  at  No.  2  Pumping  Station,  Pape  Ave.,  relative  to  con¬ 
verting  tnis  building  into  Construction  .-epartment  Offices,  Meter  Snop,  Stock  room  S:  General 
Construction  ..epartment  of  s.-  id  city,  v/nicn  contx-act  is  in  tne  following  wore...  and  figures: 


ld40 


THIS  AG?u_;EMlilNT  rm  de  the  btn  day 
seven,  by  and  between  Nanning  &  Son, 
called  t  e  Contractor,  and  Tne  Board 
hereinafter  called  the  Ovmev , 

Y/ITNnSSETil ,  that  the  Contractor  and  tiie  Ov/ner  for  the  considerations  nereinafter  named  agree 
as  follows; 


of  May  in  t.^e 
Stophlet  St., 
of  Public  ./orks  of 


year  Nineteen  Hundred  and  Tv/enty- 
Port  Wayne,  Ind.  ,  Xie.einafter 
tne  City  of  Port,  ./ayne ,  Indiana, 


ARTICLP  1.  SGOPn  OP  THS  WORK — Tne  Contractor  shall  furnisn  all  of  tne  materials 
and  xJe^i'orm  all  of  the  work  shovm  on  the  Drawings  and  described  in  the  Specifications  entitled 
Genera.1  Specifications  for  Alterations  of  Pumping  Station  Number,  Two,  Pape 
Avenue,  for  City  '-'ater  'Works  Service  Department,  Port  Vfeyne ,  Indiana. 

Prepared  by  Griffith  Goodrich  and  Waterfall,  Architects  MSngineers,  Port  'Wayne,  Indiana, 
acting  as  and  in  tnese  Gontrs^ct  .TJocuments  entitled  tne  Arcnitect;  and  shcill  do  everything 
rei^uired  by  this  Wigreement,  the  General  Conditions  of  the  Contract,  the  Specifications  and 
the  pravmigs. 


RTIGIiP  2.  TIIvLii  OP  COMrLPTICN--Tne'  v/oinc  to  be  j^.erformed  unaer  tnis  Contract  snail 
be  commenced  within  ten  (10 )  days  of  tne  approvo.1  of  this  contra.ct  by  the  City  Council  of 
Port  Wa.yne ,  Indiana,  and  shall  be  substantia.lly  corij-jlcted  by  August  Pifteentn,  19^7. 

Article  3.  The  CONTRACT  v^UM--  Tne  Cvmer  shall  jjay  tne  Contractor  for  tne  per¬ 
formance  of  the  Coitract,  subject  to  additions  and  deductions  providea  tiierein,  in  current 
funds  as  follows:  Seven  Tnousand  Pive  K-andi'e.i  Sixty-five  and  no  nundredtns  dollars  ( $7 , 560 . 00  ) 

Extra  Concrete,  including  forms, . . . vlO.OO  percubic  yard, 

Extra  briCj-CT/ork .  30.00  per  tnousand 

Extra  Excavating .  1.00  per  cubic  yard. 


vhiere  the  quantities  originally  contemplated  are  so  cnanged  that  application 
of  tne  agreed  unit  price  to  the  quantity  of  v/orx  performed  is  SJ'iown  to  create  a  narusnip 
to  the  Owner  of  the  Contractor,  there'  shall  be  an  equitable  adjustment  of  the  Conti-act 
to  prevent  sued  naddsnip. 


ARTICLE  4.  PROGRiiiSS  PAYMENT3--Tne  Owner  shall  make  payments  on  acco-unt  of  tne 
Contrixet  as  rovided  therein,  as  follows: 


On  or  about  tne  tentn(lOth)  day  of  each  month  eighty-five  (85)  per  cent  of  the 
value,  based  on  the  Contract  price,  of  labor  and  m8.terials  incorporated  in  the  work  uij  to 
the  first  dt  y  of  th.-^  t  month,  as  estimated  by  the  Architect,  less  the  aggregate  of  previous 
payments;  and  u^jon  substantial  completion  of  the  entire  work,  a  sum  sufficient  to  increase 
the  total  payments  to  eighty-five  (85)  percent  of  tne  contract  price.  Txie  ovmer  shall  also 
pay  each  montn  seventy  per  cent  of  the  value  of  materials  suitably  stored  at  site  of 

the  building. 


ARTICIMJ  5.  Acceptance  and  Pinal  Payment--  Pinal  payment  sho.ll  be  due  sixty-one 
(61 )  days  after  substantial  completion  of  the  -.-/orl:  provided  the  v.'ork  be  then  fully  completed 
and  the  Contract  fully  performed. 

Upon  receipt  o.  v/ritten  notice  that  tne  work  is  ready  for  final  inspection  and 
acceptance,  the  jlrchitect  sha]l  promptly  make  sues,  inspection,  and  .-men  ne  finds  tne  work 
acceptable  under  tne  Contract  and  the  Contr-'ct  fully  performed  ne  shall  promptly  issuea  a 
final  certificate,  over  nis  ov/n  signature,  stating  that  the  -..-ork  provided  for  in  this 
Contract  na.s  been  completed  and  is  accepted  by  nim  under  the  terms  and  conditions  thereof, 
and  that  the  entire  'balance  found  to  be  due  tiie  Contrector,  :  nd  noted  in  said  final  certificate 
is  due  and  payable. 

Before  issuance  of  final  cerwificate  the  Gontr.actcr  shall  submit  evidence  satisfac¬ 
tory  to  t;-e  :g3an±xgji!:±jO,x:^aK^xx3s±iKhx±Hxxx±ii  -g i •Ktyr-5txTt"^-r±T-i?l-R K.t r g x±-Rxa-wgy x.-wrt >- pa-.ysf fcit- ^ :^-)r  Arcnitect 
that  all  payrolls,  mat'.-rial  bills,  and  otner  indebtedness  connected  viitn  t  o  work  have  been 


paid. 

If  after  the  work  has  been  substantially  completed,  full  completion  unereof  is 
materially  delayed  through  no  fault  of  ti.e  Contractor,  and  the  Arciiitect  so  certifies,  tx^e 
Owner  snail,  upon  certificate  of  tne  Architect,  and  without  terminating  -cne  Contract,  make 
payment  of  the  balance  due  for  'iu-iat  portion  of  ti.e  work  fully  completed  and  accepted. 

Such  payment  shall  be  made  under  the  terms  and  conditions  governing  final  p-ayrrient,  except 
that  it  Snail  not  constitute  a  waiver  of  claims. 

(-‘RTICIK  6.  T.IE  CONT.tACT  DOCUMENTS  --  The  Gener:  !  Conditions  of  t..e  Contract,  tne 
Specifications  a.nd  tue  Drav/ings,  together  with  this  Agreement,)  form  t/.e  Contract,  and 
they  are  as  fully  a  part  of  t  e  Contract  as  if  hereto  attached  or  nerein  repeated.  Txie 
follov/ing  is  an  enumeration  of  t  e  Specifications  and  Drawings: 

Tne  Specif icatio-ns  for  the  wor'.r  covered  by  tiiis  contract  consist  of  eleven  pages. 

The  drawings  consist  of  tv/o  sii.eets  of  blue  prints. 

The  work  included  in  Lne  contract  includes  tiie  suspended  ceiling  described  in 
Alternate  Specifications. 


.-.L . 


ro 


IM  'Hinmss  .viliiREO? 
year  first  above  written. 

-LiblN  I  IvGr  &z  3  OH  , 
.contractor , 

By  BRbB  ]I, 

ATTBoT ; 

GBO.G.  ../LJROP 
3BGY.  BY.  .,7.YHE  .. '.TBB  bORHS 


tj:e  parties  hereto  have  executed  oiiis  Agreement,  Tne  day  and 


BO. MID  OR  PUBLIC  V/ORi'GS  OR  Tid]  CITY  OR 
?  OR  T  (/ AYIIR  ,  I  HD  I  /H  A ,  0  v/n  e  r  , 


■'a:  BnCK  Cli7JRII/dJ, 

TOK  shoo::, 

DILIiIAll  C,  O'Rourke, 


^-CTION  1.  Be  it  ordained  by  the  COLaiOH  COUHCIL  of  tne  City  of  Port  Jayne, 
ILdiana,  tnat  t..e  conti'act  heretofore  entwrea  into  on  the  btn  c.i-y  of  ilay  19k.7,  between 
City  of  jort  ..ayne,  Indiana  by  and  tiirougn  its  hoard  of  Public  V/orlcs,  and  Manning  &  Son, 
oy  and  L. .rough  ..Ir  i’LLi.J  M.  MAl.LIHG,  ROR  Contract  work,  material  and  labor  to  be  performed. 
Lo.  2  Pumping  otstion,  Pape  Ave , ,  relative  to  converting  this  building  into  GonsLruction 
Department  .eadviuai'ters  and  Stox'cs  Department,  for  tne  Jater  forks  weportment  of  said  Ci 
as  fully  set  fort.,  in  ii.e  pieample  hereto,  be  send  tj'.e  sxmie  is  hereby  in  all  things  ratif 
and  approved. 

SiiCTION  2.  Tnat  this  Ordiiicince  >6  in  full  force  and  take  effect  on  and  after  i 
passage  and  approval  by  ti.e  Bay  or. 


Loe 


at 


ts  ■ 


3.  HARRY  RISRRR. 


at  a 


oers 


..B  ili  BBY  CRRTIRY,  That  txie  Common 

regular  meeting,  held  on  t.-e  24th  day 

elect,  did  pass  t-.e  ordin''nce  uerx^unto 

cBHB.ifJc  CRDIDTIICB  HO.  1307. 

MBH  R.  BEKkBTT 
PR._c  3 1  jjh  ]'.  T . 


Council  og  tne  City  of  Port  ..ayne,  Indiana, 
of  BAY,  1927,  by  a  majority  vote  of  all  mem- 
attached,  a.nd  k..own  as 

LROHxMRD  H.  ELIBUJOCD 

ciMf  clerk:. 


Presented  to  t..e  IIAYOR  for  ap  roval  on  Ine  Petn  day  of  BAY,  1927 

LROHARD  H.  PUBNJOOD 
CITY  CLERK. 


A..'PR0VED  THIS  2nd  do.*  of  JURE,  19.17. 


VGvI.  C.  GE’I'i; 
IM'.YOR. 


ORjJIN/JTCi;]  110 .  1358 


Ordinance  approving  a  coritr  ct  between  liattersleyd  Gons,  by  and  tdrcugn  H.  A. 
ilattersley,  and  tiie  City  of  Fort  w’ayne ,  Indiana,  by  and  tiicaugi'i  its  I-oard  of  rublic  bcriss,  for 
the  plu-  bing  and  lieating,  naterialand  labor  to  be  ^/crformed  al  Lo.  k:  Puiaping  station,  rape  i.ve., 
relative  to  converting  this  building  into  Gonstruction  Depa.rtment  offices,  Leter  Jnop,  Gtock 
Room  and  General  Jonttruation  Jepo,rtment  -*ea,dLj.uar ters  and  otores  Jepartment,  for  tne  ..-ater 
..‘orks  Department  of  said  City. 


..■'nereas,  on  ;.he  5th  day  of 


hay  1927,  tne  'Jity  of  Port  ./ayne ,  Indit.na,  by  ana  tnuougii 
ius  Board  of  Public  ./orks ,  entered  into  :■  contract  wi  tn  ...  ttersley  &  Rons,  for  plui/ibing  ana 
neating,  iruxterial  and  labor  to  be  _;erformea  at  l.o.  2  x’um^ing  dtotion,  Pape  hve .  ,  relative  to 
converting  this  building  into  Jonstruction  Department  offices,  heter  Gnop,  Gtoc^o  Room  (?c  General 
Gonstruction  Department  Heed. .quarters  and  Stores  Department,  for  tne  .<ater  ivorsis  Department  of 
said  City,  v/hicii  contract  is  in  the  i’ollo./i ..g  -./orus  find  figures; 


THIS  AG’-LlRMrLlNT  ipade  the  5th  day  of  liay  in  the  ye^.r  nineteen  Hundrea  ana  Tv/enty-seven 
by  :  nd  bet’./een  A.  Hc.ttersleydSons ,  POfc-rlP  hast  Ma.in  St. Port  Vayne ,  Indiana, 
hereinafter  called  the  Contractor,  and  The  Board  of  Public  dories  of  tne  city  of  Port  dayne , 
Indiana,  hereinafter  called  the  Cy/ner,  /ITirPSSPTH,  that  the  Contractor  and  the  0\7ner  for  the 
considerations  nereinafter  named  agree  as  follo'vs: 

VvR.lCixii]  1.  SCOPP  CP  THa  ,/0Rir--The  Contractor  shall  furnisn  all  of  tne  materials  and 
tjerform  all  of  the  v/ork  shovm  on  the  Drawings  and  described  in  tne  3_;^.ecii  i cati ons  entitled. 
Specif icstions  for  Steam  ideating  and  Plumbinv,  provided  in  the  alteration  of  Pumping  St,  tion 
Humber  tv/o,  Pape  Avenue,  for  City  .h.-.ter  ./'orks  Service  Department,  Port  .I's.yne  ,  Indi-'na. 
prepared  by  Griff itn  Goodricn  and  ./aterfall,  itrchitects  s.nd  Engineers,  Port  Wayne,  -^ndis-na, 
r-cting  as  and  in  tnese  Contract  Documents  entitled  the  Architect;  and  snail  do  everything  re- 
-j_uired  by  this  Agreement,  the  General  Conditions  of  the  Contract,  the  Specifications  and  tne 
DrHW/ings . 

-RTICLn  2.  Tills  OP  COI/IPL  .TIOH--  Tne  to  be  performeu  und.er  tnis  Contract  snail 

be  commenced  as  soon  a.s  general  conti'c.ctor '  s  work  req^uires  it,  and  snail  be  substantially 
completed  by  August  15th,  1927. 


jiRTIGIP  3.  THP  COHTR-.GT  SUh--Tne  Owner  sna,ll  pay  tne  Contractor  j.'or  tne  Ge_'formance  of 
the  Contra.ct,  subject  to  a,dditions  and  deductions  provided  therein,  in  current  funds  as 
follows:  Two  Tnousand  Six  Hundred  -ighty-eight  and  no  nundredtiis  dollars  ( , 6888 . 00  )  .  Tnis 
price  includes  tne  use  of  pacicic  Steel  Boiler. 

■phere  tne  guantites  originally  contemplated  are  so  changed  thau  a.^^plication  of  ne 
a.greed  unit  price  to  the  quantity  of  work  performed  is  snown^to  creaie  a  iiardsnip  to  txie 
Owner  of  the  Contractor,  there  shall  be  an  equitable  adjustment  of  tne  Contract  to 
..ardsnip . 


prevent  suen 


'JITICLS  4.PH0GPa]SS  P'.YJuSNTS--  The  Ov/ner  shallmake  payments  on  account  of  tne  Coutnet 


as  provided  therein,  as  follow 

On  or  about  the  tenth(lOth-^  day  of  e.  ch  month  eighty-five  (85)  percent  of 
baseu  on  the  Contract  prices,  of  lG.boi'  and  Eiateri8.l3  incor rjora ted  in  tne  work  up  to 
ot  til.  t  month,  3,s  esoimated  by  t.ie  Architect,  less  tne  ag' regate  of  previous  paymen 
substantial  completion  of  tiio  entire  work,  a  sum 
eignty-fiye  (85)  percent  of  tne  contract  price. 


per  cent  (70/o)  of  the  value  of  materials 


tne  value , 
tne  first  aay 
^  ;  anu  Uj^on 

sufficient  to  increase  the  tciil  payments  to 
The  owner  she.ll  also  pay  each  month  seventy 


suitably  stored  at  site  of  tne  building*. 


-RTIGIji;  5.  ACGEFT/vHCP  AlID  PIHAL  P.-YilElIT- -Pinal  pe.yment  shall  be  due  sixty-one  (61) 
daj/  ax  ter  substc^ntial  completion  of  the  ,/ork  provided  the  v/ork  be  then  fully  completeu  and  tne 
Contract  fully  performe.  . 

Lpon  loceipt  oi  v/ritten  nobice  that  tne  \/crk  is  ready  for  final  inspection  and  ccept- 
ance ,  the  7-.rchitect  snail  promptly  make  such  inspection,  and  vmen  he  find.:  tne  work  acceptable  und| 
er  the  contract  and  the  Contract  fully  performed  he  shall  promptly  issue  a  final  certificate, 
over  his  own  signature,  stating  that  the  work  provided  for  in  this  Contract  has  been  Comoleted 
and  is  accepted  by  nim  under  the  terms  and  conditions  thereof,  and  mat  the  entire  balance 
found  to  be  due  tne,  Contractor,  and  noted  in  said  final  certificate,  is  due  and  payable. 


Be  fore  issuance  of  final  certificate  the 
to  the  Architect  tnat  all  pa.yroiss,  material  bills. 


’v/6rk  ha.ve  been  paid. 


Contractor  shall  submit  evidence  satisf  ctory 
and  otner  indebtedness  connected  v/itn  the 


If  after  the  work 
delayed  througn  no  fahlt  of 
upon  certificate  of  tne  Architect, 
balG.nce  due  for  that  portion  of  the 


under  tne 
./aiver  of 


terms  and 
claims . 


nas  been  substantially  completed,  full  compleLion  thereof  is  nateri:lly 
the  Contr--ctor,  and  the  Architect  so  certifies,  the  Owner  shall, 

terminating  the  Contract,  make  payment  of  the 
completed  and  accepted.  Suen  payment  shall  be  made 
payment,  except  that  it  shall  not  constitute  a 


without 
’k  fully 


conditions  governing  final 


“-R I Clhi  6.  THL  COTTRAoT  DOCUIiIijirTS-  — The  General  Conditions  of  the  CoBL±ra.ct,  the  Soecidi- 
and  the^Dravangs,  together  witn  this  Agreement,  form  the  Contract,  and  they  are  as'fully 
Oi  the  ^ontiact  as  it  nereuo  attached  or  herein  repeated*  the  following  is  an  ennmeraticn 


cations 
a  pp.rt 
of  the  Specif ica.tion 


ind 


Drawings 


The  Specifications  fot  tne  work  covered  by  tnis  contract  consists  of  nine  pages 
The  drav/ings  consist  of  tvxo  sheets  of  blue  prints. 

The  steam  return  lanes  under  ground  are  to  be  installed  in  sewer  tile. 

ill  other  work  do  be  as  specified. 
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fO 


IN  V/ITNNSS  ..lli; 
first  aDO'.e  written. 


NOi'  the  parties  Hereto  have  executed  this  Agreernent,  the  day  shd  yeo.r 


A.  iiattersley  &3ons, 

Contractor , 


Aattersley 


BOAlIh  OF  PTJliLIC  JORKS  OF  THF  CITY  OF  FORT 
MYNA,  INDirilA,  OV/NAR, 

By  \Vm.  Beck  Cnairnian. 

By  Tom  Snook 

By  V/illisan  S.  O'Rourke 


AITBST: 


Geo  G.  ’.Valdrop  H 

Secy.  Ft.  Wayne  ./ater  V/orks  H 

SkCTIOk  1.  Be  it  ord-  ined  by  t^.e  Common  Council  of  tne  City  of  Foit  i^ayne,  Inuiana, 
that  the  contract  neretofore  entered  into  on  the  5th  day  of  Llay,  19k:7,  betv/een  the  City  of 
ort  Wayne,  xndi:  ns. ,  by  and  tnrough  its  Board  of  Public  wox’ks,  and  A.  He  ttersley  Sc  Sonsjf  by 
and  tnrougn  Ri  A.  eiis.ttersley ,  for  plumbing  and  heating,  materia,!  a.nd  labor  to  be  performed  at 
ICo .  2  Pumpin'  Station,  Pape  ..ve.,  relative  to  converting  this  building  into  Construction  Department 
Offices,  ...ete,'  Snop,  Stock  P.oon  and  Genera,!  Construction  Department  Her  dpuarters ,  and  Stores 
-^pai'tment,  for  the  .iater  .lorks  Department  of  said  -^ity,  as  Fully  set  forth  in  the  hereto, 

be  E.nd  ther  same  is  nereby  in  all  tnings  aatifiec  a.nd  approved. 

SSCTICP  2.  Tiiat  this  Ordina.nce  be  in  full  force  and  take  effect  on  and  after  its  passage 
a.nd  approvc.l  by  the  wyor. 


Adward  JI.  Hunsaker 


Done  at  tn  Council  Cnamber  this  a4  day  of  kay,  19S7 ,  City  of  Fort  V/ayne  Indiana, 

_  WA  I-iS.-CIBY  CA*'.TIFY',  Tnat  the  Common  Council  of  he  City  of  Fort  V/ayne,  India.na,  at  a 

R  gular  meeting,  neld  on  the  24  day  of  hay,  1927,  by  a  majority  vote  of  all  x.embers  elect,  aid 
ps.ss  the  ordinance  Hereunto  attached,  a.nd  kno'wn  as 
GEi'I2R/i  ORD IKAJI CA  NO.  1358 


Ben  F.  Bennetl 


Leonard  H.  Allenwood 


Presideni 


City  Clerk. 


Presented  to  hhe  Layor  for  approval  on  the  26  day  of  Liay,  1927 

Leonard  11.  Allemvood 


City  Clerk. 


Approved  this  2nd  d3,y  of  June,  1927 


vAi. 


deaxe 


Lay or . 
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ORDIlI/aTC£  NO.  1359 


I 


as  i'ollov 


I  unli.Vv'ful  and  is  proniNitea  to  install  witiiin  tne  city  lir.its  of  fort  7/ayne ,  either  a.bove  or 
®  "below  ground,  tankage  for  tne  storage  of  products  listed  unaer  Glass  1,  v/hicn  cornoined  capacityes 
shall  exceed  5000  gallons  at  any  one  loc...tion. 


Tne  v;ord  location  as  used  nerein  shall  mean  thar  no  furtner  storage  of  sucn  aaid 
products  shall  "be  permitted  within  a  radius  of  150  feet  from  said  t.^.nko.ge  unless  separoned  by 
a  public  street. 

./HdRdAS,  an  emergency  exists  this  ordinance  shall  be  in  sull  force  e.nd  affect  from  ond 


and  after  its  ijassage  and  approval  by  the  '-:tyor  end  legal  fublicc.tion  and  all  premits  already 
granted  where  tankage  h^.s  not  been  ins ta. lied  a,re  hereby  revoked. 


0).  Pape 


I  done  at  the  Council  Chamber,  this  24  day  of  .v.ay,  19;i7,  City  of  Port  V/ayne ,  Indiana. 


,/iijllhlRPBY  CiilHTIPY,  Tnat  the  Common  Council  of  tne  City  of  Port  Jayne,  Indiana,  at  a 


Regular  meeting,  neld  on  tne  i:,4  day  of  May,  1927,  by  a  majority  vote  of  all  members  elect  , 
did  jjass  tne  ordinance  nereunto  attached,  and  -inownd  as 
OPKER/lL  ORdllllKC^  NO.  1359 


Ben  P.  Bennett 


Leonard  H.  Pllenwood 


Presddent 


ity  Clerk 


Presented  to  tne  I.ayor  for  approval  on  the  26  day  of  May,  1927 

Leonard  H.  Lllenwood 

City  Clerk, 

Dissapproved  2nd  day  of  June,  1927 

H  \Vm.  C.  Geake 

Th  '  ;  7  r  /-N 
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GEI^RAL  ORDI^^MCii]  NO.  1560 


.Ml  Ordinance  extending  the  City  Limits,  annexing  certain  territory  to  tne  City  of 
fort  ./Vyne,  Indiana,  and  m  aking  the  same  a  part  of  the  k'intn  Card. 

Be  it  ordained  hy  tne  Common  Council  of  the  City  of  fort  dayne,  Indiana:  | 

BfCTIOK  1.  Tnat  the  ferritorial  limits  of  the  City  of  fort  V/ayne ,  Indiana,  be  and 
the  same  are  nere  ,  extended  as  follows:  commencing  at  t.he  intersection  of  the  centerline  of 
Irene  Avenue  witn  tne  center  line  of  foinsette  Ctreet;  thence  directly  v^est  to  foinsett  Park 
Addition  to  'Che  extreme  northeast  corner  of  same;  thence  following  tne  north  line  of  Poinsett  I 
x-;rx  rdaition  to  tne  extreme  nortnwest  corner  of  same;  tnence  south  along  the  west  line  of  Poifee 
Pc^r^  .-dd_t^on  to  a  _.o.-nt  two  hundred  (liOO)  feet  north  of  dtaLd  Boulevard;  tnence  directly 
v/est  to  tne  CRr;I  right-ox -way ;  thence  south  to  the  present  city  limits,  and  that  when  so 
extender,  the  territory  embracedwitnin  said  boundaries  be  and  the  same  is  nereby  aaaed  to  the 
Lintn  .(£.,rd  of  said  Ci^y. 

omCilON  2.  Inao  this  ordinance  shaRl  oe  in  sull  force  and  efect  upon  anu  after  its 
passage  and  approval  by  tne  Layer  and  its  legal  publication. 

Chester  Hinton 


Done  au  tne  Council  Chamber  this  14  day  of  June,  1927,  City  of  fort  dayne ,  Indiana. 


.<!]  HLRLBY  onRiIxiY,  That  the  Common  Council  of  the  City  of  fort  V/ayne,  India.na, 
at  a  .Regular  meeting,  neld  on  the  14  day  of  June,  1927,  b;;^  a  majority  vote  of  all  members 
elect,  did  pass  tne  oruin  nee  hereunto  attached,  and  -inov/n  as 
G-jiiHlrL/.L  CfdlL/.I;./^  1\G.  1360 


fen  j .  Bennett 


President 


Leonard  H.  Bllenwood 


City  Clerk 


Presented  to  tne  Lr yor  for  approval  on  the  16  day  of  June,  1927 

Leonand  H.  --‘llenwood 


City  Clekr 


Approved  this  k.(j  day  of  June,  1927 


i/m .  C .  Ge  ake 


Mayor . 
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GlillERPJ.  ORDIl'IMGi!;  NO.  1360} 


An  Ord.ina.nce  amending  oud  sections  46  and  47  ddapter  111  of  Section  260  of  General 
Ordins.nce  Ko.  1328,  commonly  xnovvm  as  the  .Building  Oode  and  adopted  by  the  Ooimnon  Oouncil 
December  14,  1926. 

Be  it  ordained  by  the  Common  Council  fo  the  City  of  Aort  aayne ,  Indiana: 

SBCTIOh  1.  Tnat  sub  section  46  of  Cnaptei’  111  of  Section  260  of  General  Ordinance  Lc. 
1328  commonly  knov/n  as  the  building  Code  Adppted  by  the  Common  Council  December  14,  1926  be 
amended  to  read  as  follows; 

SUB  SBGTIOK  46 

(a)  Tanks  buried  underground  shall  nave  the  top  of  the  tank  not  less  than  2  feet 
below  the  surfe.ce  of  the  ground,  and  belo'w  the  level  of  any  piping  to  ',,'hicn  the  tanks  may 
be  connected. 

In  lieu  of  the  2-foot  cover,  tanks  may  be  (juried  under  12  inches  of  earth  and  a  cover 
of  reinforced  concrete  at  least  6  inches  in  thickness  provided,  wnicii  shall  e:x:tend  at  least 
one  foot  beyond  the  outline  of  the  tank  in  all  directions. 

Concrete  cover  shall  be  pla.ceG.  on  a  firm,  v/ell  tamped  earth  foundation. 

./herenecessary  to  prevent  floating,  tanks  shall  be  securely  anchored  or  weighted. 

(b)  ./here  a  tank  cannot  oe  entirely  buried,  it  shall  be  covered  over  ifrith  ea,rth  to  a 

depth  of  at  least  2  feet  vi'itn  a  slope  on  ohl  sides  not  steeper  than  1-g-  feet  norizontal  to  1 

foot  vertical. 

(c)  As  a  precautionary  measure  against  fire  and  explosive  xiazard,  it  is  hereby 
unlo-v.'ful  for  any  person,  firm  or  corporation  to  install  within  the  city  limits  of  Bort  ./a.yne 
either  above  or  below  ground,  tankage  for  the  storage  of  products  listed  under  Class  1, 

which  combined  capacities  shall  exceed  L  ,  000  gallons  at  any  one  locr.  tion.  Tne  v/ord  location  as  us 
ed  herein  shall  mean  that  no  further  storage  of  sucii  said  produces  snail  be  permitted  to  within 
a  ra.dius  of  150  feet  from  said  tanxage  unless  separated  by  a  public  street. 

(d)  Tank  located  benea.th  a  buildin  shall  be  below  all  portions  of  that  uuiluing  and 

shall  be  limited  in  apacity  only  in  respect  to  other  buildings  as  herein  provided. 

.  (e)  A  tolerance  of  10  pre  cent  in  capacity  shall  be  allowed. 

SECTION  2.  That  sub  section  47  of  said  ordinance  as  hereinabove  described  be 


amended  to  read 


follows 


SUB  SUCTION  47. 


(a)  The  relation  between  the  cc.rjacity  of  individual  tanks  ana  tne  permissible 
distances  from  adjoining  property  v/hich  ma.y  be  build  upon  and  from  other  tanks  for  above 
ground  storage  snail  oe  as  lollov/s:  Boi'  Glass  11  liquids  the  aisb:nce  between  to.nx  ano.  tne 
line  adjoining  proper  wnich  may  be  built  upon  shall  bu  not  less  than  t.-'ice  the  dicmeter  of 
the  ta,nk,  but  in'  no  case  shall  a  distance  exceeding  175  feet  be  re.^uired. 

(b)  For  Class  111  liquids  with  a  flash  ^loint  below  150  degrees  F.  ,  closed  cup  tester. 
The  distance  between  te.n.-:  and  the  line  of  adjoining  property  whicn  may  be  ..uild  ux)on  shhLl  be 
not  less  than  one  and  one-half  times  the  diameter  of  tne  tanx.  In  no  case  shall  a  distance  ex¬ 
ceeding  150  feet  be  req,uired. 

(c)  For  Class  11.1  liquids  witn  a  flash  point  of  150  degrees  F.,  and  above,  closed 
cup  tester,  the  distance  uetween  tank  and  the  line  oi'  e,d joining  property  v/.Scn  may  be  ouildt 
upon  shall  ue  not  less  than  one  and  one-.ralf  tines  the  diameter  of  the  tank.  In  no  case 
snail  b  distance  exceeding  Icb  feet  'be  required. 

(D)  Tne  distance  between  adjacent  tanxs  shall  be  not  less  tneri  three  feet, 
ij.at  this  oi’dina.nce  oe  in  full  affect  after  its  pass;  ge  and  ar)proval  by  the  Ifayor 

A.  0.  Pape 

Done  at  tne  Council  Chamber  the  14  day  of  June,  1927,  lOity  of  Fort  vVa.yne ,  Indiana. 

'M  HSRUBY  GURTIF" ,  That  the  Common  Council  of  tne  '^ity  of  Fort  V/ayne ,  Indiana,  at 
a  Regular  meeting,  held  on  the  14  day  of  June,  1927,  by  a  Majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  evs 
GEKFR/I.  ORDIN  KCU  no.  1361 

Ben  F.  'Bennett  Ircsident  Deonard  H.  nllenwood.  City  Cperk 

Presented  to  the  Mayor  for  afiproval  on  me  16  day  of  June,  1927 

Leonard  K.  Ellem/ood  City  Clerk 

Approved  this  20  day  of  June,  1927, 


.;m 


G.  Geake  Lkiyor. 
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GEKaRAL  ORDINANCE  NO.  1362 


^  An  Ordinance  approving  a  contract  Eetv/een  the  Indiana  Service  Corporation  and  tne  City 
of  x'ort  V/ayne,  Indiana,  hy  and  tlirougn  its  Board  of  Public  ./orks  for  the  construction 
naintenance  and  operation  of  a  standard  double  track  over,  on  and  along  So.  Wayne  Ave .  from 
the  north  line  of  Lexington  Ave.  to  the  south  line  of  Laxine  Drive,  thence  by  suitable 
turn  outs  and  connecting  curves  to  a  single  track  tne  southern  terciinus  of  said  single 
track  to  extend  to  a  point  of  one  hundred  eighty-five  (185)  feet  south  of  the  soutn  line  of 
said  >^axine  Drive;  8.1so  for  the  construction,  maintenance  and  operation  of  a  stands.rd  double 
track  over,  on  and  along  State  Boulevard  from  Spy  Run  Avenue  to  Pleasand  Avenue  together  v/ith 
necessary  and  suitable  turn  outs  and  connecting  curves  to  connect  said  double  track  v/itn  the 


estisting  double  tra,ck  on  Spy  Run  Avenue  a,nd  with  the  existin, 
Avenue . 


single  track  at  said  Pleasant 


.*HSR::.AS ,  heretofore,  on  the  19tr^  day  of  Lay,  1927,  tne  City  bf  Port  V^ayne,  Indiana, 
by  E,nd  through  its  Board  of  public  Works  entered  into  a  contract  witn  the  India^na  Service 
^orpora.tion  for  the  construction,  maintenance  and  operation  of  a  standrad  double  tracic  over, 
on  and  along  South  vVayne  Avenue  from  the  north  line  of  Lexington  Avenue  to  the  south  line  of 
Laxine  Drive,  thence  by  suitable  turn  outs  and  connecting  curves  to  a  single  track  the 
southern  terminus  of  said  single  track  to  extend  to  a  „oint  of  one  hundred  eighty  (185) 
feet  scuta  of  the  south  line  of  said  Laxine  Drive;  a,lso  for  the  construction,  maintenance  and 
operation  of  a  standrad  double  track  over,  on  and  along  State  Boulevard  from  Spy  Run  Avenue 
to  Pleasand  Avenue  together  with  necess' ry  and  suitable  turn  outs  and  connecting  curves  to 
connect  said  douDle  track  witn  the  existing  double  trs.ck  on  Spy  Run  Avenue  and  v/ith  the  exis^- 
ing  single  track  at  said  Pleasand  /i.venue,  whicn  contra.ct  is  in  the  following  words,  tcwit; 

HERE  AS ,  Tlii  INDIAJNA  SERVICm  CORPORA.TION  is  nov/  the  ov/ner  of  and  opera.ting  a  system  of 
street  railway  in  the  city  of  Port  Wayne,  Indiana,  for  the  purpose  of  furnishing  street  car 
service  to  tne  inhabitamts  of  said  city,  and  is  desirous  of  constructing,  maintaining,  opei-- 
ating  and  using  additional  street  railway  tracks,  togetner  v/ith  all  appliances  and  appurtenance 
thereto  as  a  part  of  said  sytem,  and  whicn  additions  and  extensions  to  its  system  are  reasonab;^ 
necessary  in  order  to  provide  adeq.uate  service  and  facilities  to  its  patrons,  and  for  tne 
conduct  of  its  business  end  for  tne  public  convenience,  interest  and  safety,  by  the  constructio 
maintenance  and  operation  of  a  standard  double  track  street  railway  over  and  along  ooutn  V/ayne 
Avenue  from  tne  forth  line  of  Lexington  A.venue  bo  tne  South  line  of  liaxine  Drive,  thence  by 
suitable  turnouts  and  connecting  curves  to  a  single  track  street  railway  on  and  along 
South  'Wayne  Avenue,  the  southern  terminue  thereof  to  be  one  nundred  eighty  five  (l&o)  feet 
South  of  the  South  line  of  said  Maxine  Drive,  and  also  a  standard  double  track  street  railway 
over  on  a.nd  along  State  3ouleva.rd  from  Spy  Run  Avenue  to  Pleasand  Avenue,  together  with 
necessary  and  suitable  double  track  turnouts  and  connecting  curves  to  properly  conmect  said 
double  track  street  reailway  with  the  exising  double  tra,ct  street  railvr^y  on  said  Spy  Run 
/.venue,  and  necessary  and  suitable  turnouts  and  connecting  curves  to  properly  connect  said 
double  track  street  railway  v/itn  the  existing  single  track  street  railv/ay  at  said  Pie  sand 
A-venue,  for  the  improvement,  betterment  and  safety  of  its  service,  as  more  specifically  here¬ 
in  after  set  forth,  and  in  accordance  v/itn  the  plans  and  s_  ecif  ieations  therefor  on  file  v/ith 
the  Board  of  Public  V/orks  of  saidCity. 

NC'.V  TNE  RE  POPE ,  this  agreement  made  and  entered  into  this  19tn  day  of  May,  1927,  by  and 
betv/een  theoGity  of  Eort  Wayne,  Indiana,  hereinafter  called  the  "City"  by  and  through  its 
Board  of  Public  Works,  and  Indiana.  Service  Gorporation,  a  corporation,  organized  and  existing 
under  the  lav/s  of  the  State  of  India,no.,  hereinafter  called  the  "Gompa.ny",  './ITNLSSjZitH: 

That  for  and  in  consideration  of  the  several  and  mutual  covenants  herein  contained,  it  is 
hereby  agreed  by  and  'between  said  parties  as  follows: 

1.  Tne  Gity,  by  and  through  its  Board  of  Public  V/orks,  in  and  by  virtue  of  the  power  and 
authoj'ity  granted  by  la,w  to  said  Board,  does  hereby  give  an...  grenit  to  the  Gomp8.ny,  its  success® 
and  assigns,  subject  to  the  conditions  hereinafter  expressed,  premission  and  authority 

from,  and  after  tne  approval  of  this  contract  by  the  Gommon  Council  of  said  city  by  ordinance, 
to  construct,  maintain,  use  and  oijerate  a  standard  street  railway  syster  on  and  alongtXie 
following  streets  in  the  Gity  of  Port  Wayne,  Aillen  County,  Indio.na: 

Tne  right  to  constEUct,  operate  and  maintain  a  stanuard  double  track  street  railway  over, 
on  and  along  Goutn  Wayne,  Avenue,  from  tne  North  line  of  Lexington  Avenue  to  tne  8outn  line 
of  Laxine  Drive,  thence  by  suitable  turnouts  and  connecting  curves  to  a  single  tract  street 
railway,  tne  southern  terminue  of  said  single  track  to  extend  to  a  point  one  nundred  eignty-fi-e 
(185)  feet  south  of  the  soutn  line  of  said  Maxin..  Drive;  also  the  right  to  construct,  operate 
and  m.aintain  a  standa  d  ftouble  track  street  railv/ay  over,  on  cind  along  State  Boulevard  from 
Spy  Run  Avenue  to  rleasand  Avenue,  togetner  witn  necessary  and  suitable  double  track  turnouts 
a,nd  conn’^cting  curves  to  properly  connect  said  double  track  street  rahlway  witn  the  existing 
double  track  street  railway  on  said  Spy  Run  Avenue,  and  necessary  and  suitabl.  turnouts  and 
connecting  curves  to  properly  connect  said  double  track  street  railway  v/itn  tne  existing  single 
track  street  railway  at  said  Pleasand  Avenue,  toget.er  v/itn  all  necessary  poles,  wires,  anenorc, 
gjiy  v/ires  and  appurtenances  appertaining  thereto  and  necessary  for  tne  proper  construction, 
opera-tion  and  maintenance  of  said  street  ra.ilways. 

2.  The  permission  and  authority  hereby  granted  are  upon  the  follov/ing  terms  and  conditiois 

the  scoi^pan-f -hd^rdb^ -ekbisessly  covenants  and  agrees  for  itsiif,  its 


successors  and  assigns,  to  fully  carry  out  and  perform. 


I9;i 


(a)  The  v/ork  of  constructing  said  street  railv/ay  systems  and  other  fixtures  and 
aprjliances  snail  he  done  and  performed  in  accordance  v/ith  S'  id  specifications  so  filed  v/itn 
the  -board  of  Public  <'/ork,  a-nd  to  the  satisif acti on  of  said  .Board. 

(B)  The  construction  of  said  tracks  shall  be  carried  on  so  that  (cdoss  streets  snail 
be  open  at  all  times  for  venicular  Traffic.) 

(0)  The  Company,  its  successors  and  assigns  ,  nereoy  expressly  agrees  to  and  snc-ll 
forever  indemnify  and  save  narmless  the  said  City  against  and  from  all  damages,  judgBEints, 

Ijrees,  cost  and  expep-ses  which  the  City  may  suffer,  or  vrhich  nay  be  recovered  or  obtained  again^ 
Lt  by  reason  of  or  grov/ing  out  of  or  resulting  in  any  v/ay  from  the  execution  of  this  contro-c  , 
ihe  passage  of  the  ordinance  ratifying  th  same,  or  the  constructing,  maintc.ining  or  operation 
of  tne  system  of  street  railway  herein  provided  for,  or  the  exercise  by  the  v/ompany,  its 
servants  or  8.gents,  o  f  the  rights,  privileges,  lii.nitations ,  conditions  a-nd  tne  a,greenents, 
stipubiti ons  of  requirements  herein  contained,  and  agrees  to  pay  said  city  any  such  damages, 
judgments,  decrees,  costs  and  expenses  wnich  it  may  hereby  or  tnereby  suffer,  and  in  any  suit 
brougiit  by  the  City  for  recovery  of  any  suen  darna.ges,  costs  or  expense  ■  it  sha-ll  be  entitled  to 
recover  in  addition  thereto  reasonable  attorney  fees. 


I 


(0)  Tne  Company  agreeeto  complete  the  construction  of  said  system,  of  s tree  t  ^  railway  on 
outh  V/ayne  Avenue  from  the  hortn  line  of  Lexington  Avenue  to  a  point  one  hundred  eighty-five 

(185)  feet  Soutn  of  the  South  lind  of  Maxine  Drive  on  or  before  the  _ day  of _ _ _ 

IQSSj _  ahd  to  cimpkete  the  said  system,  of  street  railway  on  State  Boulevard  from  Spy  Hun 

Avenue  to  Plea-sand  Avenue  on  or  before  tne _ day  of _  192 _ .  -(^TL  said 

tracks  and  the  necessary  curves  shall  be  laid  under  the  supervision  of  and  on  lines  designated  by 


and  vi/ith  the  a.pproval  of  tne  City  Engineer  of  said  City. 

(E )  The  Company  agrees  to  pave  or  cause  to  be  paved  tne  said  portion  of  said  streets 
between  the  outer  rail  of  said  tracks  and  for  a  space  of  twelve  (12)  inches  on  tne  outside 
of  said  outer  railv/ith  vitrified  paving  brick  on  a  concrete  foundation,  in  all  tnings  under  and 

in  accordanc'j  v/itn  si^ecif ications  to  be  approved  by  sa.id  Board  of  Bublic  «i/orks  and  to  be  accept¬ 

able  to  said  Baord  in  all  cases  wnere  the  remainder  of  said  streets  are  nov/  paved;  it  being 
understood,  tnat  said  portion  of  said  track  on  §outh  V/ayne  Avenue  from  tne  Soutn  line  of  Maxine 
Drive  to  a  pointone  hundred  eighty  five  (l85J  feet  South  of  tue  Soutn  line  of  said  M^ine  -^rive  snal 
not  be  required  to  be  paved  until  the  balance  of  Soutxi  ,.ayne.  Avenue  is  paved  by  said  City  of 

-‘■’  ort  V/ayne ,  .  _  .  . 

[f)  Said  Company  shall  keep  said  tracks  in  good  condition  at  all  times,  so  that 
vehicles  can  easily, ana  freely  at  all  times  cross  said  tracks  at  all  points  in  any  direction 
v/ithout  unreasonable  interference  or  obstruction. 

V 

(G)  Until  the  happening  of  the  c...ntingency  set  forth  in  Section  11  hereof  tne  said 
Company  in  the  Enjoyment  of  its  rignts  hereunder,  shall  in  all  things  be  governed  and  controlled 
by  all  the  liinitations ,  conditions,  agreements,  stipulations  and  re  .^uireraents  ana  he^ve  tne 

I-ame  rights,  privileges  and  duties  as  are  contained  in  an  ordinance  of  said  City  of  *  ort  "ayne , 
granting  a  fraricnise  to  the  fort  ./ayne  Traction  Company  September  2,  1902,  except  as  modified 
by  existing  or  future  laws  and  all  lav/s  amendatory  thereof  and  supplemental  tnereto,  and  vmicn 
limitations,  agreements,  conditons,  stipulations  and  requirements  of  said  ordinance  shall  bu 
execised,  kept  and  performed  by  the  Company,  its  successors  and  assigns  in  so  fer  as  me  s.^me 
do  not  so  conflict  and  are  not  so  modified  as  aforesaid. 

(n)  If  said  Shi velyOGx)encer  Utility  Corrmiissioner  Act.  should  be  repealed  or  annulled 
either  by  such  General  Assembly  or  by  court  action,  the  Company  in  the  enjoyment  of  its  bights 
hereunder  shall  in  all  things  be  governed  and  controlled  by  the  conditions,  agreements,  stip¬ 
ulations  s.nd  re -iuirements  of,  and  nave  the  same  rignts,  x^rivileges  and  duties  as  are  contained 
in  said  ordinance  referred  to  in  x^aragrapn  "G”  hereof,  except  as  to  rates  to  be  charged  for  its 
service,  and  except  tnat  the  time  of  expiration  of  grant  of  the  rignts  herein  granted  snail  be 
the  same  as  tne  expiration  of  s;..id  franenise  granted  dated  September  2,  1902,  as  said  time  may 
be  now  modified  by  said  Shively-Spencer  Actilty  Commission  Act  and  all  :  cts  amendatory  tii.ereof 
and  su.ilemental  hhereto.  As  to  the  part  of  the  system  herein  provided  for  tne  rate  or  rates  for 
service  sha.ll  ht  all  times  be  tne  same  as  the  rates  charged  for  service  of  the  remaining  portion 
of  its  system  generally,  and  the  same  agreements,  stipulations  and  requirements  in  said  ordinance 
except  as  t 0  rates  and  expiration  of  grant  as  above  provided,  shall  be  kept  and  performed  by  said 
company,  its  successors  and  assigns. 

IB  .'/ITBE3S  ./UEildOF  the  parties  nave  hereunto  set  their  hands  and  seals  tne  day  and  year 
first  above  viriitten. 

IKDITdfA  3EHVIGE  GORPORATIOB 

-oY  ROllERT  gE.eihn 

esident 


I 


ATTEST; 


Bred  H.  Shmidt 


Secretary 


EOARDO  OR  PUBLIC  ..ORBS  OF  TILS 
CITY  OF  FORT  WAYBE , 

BY  Wm  Beck 

Tom  Snook 

V/illiam  S.  0.  Rourke 


ATTEST: 


Agatha  E.  Diet 

Secretary 
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» 


4.  4-  ordained  by  tne  doinnon  Council  of  the  City  of  -'  ort  .Yayne ,  that 

tne  contract  heretofore  entered^  into  by  and  between /the  City  of  l-’ort  ./ayne ,  Indhna,  by  and 
tniouga  Its  -oara  of  fublic  ..or-cs  and  the  Indiana  Service  Corpor'  tion  by  and .  tiirougn  its 
Iresiaent  proviaing ^for  the  construction,  maintenance  and  operation  of  a  standard  double  trick 
over,  on  ana  along  ooutn  ..ayne  ..venue  from  tne  north  line  of  hexing. on  nvenue  to  the  south 
line^  oi  ka,ane  -rive ,  tnence  by  suitabl..  turn  outs  and  connecting  curves  to  a  single 
tracx  one  soutnern  terminus  of  said  single  tri.ck  to  exiend  to  a  point  of  one  aiundred  eignty- 
fiye  (Ifab)  feet  soutn  oi  the  south  line  of  said  .xixine  .Jrive;  also  for  tiie  construction, 
maintenance  and  operation  of  a  standard  double  track  ever,  on  and  along  State  .lYoulevard  from 
opy  hun^.-.venue  to  rleas-nf  nve  nue_  together  wita  necessary  and  suitable  turn  outs  and  connectin^^ 
curves  00  connec  0  said  double  track  v/ita  the  existing  double  track  on  Cpy  hun  venue  and  with 
the  exisoing  sing_e  track  at  said  _leasint  avene,  as  fully  set  forth  in  tne  preamble  hereto, 
be  chnd  tne  Sc-jne  is  hereby  in  all  things  ratified  and  approved. 


I 


$ilGTI0K  h.  That  th: 
;e  tJid  approval  by  tiie  Ilayor. 


ordainance  be  in  full  force  and  effect  on  and  after  its  pass- 


CDh'iRh  H.  flSYLilR 


I 


YVALTTR  L.  OURhhC. 

Jone  at  council  ^^hamber,  this  14  day  of  June,  1927,  City  of  Rort  hayne ,  Indiana 


..m  Hh.-hihY  ChRCIRY,  That  the  Common  Council  of  the  City  of 
at  a  Regulcvr  meeting,  Yield  on  the  14  day  of  June.lQh?  by  a  majority 
did  pass  oiie  ordinance  iiei’eunto  attached,  and  knov/n  as 
GRRaRTOl^  ORDIk.'RCh  NO.  1362 


fort 

vote 


./ayne,  Indiana 
of  all  members  elect. 


aen  R.  Bennett 

president 


Im] ONA.-'h)  h.i'jLLhllV/OOD 

City  Clerk 


Bressnted  to  the  L.ayor  foi‘  approve. 1  on  the  16  day  of  June,  1927 

> 

Leonard  H.  hllenwood 

City  Clerk 


Approved  this  20  day  of  June  1927 


V/m  G.  Geake 

Mayor 


19') 


G-dlEiilrlAL  Oi-jJ  H\ ■Al'i Ckj  i;JO.  156  3 

An  Ordinance  extending  tne  City  Limits  c.nd  annexing  certain  territory  to  tue  City 
of  r'ort  ii/ayne ,  Indiana,  and  making  tiie  same  a  part  of  tne  isintn  ,/a.rd. 

3LGTI0IT  1.  Le  it  ordained  Ly  tLe  common  Council  of  the  -;ity  of  fort  v/ayne ,  j.ndiana 


I  that  tire  territoryial  limits  of  the  City  of  j’ort  .-ayne,  Indiana,  be  and  are  hereby  extendea 
as  follows;  Beginning  at  the  intersection  ^f  the  center  line  of  dhermen  street  and  txie 
center  line  of  hussell  Avenue ; ^-  thence  east  along  the  center  line  of  hussell  ,■  venue  and  the 
center  line  of  i\useell  Avenue  produced  east  to  the  east  right  of  way  line  of  the  Lew  York  Central 

Ixiailroad;  thence  north  along  tne  ei,st  right  of  way  line  of  Lew  York  Central  Railroad  to  the 
nortn  line  of  section  35,  lownshi  31  ]lor„h.  Range  IL  LcSt;  tnence  west  along  the  north  line  of 
Sherman  Street;  thence  south  a.long  the  center  line  of  Shereman  Street  to  the  center  line  of 
•  iiussell  Avenue,  being  the  place  of  beginning,  and  that  when  so  extended  that  the  territory 
embraced  within  said  boundaries  be  and  the  same  is  hereby  added  to  the  Lintn  tfard. 

SLClIOi!  2.  ihat  this  Ordinance  be  in  full  force  an.t  take  effect  from  and  after  its 
passage  and  approval  by  the  Mayor  and  legal  publication. 


Jamies  A.  Liggett 


Lone  at  the  Council  ^jhamber ,  thisl4  day  oi  June,  1927,  city  of  Rort  wayne ,  Indiana. 


I  .'til  HtlRSBY  CiilRTIFY ,  That  the  Common  Council  of 

Heguls-r  mee  ing,  held  on  the  14  day  of  June,  1927, 
did  pass  the  ordinance  hereunLO  attached  and  known 


the  City  of  Rort  ./ayne ,  Indiana,  at  a 
by  a  majv^rity  vote  of  all  members  elect, 
as 


Uiiii-aRAL  Oi{L IK,' di CL  KO.  1363 


Ben  R.  Bennett 

rresident 


Leonard  li.  Lllenv/ood 

City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of  June,  1927 

Leonard  il.  Lllenv/ood 

City  Clerk 


Approved  this  20  day  of  June,  1927 


'.Vm  C.  Geake, 

Mayor . 


iy(3 


ORDIM.UTC-  HO. _ 1364 

An  Ordinance  approving  a  contract  detv/een  tne  City  of  fort  wayne ,  hyand  tnrougii 

its  Boaid  of  lublic  >.orks  and  tne  viEierical  Telephone  and  Telegrapxx  company  of  Indiana,  for 
the  permisoioii^  and  authority  to  construct,  operate  c.nd  maintain  telepxione  and  telegrapn  lines 
■undei  tie  puolic  stieets,  c^lleys  end  hignivays  and  otiier  public  places  of  the  City  of  I'ort  Wayne  I' 

.hiereas,  on  the  3i’d  day  of  dune,  19k7 ,  the  City  of  fort  tfayne  hy  and  through  its  ® 

hoard  of  luhlic  ..or^s  entered  into  a.  contract  v/ith  the  /jnerican  Telephone  a,nd  Telegraph  Gompa.ny 
of  Indiana  for  he  perriission  and  authority  to  construct,  ouerate  and  ma.intain  lines  of  tele- 
phone  and  telegraph  under  the  phblic  streets,  alleys,  iiighways  and  public  places  of  the  City 
of  -^^ort  ..-ayne,  .^ounty  of  ^-.llen.  State  of  Indiaiici,  including  suen  wires,  conduits,  mannoles,  cables, 
electricc-  conductors  and  other  structures,  e.pplia,nces  and  a,ppurtenances  as  may  be  from  time  to 
time  necessary  for  the  convenient  tra.nsaction  of  the  business  of  said  Comnony,  v/hich  contract 
IS  in  tne  following  words,  towit;  "  ■ 

,,  This  1  made  e.nd  entered  into  this  14th  day  of  June,  1927,  by  and  between  the 

4-u  ’  Indiana.,  by  and  through  its  Board  of  Public  "orks,  party  of  the  first  part, 

and  the  .^RICTh  ThLSPf.Ghi;  PMD  ThlBGRAPh  COKP/BTY  OP  IKDI^IJA,  a  corporation  orf  the  State  of  Indiana 
party  of  the  Second  part. 


.hii-.rlhAS  it  is  the  desire  of  the  party  of  the  second  part  to  construct,  mahntain  a.nd 
opeia.te,  certain  wires  t.nd  co-bles  underground  in  the  street,  alleys  and  highways  of  the  City 
--'ort  ..ayne,  Indiana;  and  ^  ^  j 


or 


vrjISP^.^.S  such  underground  construction  is  necessary  v/ithin  the  fire  limits  of  the  Gtty 
oy  virtue  oi  general  Ordinance  y621,  entitled  "An  ordinance  providing  for  the  placing  of  certain 

^ij.es  underground  ,  passed  by  the  Common  Council  of  theCity  of  ihrt  V/ayne  at  its  reghlair  session 
Octooer  26,  1913; .and 


6  S 


wiIuIrhiAS  itsis  the  desire  of  the  xJQ-i'ty  of  the  second  part  to  install  its  .vires  and  cabl 
underground  beyond  the  said  fire  :imits  of  :.he  City;  and 

^  -•v>  such  underground  construction  v/ill  be  for  the  mutuil  benefit  .of  tne  City 

of  lort  -ayne  a.nd  the  party  of  the  second  part;  and 

^sneral  Ordinance  ffAAS  entitled  "An  ordinrnce  ratifying  and  approving  a  contract 
entered  .  nto  the  31st  dsy  oi  j>.ugust,  1910  by  and  between  the  City  of  Port  lYayne  rnd  the 
/vmerice.n  telephone  e.nd  _elegra,ph  company  of  Indiana"  ,  pa.ssed  by  the  Common  Council  of  the  City  ■ 
of  J!  ort  ./ayne  at  a  regular  session  October  11,  1910  and  approved  by  the  Liayor  of  said  City  H 

October  18,  1910  does  not  provided  for  such  underground  construction.  Hi 

IIO.V  THP.APORP  THIS  AGRbPIfjH.IT  .ylTKiiSSETH: 


SfOTIOH  1.  That 
•v'orks,  does  hereby  author! 
lessees  and  a.gents,  and  by 
granted  unto  and  v ested  in 
in  force  or  nerea-fter  ena,c 
and  mahntoin  lines  of  tele 
other  public  ways  of  tne  C 
v.'ires,  conduits,  manholes, 
appurtenances  .-s  may  b.  fr 
iness  of  tne  30.id  Company, 


the  party  of  the  first  party,  by  and  through  its  Board  of  Public 
ze  3.nd  empov/er  said  party  of  the  second  part,  its  successors,  &.ssigns, 
the  terms  of  this  contract  consent,  permission  and  authority  are 
the  par  i,y  of  the  second  part,  subject  to  the  laws  and  ordin8.nces  no?/ 
ted  or  put  in  force  as  police  regulations,  to  construct,  operate 
^vhwne  and  telegraph  under  the  public  street  alleys  and  highways  and 
ity  of  Port  .Yayne,  County  of  Allen,  State  of  Indiana,  including  i^mch 
cobles,  electrical  conductors  and  other  strudtures,  appliances  and 
om  time  to  time  necessary  for  the  convenient  transaction  of  tne  bus- 


PRO/IhPI)  HO./h/PR,  that  this  permission  shall  not  beconstmued  as  granting  the  right, 
privilege  or  auunority  to  construe  ,  operate  and  maintain  telephone  line  for  the  puruose  of 
furnishing  a  local  public  exchange  service  in  said'Oijiy,  suen  local  public  telepnone^cxciiange 
being  defined  to  be  "telephone  service  furnished  to  curstom.ers  of  subscribers  between  points 
located  within  the  City~of  Port  V/ayne". 

SECTIOIV  2.  Said  AJ/iPRIGAIV  ThLEPIfOPE  AliD  TEIJJGRAPJi  COMPAHY  OP  IHliIAPA  may  exercise 
the  rights  herein  granted  oj  acq,uiring  occupying  or  using  the  conduits  or  ot-  er  structures  of 
any  other  Company,  and  may  permit  any  other  Company  to  acv^uire,  occupy  or  use  its  conduits 
or  other  structures,  upon  terms  and  condi Lions* not  inconsiste  t  with  the  provisions  to  the 
ordinance,  to  be  agreed  upon  by  said  Companies. 

3PCT-.0N  3.  All  conduits,  manholes  end  fixtures  shall  bein  stalled  under  the  direction 
and  supervision  of  the  _oard  of  rublic  v»orks  and  all  streets,  atlleys  and  sidewailks  that  may  be 
disturbed  or  dsmaged  in  the  construction  of  the  sa.id  lines  shall  be  promptly  replaced  and  re¬ 
paired  by  the  said  Com.pany  at  its  ovm  expense,  and  to  the  satisfaction  of  the  said  Board  of 
Public  -'orks. 

3EGTI0N  4.  Said  Company  shall  be  subject  to  all  ordinances  now  in  force  or  that  may 
be  hereafter  passed  as  police  regulations  relative  to  the  use  of  tne  public  highways  of  the 
said  City  of  Port  “ayne, 


2L.TDV 
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SECTION  5.  Nothing  in  this  ordinance  shall  he  construed  to  grant  to  the  said  ^onpo-ny  an  exclusive 
franchise  and  tne  said  City  of  Eort  -ayne  hereby  reserves  the  right  to  grant  a  lilce  consent  to 
any  other  Company,  person  or  persons  for  i.Jce  purposes. 

SECTION  6.  Said  Company  Siiall  hold  said  City  of  ^ort  .('q,yne  free  and  narmless  ^rom  fill 
damages  or  claims  for  dainages  arising  by  reason  of  the  construe  tiozi  or  negligent  mainten8.nce 
of  said  lines. 


I 


SECTION  7.  It  is  further  agreed  that  said  fJi/Iii^HIC/l'I  lElEPIIONE  and  IELiiiGR..PH  COlIP/ir/  01 
NDI/J\A  vdll  dismantle  .  its  crossarms  and  v/ires  on  tne  pole  line  on  Clinton  Street  within  six  rnontns 
a.g  er  the  installation  in  working  order  of  its  ca.ble  in  conduit  in  e.nd  along  Spy  Hun  Avenue  and 
Clinton  Street. 


3 

t 


IN  WITNESS  .JLaiEOE  the  undersigned  members  of  the  aboard  of  Public  works  of  tne  wity  of 
c'ort  Cayne,  Indiana,  on  behalf  of  said  city  have  hereunto  set  tneir  nands  and  seals,  and  tne 

id  American  Telephone  3,nd  Telegrapn  wompt-ny  of  Indiana  h£is  caused  tnis  instrument  to  be  signed, 
nder  its  corporate  name  by  its  president,  and  its  corporate  seal  to  be  affixed  tnereto,  duly  att- 
jisted  by  its  Assistant  ^Jectretary,  on  the  day  find  year  first  above  written. 

CITE  CE  PORT  V/AY17E,  INEI.CNA 

BY  JdvI.  C.  BECE  (SEAL) 

TOM  SNOOE  (SE/1) 

W. 'S.'  O’HObHiIE  (SE/L) 

BOARD  OP  PUBLIC  WORKS  (SEAL) 

AGATHA  E.  EIEK  (SE/d) 

SECRET/RY-|POi\RD  OP  PUBLIC 


ATTEST 


ATTEST : 


James  -obb 

Asst.  Secretary. 


V/CHEi5-  .  (z!kiiiAL) 

AlIERICfll  TELE  Pi  LON.  .  /HE  TELEGRAPH  COLLAHY 

OF  INEI/HA. 

BY  Cnarles  E.  M.  Cole 

Its  President 


I 


ordained  by  the  Coi^on  Council  of  the  City  of  Port  Waybe ,  tnat 
ered  into  by  and  between  the  City  of  Port  -'ayne,  Indiana,  by  and 
works  a.nd  ti.e  /nerican  Telepnone  and  Telegrapn  -company  of  Indiana, 

,  for  tile  permission  and  authority  to  construct,  operate  and  main- 
telegraidi  under  tne  public  streets,  alleys  highways  and  public  places 
ounty  of  alien,  State  of  Indiana,  including  suen  wires , conduits , 
conductors  and  other  structures,  appliances  and  appurtenances  a.s 
essc.ry  for  tne  fionvenient  transaction  of  the  business  of  said 
in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 


SECTION  1.  Be  it 
the  contract  hereto  fore  ent 
through  its  noard  of  public 
hy  and  through  its  President 
ta.in  lines  of  telephone  and 
of  the  City  of  -^^ort  vvayne,  C 
manholes,  cables,  electrical 
may  be  from  fime  to  time  nec 
company,  as  fully  set  forth 
ratified  and  apporved. 

SECTION  2  That  this  ordimiance  be  in  full  force  and  effect  on  ;  nd  after  its 
passage  and  approval  by  tiie  Mayor. 

CHESTER  HINTON 

DONe  At  the  Council  Chamber,  this  28  day  of  June,  1927,  City  of  Port  '.Vayne ,  India.na. 


I 


WE  HEREBY  GERTIPY,  That  the  Common  Council  of  the  City  of  Port  V/ayne ,  Indiana, 
at  a  Regularmeeting  held  on  the  28  day  of  June,  1927,  by  a  majority  vote  of  aMl  members  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  a,s 
GENERAL  ORDINANCE  NO.  1364 


Ben  F.  Bennett 

Pres i dan t 


Leonard  H.  Ellem.ood 

City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  7  day  of  July,  1927 

Leonard  H.  ^llenv/ood 


City  Clerk 


/.pproved  this  8  day  of  July,  1927, 


w'm  C.  Geake 


Mayor 


Gl^ KxjR/u.  Jail  KO  1565 

Ai'x  Ordinance  extending  tne  City  Limits,  annexing  certain  territory  to  tde  City  of 
-ij’ort  u'ayne  j  India^na,  and  making  the  same  a  part  of  the  Tenth  yVard : 

Be  it  ordained  hy  the  Coi^non  Council  of  the  City  of  ^ort  -ayne,  India^na:  1 

3LGT1CK  1.  Tnat  tne  territorial  limits  of  the  City  of  “  ort  i.ayne,  Indiana,  he  and  1 
the  same  are  hereby  extended  as  follows;  Beginning  at  tne  intersection  of  Gay  street  and 
Lc-vinnie  Avenue,  thence  east  along  the  center  line  of  LcKinnie  /.venue  to  tne  intersect:.on  of 
l.cKinnie  .--venue  and  j-olton  ..venue;  tnence  soutn  along  the  center  line  of  Holton  Avenue 
exteTided  to  the  intez’section  of  ilolton  '.venue  extended  and  Pettit  Avenue  extended;  thence  | 

’.vest  along  the  center  line  of  Pettit  --venue  extended  to  tne  present  city  limit  line;  thence 
north  along  the  present  city  limit  line  to  tzie  place  of  beginning,  and  that  wiion  so  extended 
the  territory  em.braced  v.'ithin  said  bounda-ries  be  and  the  seme  is  hereby  added  to  the  Tentn  ward 
of  sard  Czty* 

d-..C_lCi.  k.  Tixat  tnis  Gr...inance  shall  be  in  ful.ifoi'ce  and  effedt  upon  and  after  its 
passage  and  a_proval  by  tne  l..ayor  and  its  legal  ublic:.  tion. 

Ldwai’d  :iunsa,ker 

-'one  at  tne  Council  Chamber  this  12  day  of  July,  1927,  City  of  Port  -^ayne ,  Indiana. 

..L  HT?a..aY  CLRTIPV,  Tnat  the  Common  Council  of  tne  City  of  -’bi't  V/a.yne ,  Indic-na, 
at  a  -tegular  meeting,  ndd  on  tne  12  day  of  July,  19c7,  by  a  majority  vote  of  all  members 
elect,  did  pass  tne  oz’dinance  iiez'eunto  attacned,  and  known  as  . 

GPiai]P./i  ORDIL/HCP  NO  1365 


Ben  P.  Bennett 


j-'resident 


Leonard  H.  Pllenwood 

City  Clerk 


Presented  to  the  Layor  for  approval  on  the  14  day  of  July,  1927 


Approved  tnis  14  day  of  ouly,  1927, 


Leonard  H.  Lllenwood 

City  Clerk 


t/m  C.  Geake 

Lay  or 
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GiilllEH/J.  ORDIimiCii]  NO.  1366 


An  Ordinance  apjoroving  a  contract  between  tne  Indi.-..na  Service  Corporation  and 
the  City  of  Nort  Jayne ,  ^ndiana,  by  end  throup;a  its  aoard  of  Public  ..orJcs  for  tiie  construction, 
maintenance  and  operation  of  a  stendard  double  track  over,  on  and  alonj  Warsaw  Street, 
from  Pontiac  Street  to  Oxford  Street,  and  thence  east  on  Oxford  Street  to  Antnony  Boulevard, 
together  with  necessary  and  suitable  double  track  turnouts  and  connecting  curves  properly  to 
connect  said  double  tra-ck  street  railv/y.y  witn  the 
said  Pontia-C  Street  and  v/itn  the  necessary  curves  at 


double  track  street  railway 
Oxford  and  Jarsav/  Street. 


on 


./ilHh-lSAS ,  heretofore,  on  the  k3rd  day  of  June,  1927,  the  City  of  Port  Jayne,  Indiana, 
by  and  througn  its  Board  of  Public  -orks  entered  into  a  contract  witn  the  -ndiana  Service 
Corporation  for  tlie  construction,  maintenance  a.nd  operation  of  a  standard  double  track  over, 
ona  and  along  kVa.rsaw  Street,  from  Pontiac  Street  to  Oxford  Street,  and  thence  east  on 
Oxrord  Street  to  Anthony  Boulevs.ra,  together  witn  necess-.  ry  and  suite.ble  double  track  turnouts 
and  connecting  curves  properly  to  connect  said  double  track  street  railway  v/itn  tne  existing 
double  track  street  railway  on  said  |?ontia.G  Street  and  v/itn  the  necessary  curves  at  Oxford  and 
,/arsav\r  Streets,  vdiich  contract  is  in  the  follov/ing  'words,  toivit: 


idlEibilAS ,  tne  Indiana  Service  Corporation  is  now  tne  owner  of  and  o^jerating  a 
system  of  street  railway  in  tne  City  of  Port  Jayne,  lndi£.na,  for  tne  purpose  of  furnishing 
street  car  service  to  the  inhabitants  of  said  City,  and  is.  desirous  of  constructing,  maintaining, 
operating  and  using  additional  street  railway  tracks,  together  v/itn  a.ll  appliances  and  app¬ 
urtenances  tnereto  as  a  part  of  said  syttem,  and  whicn  ddditions  and  extensions  to  its  system 
are  resonably  necessary  in  order  to  provide  ade.^uate  service  end  facilities  to  its  j^ntrons , 
and  for  the  conduct  of  its  business  and  for  the  public  convenience,  interest  and  safety,  by 
the  construction,  maintenance  and  operation  of  a  standa.rd  double  track  street  ra.il'way  over  and 
a.long  Warsaw  Street,  from  x'ontiag  Street  to  Oxford  Street,  and  thence  east  on  Oxford  Street  to 
Anthony  Boulevard,  together  witn  necessary  and  suitable  double  tracx  turnouts  and  connecting 
curves  pro^jerly  to  connect  said  double  track  sti'eet  railway  witn  tne  existing  double  track 
street  railway  on  said  ^ontiac  Street  and  witn  the  necessary  curves  at  Oxford  and  Warsaw  Streets, 
for  the  improvement,  betterment  and  safety  of  its  service,  as  more  specifically  nerina..fter  set  for 
th,  and  in  accordance  witn  tlie  pirns  and  sj.)ecif ications  therefor  on  file  witn  the  Board  of 
Public  ./orks  of  said  City. 


N0v7,  BIIPBBOPRi'J,  this  agreement  made  and  entered  into  this  16th  day  of  June,  1927,  by 
and  betv/een  the  Jity  of  Port  'Wayne,  Indiana,  hereinafter  called  th..  "City"  by  and  througn  its 
Board  of  Public  lories,  end  j-ndiana  Service  Corporation,  a  corpora,tion  organized  and  estisting  under 


the  laws  of  the  State  of  Indiana,  hereinafter  cr  lied  the  "Company,  "  'WITNxvS/ 


:  -Ln : 


i  t 


That  for  and 
is  hereby  agreed  by 


in  consideration  of  the  severe,!  and  mutual 
c.nd  between  said  parties  as  fo' 1  ows : 


covenants  herein  contained. 


1.  The  City,  by  and  through  its  Board  of  Public  './orks ,  in  and  by  virtue  of  tne  pwwer 
■and  _authority  granted  by  law  to  said  Board,  does  hereby  give  tnd  grant  to  the  ComiDuny,  its 
successors  and  a.ssigns,  suoject  to  the  conditions  her  .inafter  expressed,  premitsion  and  author- 
it|i  from  and  after  tue  approval  of  this  contract  by  the  Common  Council  of  sa.id  City  by  ordinance, 
to  construct,  maintain,  use  and  operate  a  standard  str-eet  railway  sys'feem  on  ;  nd  along  the  foll¬ 
owing  streets  in  thd  City  of  -'ort  ’‘ayne,  Allen  County,  Indiana: 

The  right  to  construct,  operate  and  maintain  a  standard  double  ti'ock  street  railwa.y 
over,  on  and  along  Warsaw  Stveet,  from  Pontiac  Street  To  Oxford  Street,  and  tnence  wast  on 
Oxford  street  to  Antnony  Boulevard,  together  with  necessa.ry  and  suitable  double  tracic  turnouts 
and  connecting  curves  properly  to  onnect  said  double  track  street  railway  v/itn  the  exising 
double  track  street  railv/ay  on  said  Pontiac,  Street  a.nd  witn  the  necessary  curves  at  oxford 
a.nd  ./arsaw  Strees,  together  witn  all  necessary  poles,  wires,  anchors,  guy  wires  and  appurtenances 
appertaining  thereto  and  necessary  for  tne  prpper  construction,  operation  and  ma.intenance  of  said 
streei.  railways. 

2.  The  permission  and  authority  hereby  granted  are  upon  the  follov/ing  terms  and  con¬ 
ditions,  which  terms  and  conditions  the  Company  hereby  expressly  covenants  and  agrees  for  itself, 
its  successors  and  assigns,  to  fiully  carry  outs  and  perform. 

(A)  Tne  work  of  constructing  said  street  railway  systems  and  other  fixtures  and  appli¬ 
ances  shall  be  don.;  and  performed  in  accordance  with  said  specif icat:  ons  so  filed  withthe 
Board  of  Public  ..orks,  and  to  the  satisifaction  of  said  Board. 


(B)  The  construction  of  said  tra.cks 
e3  open  at  all  times  for  vehicular  traffic 


mail  be  carried  on  so  that  cross  streets  shall 


(C)  The  Company,  its  successors  and  assigns,  hereby  e.vpressly  agrees  to  and  shall 
for  ever  indemnify  and  save  harmless  the  said  City  against  and  from  all  damages judgments , 
decrees cost  and  expenses  which  the  City  may  suffer,  or  which  may  be  recovered  or  obtained 
against  it  by  reason  of  or  growing  out  of  or  resulting  in  any  v/ay  from  the  execution  of  this 
contro-ct,  the  passage  of  tne  ordina.nce  ratifying  the  same,  or  the  constructing,  mciinuaining  or 
operation  of  the  system  of  street  railway  herein  provided  for,  or  the  erercisi  by  the  Company, 
its  servc.nts  or  a.gents,  of  the  rights,  privileges,  limitations,  conditions  and  the  agreements, 
stipulations  or  requirements  herein  contained,  and  agrees  to  pay  said  City  any  such  d:  mages, 
judgments,  decrees  costs  and  ex^.enses  which  it  may  hereby  or  thereby  suffer,  and  in  any'^ 
suit  brought  by  the  City  for  recovery  of  any  such  damages,  costs  or  expenses  it  shall  be  entitled 
to  recover  in  addition  thereto  reasonab' e  attorney  fees. 


(B)  The  Company  agrees  to  complete  the  construction  of  said  system  of 


street  railway 


2(i0 


on  viarssw  and  Oxford  Streets  on  or  before  the  31st  day  of  .December,  19s8,  provided,  nowever, 
that  the  Dompany  snail  not  be  re..iuired  to  commence  construction  of  said  ¥/ori<:  until  warsav/ 
Street  shall  be  open  through  to  Oxford  Street.  All  of  said  tracKs  raid  tne  necessary  curves 
shall  be  laid  under  the  supervision  of  8.nd  on  line.:  designated  by  and  with  the  approval  of  the 
City  engineer  of  said  City. 


(h )  Tne  Company  cigrees  tc  pave  or  cause  to  be  paved  the  said  portion  of  sa.id 
streets  bctv/een  the  outer  rails  of  said  tracks  and  for  a  space  of  twelve  (IS)  inches  on  the 
outside  of  said  outer  ra.ils  v/itii  vitrified  paving  brick  on  a  concrete  founda.tion,  in  all  v 

things  under  s.nd  in  accordance  witn  specifications  to  be  approved  by  said  hoard  of  Public  .(brks,H 
and  to  the  approval  of  and  to  be  acceptable  to  sa.id  Baord  when  the  remainder  of  said  streets  ■ 
are  paved  by  the  -ity,  and  thereafter  to  m:- intain  nd  repair  said  protions  of  said  street 
pavement  in  tne  manner  and  at  sucn  times  as  said  board  may  require  and  said  Company  furt-ier 
agrees  tc  repave  said  portions  of  said  street  vdien  and  as  often  as  the  remaining  portions  fo 
sad  street  are  paved  by  said  City.  Provided,  however,  that  se.id  CompaLny  shall  not  be  required  to 
pave,  repave  or  m.aintain  said  portion  of  said  streets  witn  any  more  expensive  material  than 
the  rem-aining  _;.ortions  may  hereafter  be  paved  witn. 


(p)  Said  Company  sh^.l!  keep  so.id  tracks  in  good  condition  at  all  tim.es,  so  that 
vehicles  can  easily  and  freely  at  all  times  cross  said  tracks  at  all  points  in  tny  direction 
without  unre.':  sonable  interference  or  obstruction. 


(G)  bntil  the  happening  of  tne  contingency  set  forth  in  Section  h  hereof  tne 
said  Company  in  the  enjoyment  of  its  rignts  nereunder,  snail  in  all  things  be  governed  and 
controlled  by  all  tne  limitations,  conditions,  agreements,  stipulations  and  requirements 
and  nave  tne  same  rights  privileges  and  duties  as  are  contained  in  an  ordincjice  of  said  City 

of  Port  >/ayne  granting  a  ira.ncnise  to  the  Port  ./ayne  Traction  Company  September  k,  190k,  except 
as  modified  by  existing  or  future  l8...s  and  alllo.ws  emendatory  thereof  and  supplemental  thereto, 
and  except  as  to  rates  tc  be  cnarged  for  its  services  and  except  that  txie  time  of  expiration  of 
the  grant  of  rights  herein  granted  shall  be  the  same  as  tne  expiration  of  tne  franchise  granted 
said  Port  Payne  Traction  Company  on  Septembers,  1902  as  said  time  may  be  now  modified  by  the 
-'-ct  of  the  General  ssembly  of  tne  State  of  Indiana  knovra.  as  the  Shively-Spencer  Utility 
Commissione  Act  jpassed  at  its  session  in  1913  and  contained  in  the  Acts  of  tne  General  Assembly 
of  Indiana  for  tile  yea.r  1913  on  page  167  and  all  acts  amendatory  tnereof  and  suijplemetal  tnereto 
and  whicn  limitations,  agreements,  conditions,  stipulations  a.nd  requirements  of  said  ordinance., 
shall  be  exercised,  kept  and  performed  by  tne  Company,  its  successors  and  assigns  in  so  far  as 
the  same  do  not  so  conflict  and  are  not  so  modified  as  aforesaid. 

(H)  If  so.id  Shively-Gpencer  Utility  Comi.^ission  Act  shahid  be  repealed  or  annulled 

either  by  s.cn  General  Assembly  or  by  court  action,  the  Company  in  the  Pnjoyment  of  its 
rights  hereunder  shall  in  all  things  be  governed  and  controlled  by  the  condit  ons,  a  reements 
stipulrtions  and  requirements  of,  and  nave  the  same  rights,  privileges  and  duties  as  are  _ 

contP-ined  in  said  ordinance  referred  to  in  paragrapxi  "G"  Aereof,  except  as  to  rates  to  H 

be  cnarged  for  its  service,  t.nd  except  that  the  time  of  expiration  of  grant  of  tne  rights  ||| 

Herein  granted  shall  be  the  s-ime  as  t.ae  expiration  of  said  fr.ncnise  granted  dated  September 

2,  1902,  as  said  time  may  be  novx  modified  by  said  Snively-spencer  utility  Commission  Act  and 
3.11  acts  amendo.tory  tner.of  rnd  supplemental  tnereto.  As  to  tne  part  .f  tne  system  nerein 
provided  for  tne  rate  or  rates  for  services  shall  at  all  times  be  the  same  as  the  mates  for 
services  shall  at  all  times  be  tne  same  as  the  rotes  charged  for  service  of  tne  remaining 
portion  of  its  system  generally,  and  tne  same  aggeements,  stipulations  and  requirements  in  said 
ordniance,  except  as  to  rates  and  expiration  of  grant  as  above  provide  ,  shall  be  kept  and  perfor- 
ment  by  said  Company,  its  successors  and  assigns. 

Ill  ./ITl'IhiC  ..ilTllCOi’  the  parties  have  nereunto  set  tneir  n8.nds  and  seals  tne  day  and 
year  first  above  written. 

IIIDIAIIA  SkP.VICh  C0R.r0AATI0N 


By  Robert  7/.  Peustel 

President 


ATTmST  : 

Ered  il.  Senmidt 

Secre  tary 


AT^AST: 

xtgatna  A.  Diek 

Decretary . 


C?  PUBL:C  'jVORKS  OE  T.dli 
CIT  .'  0?  PORT  V/AYKhi, 

By  iJm.  Beck 

Tom  Snook 

ViTilliam  S.  O'Rourke 


I 
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jliiGTIOll  1.  Be  itordained  by  tiie  Common  Council  of  tne  City  of  fort  »/ayne,_ 
that  the  contract  heretofore  entered  in  to  by  and  between  the  City  of  fort  wayne,  Indiana,  by 
and  tnrough  its  Board  of  fublic  ‘»orics  and  tne  Indiana  oervice  Corporation  by  and  tnrougn  its 
i-resident  providing  for  the  construction,  maintenance  and  operation  of  a  standard  double 
track  over,  on  and  along  .«arsa’w  Street,  from  Pontiac  street  to  Oxford  Stree,  and  tnence  east 
on  Oxford  Street  to  Antnony  Bouleva  d,  togetfier  ’witn  necessary  £tnd  suitable  double  tracx 
turnouts  and  connecting  curves  properly  to  connect  said  double  track  street  railv/ay  v/itn 
tne  existing  double  track  street  railway  on  said  Pontiac  Street  and  witn  the  necess: ry  curves 
at  Oxford  c.nd  ./arsav/  Streets,  as  fully  set  fortn  in  tne  _  reamble  hereto,  be  c.nd  tne  same  is 
hereby  in  all  things  raL..fied  and  approved. 


passage 


SfCTION  S. 
ind  approval 


That  this  ordinance 
by  the  Ilayor. 


be  in  full  force  and  effect  on  and  after  its 


f  d  w .  H .  Hun s  a ke  r 


Pone  at  the  Council  Cnaraber,  tnis  12  day  of  July,  1927,  City  of  fort  v/ayne ,  Indiana. 


Clf  HIHEBY  CliHTIf'/,  Tnat  tne  Common  Council  of  tne  City  of  -’'ort  ./ayne ,  Indiana, 
at  a  Hegula.r  meeting,  held  on  triu  12  day  of  ‘"uly,  1927,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordine.nco  Hereunto  attached,  and  knov/n  o.s 
GkNHHAL  ORDIN/HCf  HO.  1366 


Ben  f.  Bennett 

President 


Leonard  n.  fllenv/ood 
City  Clerk 


Presented  to  the'  Mayor  for  approval  on  tlie  14  day  of  July,  1927 


Approved  this  14  day  of  July,  1927, 


Leonard  Lllenv/ood 

City  Clerk 


V/m  C.  Geake. 

Mayor 


CRDI1TMC..T;  KO.  136  7 


An  Ordinsnce  approving  and  ratifying  a  contract  letY/een  V.  J.  Baldwin,  of  i'ort 
V/ayne ,  Indic.na,  and  tne  City  of  Bort  ./ayne ,  Indiana,  By  and  tiirougli  its  Board  of  I'Ublic  Dorics 
for  the  construction  of  a  one  story  Brick  Building  for  an  electric  light  and  uower  station. 


•hUR-lAo,  Y.  J.  Baldv/in  of  ^'ort  -ayne,  -^ndiana,  entered  into  a  contract  with  tne 
"'ity  of  Bert  cayne.  By  .and  tnrougn  its  -  oard  of  x-uBlic  -orks  on  the  26tn  day  of  July,  19k7, 
for  tne  construction  of  a  one  stroy  Brick  Building  for  an  electric  light  and  power  station, 
\/hicn  contract  is  in  tne  following  '..'ords  and  figures,  tov.it: 


COnTRAGT  AlID  BORD 


Inis  agreement  mode  and  entered  into  tnis  k;6th  day  of  July,  19^7,  By  and  Between 
the  Gity  of  Bort  -ayne.  By  and  tnrough  its  Board  of  Public  -orks ,  nereinafter  called 
...aord,  and  V.  J.  Baldwin,  nereinafter  called-Qontpactor ,  .witnessetn: 

TiiaL  for  and  in  consideration  of  Twnety-eight  Hundred  Twenty-five  hollars 
(^hbho.OO)  said  Contractor  agrees  to  erect  and  construct  ui)on  Lots  Bignt(8)  and  Line  (9) 
InterurBan  .-ddition  to  tne  Jity  of  Port  ./ayne,  Allen  County,  Indiana,  a  one  story  Brick 
Building  for  an  electric  lignt  and  power  station,  wnicii  said  BrickBuilding  snail  Be  Built 
according  to  detailed  plans  and  specifications  on  file  at  tne  office  of  said  hoard  and 
Buperintendent  of  Light  and  Power,  v/hicn  said  plans  and  specif icaiions  are  By  reference  made 
a  part  hereof.  3aid  Building  is  to  Be  Built  in  a  good  and  .-.orkinan  like  manner  according 
to  the  plans  a..nd  specifications  referred  to  and  shall  Be  placed  upon  said  lots  nereinaBove 
descriBed  in  suen  position  and  in  suc/x  manner  as  may  Be  designated  By  said  -^oard. 


Gontr  ctor  furtner  agrees  to  do  and  perform  all  of  said  work  to  the  entire  satisfa¬ 
ction  of  said  -  oard.  Laid  vJontr  ctor  will  Begin  tne  construction  of  said  Building  immediately 
upon  tne  execution  and  the  r-  tification  of  tnis  contract,  and  will  complete  tne  same  v/itnin 
forty-ftve  (45)  days  of  tne  date  of  Beginning.  Upon  the  completion  of  tne  construction  of 
said  Building  and  tne  acce  tance  of  tne  same  By  said  4?onrd,  and  upon  a  satisf  o-c1(iOi*y  sTi owing 
to  said  noai'd  ihiat  all  of  the  costs  for  material  and  laBor  nave  Been  paid,  said  Gontractor 
shall  receive  tne  consideration  herein  set  out  in  full.  If  said  Contractor  snail  fail  to  pay 
for  any  of  tne  materials  or  pay  the  cost  of  laBor  used  or  employed  in  the  construction  of  said 
Buildiny,  then  the  s.  id  .oard  may  pay  for  said  materials  to  tne  persons  furnishing  same 
or  pay  for  said  laBor  and  deduct  the  amounts  thereof  from  the  contract  price.  To  each 
of  the  conditions  and  stipulations  of  this  contract  tne  undersigned  Bind  themselves,  tneir 
neirs,  administrators,  successors  and  assigns.  ^ 

In  witness  Y/hereof  tne  parties  nave  hereto  set  tneir  hands  and  seals  the  day  and  P 
year  first  aBove  v/riLten. 


CITY  OF  FORT  '.VAYHL 


BY  .7m  G.  Beck 


Tom  Snook 

V/  lliam  3.  O'Rourke 

BOKIL)  OF  PlinLlG  wORlCS. 


J  •  O  •  id' 

COLTxk-  Glwr 


.7m  .  G.  Geake 

Payor . 


Be  it  ordained  By  the  Common  Council  of  the  Gityof  Fort  Wayne,  Indiana. 

3RGTI017  1.  That  the  contract  erntered  into  By  and  Between  V.  J.  Baldwin, 
of  Fort  //ayne,  Indiana,  and  the  City  of  Fort  //ayne.  By  and  througii  its  Board  of  PuBlic 
.Vorks,  on  tne  26tn  day  of  July,  1927,  for  the  conttruction  of  a  one  story  Brick  Building 
for  an  electric  light  and  -g-pwer  station,  as  more  fully  set  forth  in  the  preamBle  hereto. 
Be  and  the  same  is  here  .y  in  8.11  things  a  pproved  and  ratified. 

3BGTI0L  i;.  That  this  ordinance  Be  in  full  force  and  effect  on  and  aft..r  its 
passa.ge  end  apx^hovc.l  By  tne  mayor. 


JacoB  11.  otouder 


Gone  at  tne  Council  GnamBer  tnis  <.6day  of  July,  192-, 


-^ity  of  Fort  >/■  yne , 


Indiana . 


./F  HFRSBY  CERTIFY, 
at  a  Regular  meeting,  held  on 
elect,  did  pass  the  ordinance 
GF1CR/.L  ORDIILM/GF  LC.  1367 


That  tne  Common  Council  of  tne  City  of  Fort  .<ayne ,  Indiana, 
tne  26  day  of  July,  1927,  By  a  majority  vote  of  all  membeis 
nereunto  attaciied,  and  knevm  as 


Ben  F.  Bennett 

President 


Leonard  H.  Lllenwood 

^ity  Clerk 
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Presented  to  the  I.layor  for  approval  on  tne  kb  day  of  July,  1927 

Leonard  h.  Lllenwood 

dity  Clerk 


Approved  tnis  2nd  day  of  August,  1927 


•vm  C  .  G-e  ake 

Mayor . 


I 


I 


h( 
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OEKERX  ORDIN/J'IC^  NO.  1368 


Ordinance  fixing  the  tax  levy  for  City  purposes  for  the  yea.r  1926.  as  amendeu 
oept.  2,  1927. 

.section  1.  Le  it  ordained  by  the  Comrnon  Council  of  the  City  of  x'’ort  ./ayne , 
Inai.na,  tnat  a  levy  of  sixty- tv/o  i  (.6^5)  cents,  u.^on  each  One  ilundred  ($100.00) 
hollars  of  tiie  assessect  valuation  of  all  pro_ijerLy  ■.•/i tniri  tne  corporate  limits  of  said 
>^ity,  be,  c^nd  tne  same  is  nereby  made  for  the  year,  1926,  same  to  be  divied  as  follov^s: 


Ceneral  appropriation  hund, 

Sinking  jund, 
firemen's  Pension  -•und, 

Police  Pension  fund, 

Track  -le-vation. 

River  Improver.ent-  flood  Prevention,  etc. 
City  Planning  Commission  fund, 

Parks -Park  Ceneral  Puna, 

Parks-_layground  fund, 

Parks-Tree  i^reservation  fund, 

P:  rks-hvia-cion  Pidld,  PurGnase  fund, 
Parks-.tviation  field  Improvement  fund, 
i-iill  Creex  or  Junx  Jitcn  Improvement 

i'OTfR 


.48.9 
.016 
.01 
.01 
.  0025 
.005 
.005 
.055 
.01 
.  005 
.  OOdb 
1005 
.01 


.625 


ahCTIOlT  2.  Chat  tnere  shall  be  c  llected  from  each  male  iniiabitant  liable 
according  to  law,  a  poll  tax  of  Two  ($2.00)  hollars  during  srid  year  of  1928. 

SPCTICb  3.  Chat  all  taxes  si^all  be  collected  in  eni-annucil  installments. 

j.  I  ON  4.  That  this  Ordinance  sha.ll  be  in  full  force  end  effect  from  and  after 
its  passage  and  approval  by  the  Idayor. 

Ci^ester  -linton 

-'one  at  tne  -ouncil  Cnariiber  this  2  September,  1927,  City  of  Port  .<'ayne ,  Indie. n§,, 

i'/P  RCRhhY  CNRTIPY,  That  tne  Cominon  Council  df  the  City  of  Port  V;o.yne ,  Indiana 
at  a  Special  meeting,  neld  on  Lne  2  day  of  September,  1927,  by  t  maj  rity  vote  of  all 
members  elect,  did  pass  tne  ordinance  nereunio  attached,  and  Known  as 
ChllSRlR  ORhlN.'NCR  NO.  1368 


Ben  P.  Bennett 

President . 


Leonai'd  II.  Pllenwood 

City  Clerk 


Presented  to  the  Yayor  for  approval  on  tne  7  day  of  Sept.  1927 


Leonard  H.  i^jllenwood 

City  Clerk, 


Approved  tnis  15  day  of  September,  1927 


t’/rn  C.  Ceake 


ay  or 
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SjiKRAL  ORDIITMCji]  NO.  1369 

Aii  Ordinance  aut.iorizing  the  .Ooard  of  luhlic  ./orlcs  to  sell  certain  frame  houses 
and  garages. 

-e  it  ordained  by  tne  Common  Council  of  tne  City  of  -’oi’t  .<ayne,  Indio.na: 

ShC'i’IOh  1.  That  tne  hoard  of  Public  •'orks,  be  and  is  nereby  autnorized  to  sell 
five  frame  houses  and  tnree  fr;..me  grages,  and  to  file  its  petition  by  and  tnrougn  tne 
Gijsy  Attorney  v/itn  tne  Allen  Circuit  Court  Port  ine  Appointment  of  appraisers  to  o.pprais  e 
said  property 

ChCTIOE  k.  Tnat  tnis  ordinance  shall  be  in  full  force  and  take  effect  from  and 
after  its  passa^ge  and  arjproval  by  the  Llayor. 


Herman  P.  Cerdom 

Pone  at  the  Council  Chamber  this  13  day  of  September,  19P7,  City  of  Port  wayne ,  Indiana 


.fji  HaHC'JiiY  QCiiTIPY,  That  the  Common  Co-.ncil  of  tne  Ci;ty  of  Port  uayne ,  Indiana 
at  a  Regular  meeting  held  on  tne  13  day  of  September,  19C7,  by  a  majoriiy  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  --cnown  as 
GSHhPw'.L  OilPIbYHCH  lit.  1369 

Ben  P.  Bennett  Leonard  H.  Lllenv/ood 

Pres.  City  Clerk 


Presented  to  tfie  Llayor  for  appr  oval  on  the  15  day  of  Sept,  19L7 

Leonard  H.  Lllenv/ood 

City  Clerk. 


Approved  this  15  day  of  September  ,  19L7 


.•m  C.  Geake 
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GEI:ERAI.  ORDINAl'JCE  HO.  1370' 

) 


An  Ordinance  authorizing  the  sale  of  certain  real  estate,  and  providig  for  the 
reinvestment  of  the  proceeds  of  sucn  sale,  and  authorizing  tne  purchase  of  certain  real  estat 
hy  the  Board  of  Puhlic  ./orks  for  a  fire  department  station. 

Be  it  ordained  oy  the  Common  Council  of  tne  City  of  Port  V/ayne ,  Indiana 
3EGTI0I'.  1.  That  the  Board  of  Puhlic  Safety  of  the  City  of  Port  iVayne ,  he,  and  is 
hereoy  authorized  to  sell  Lot  Lo.  17,  Breihelhiss  first  Addition  to  the  City  of  Port  IVayne, 
Allen  County,  Indiana,;  sail  la.nd  to  he  sold  and  conveyed  as  other  lands  of  the  city  are 
sold,  provided  said  property  shall  he  first  a.ppra.ised  as  provided  hy  lav/. 

SSCTIOH  2.  Tnat  the  funds  v/hicn  shall  he  derived  from  sucn  sale  shall  he  credited 
oo  the  Department  of  Puhlic  Safety  and  expended  and  invested  as  nerein  a.fter  provideu  in  this 
ordinance . 


SECTION  3.  That  the  Boa.  d  of  Puhlic  Works  of  said  City,  he  and  it  is  nerehy  author¬ 
ized  to  pui\i(hase  for  the  purpose  of  a  fire  station  to  he  under  the  direction  of  the  Board  of 
Puhlic  Safety  the  fdll...v/ing  descrihed  tract  of  real  estate  in  Allen  Count.,,  Indiaii;  ,  touit; 

Tne  vVest  One  hundered  One  (lOl)  feet  of  the  North  Seven  and  -eighty- three  Hundredths  (7.83)  fed 
of  Let  Aumher  Thirty  Four  (34)  the  .Vest  One  Hundred  One  (lOl)  feet  of  Lots  Numher  riiirty-fivE 
(35)  and  Thirty-sii:  (36),  and  the  «/est  One  Hundred  One  lOl)  feet  of  LotNumher  Thirty-seven 
(37)  except  the  North  Thirty-  three  (33  )  feet  thereof  in  Avonda.le  A-ddition  to  the  City  of 
Port  v/ayne  a,ccording  to  the  recorded  plat  tnei'eof,  a,nd  the  money  arising  from  the  sale  of  the 
real  estaXe  descri.ed  in  Section  One  of  this  ordinance  or  so  much  of  it  as  shall  he  necessary, 
shall  he  a  nlied  to  the  purchase  price  of  sa.id  rer  1  estate  descrihed  in  this  section,  and 
the  property  so  purenased  shall  he  neld  for, fire  department  shations  under  th  direction  of 
tne  -oard  01  Puhlic  Safety;  that  the  price  to  he  paid  for  said  property  is  not  to  exceed  the 
sum.  of  Tnirty-seven  Hundred  Pifty  Bolla.rs  ($37b0.00) 

SECTION  4.  Tnat  this  ordinance  he  in  full  force  and  take  effect  on  and  after  its 

♦ 

passage  and  approval  hy  the  Aayor. 


•'^ermon  P.  Gerdom 

Bone  at  the  Council  "^hamher  this  13  day  of  Septemher,  1927,  City  of  Fort  Wayne,  Indiana 

./E  HERE3YCLRTIPY  Tnat  the  Common  Council  of  the  City  of  .  Port  Wayne,  Indiana,  at 
a  Regular  meeting,  held  on  the  13  day  of  Septemher,  1927,  hy  a,  majority  vote  of  all  memhers 
elect,  did  pass  tne  ordinance  nereunto  attached,  and  known  o.s 
GElZilRAl  ORDINANCE  1370 


Ben  F.  Bennett 

President . 

Presented  to  the  Liavor  for  a.  .proval 


Leonard  H.  Ellenwood 

City  Clerk 

on  the  lb  of  Sept.  1927 

Leonard  H.  Ellenwood 

City  Clerk 


(/m  .  G .  Ge  a,ke  , 

Me  yor . 


Approved  this  l.b  d&.y  of  Septemher,  1927, 
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GEITEHAL  ORDINAKCl^  HO.  1371 

An  Ordinance  transferring  3even  Tnousand  Jollars  (37,000.00)  from  the  otreet  and 
Alley  .lepair  Material  fund  to  the  Street  and  Alley  Repair  Material  fund  to  the  Street  and 
Alley  Cleaning  Pay  Roll  fund  under  tne  direction  of  the  Board  of  Public  V/orks . 


I 


I 


I 


Be  it  ordained  by  the  Common  Council  of  tne  City  of  fort  '-Vayne ,  Indiana. 

SBCTIOII  1.  That  Seven  Thousand  Dollars  (  $7,000.00)  be  and  the  same  is  hereby  transferred  f 
from  the  Street  and  Alley  Repairs  Material  fund,  the  same  being  Item  111,  to  the  Street 
and  Alley  Cleaning  Pay  Roll  fund,  the  same  being  Item  115  under  the  direction  of  tne  Board 
of  Public  YiTorks. 

SfCTIOH  2  That  this  ordinance  be  in  fu].l  force  and  effect  on  and  after  its  passage  and 
approval  by  tne  Mayor. 

Harry  M .  McMi lien. 

Done  by  the  Council  Chamber  tuis  27th  day  of  September,  1-927,  Fort  Yifayne,  Indiana. 

vvE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  fort  Wayne,  Indiana 
at  a  regular  meeting,  held  on  the  27th  day  of  September,  1927,  by  a  majority  vote  of  all 
members  elec,  did  pass  the  ordinance  hereunto  attached,  and  knovm  as 
CEHERAI.  ORDLEAHCE  No.  1371 


Ben  F.  Bennett, 

President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  , the  Mayor  for  approval  on  the  30th  day  of  September,  1927. 


Approved  this  4th  day  of  October  1927. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Wm.  C.  Geake. 

Mayor. 


I 

I 
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GilllfiRAL  ORDINANCE  NO.  1372. 


All  Ordinance  changing  the  nairie  of  Holton  Court  to  Rohinwood  Drive. 

Be  it  ordained  By  the  Conmon  Council  of  tne  City  of  Port  «'/ayne ,  Indiana'. 
SbCilON  1.  That  the  Street  now  known  as  Holton  Court  he  and  the  same  is 
hereby  si^ylcd  and  shall  hereafter  he  Icnov/n  as  Rohinwood  Drive. 

SiiiDTION  2.  That  this  ordinance  he  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  hy  the  Mayor. 

Edward  H.  Hunsaker, 

Done  at  the  Council  Chamber  this  27th  day  of  September,  1927,  Eort  Wayne i tjndidna-iy  all 
'HE  HEREBY  GEfiTIEY,  That  tne  Common  Council  of  the  City  of  Port  '/iTayne ,  Indiana 
at  a  regular  meeting,  held  on  the  27th  day  of  September  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  Icnown  as 
GENERAL  ORDINANCE  No.  1372. 


Ben.  E.  Bennett, 

President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  30th  day  of  September,  1927. 


Approved  this  4th  day  of  October,  1927, 


Leonard  H.  Ellenwood 
City  Clerk. 

Wm.  G.  Geake. 

Mayor . 


X 
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GElJiiRAL  ORDINAITCE  ITO  1373. 

An  Ordinance  providing  for  the  payment  of  fees  for  the  violation  of  City  Traffic 
Regulations. 

Be  it  ordained  hy  the  Common  Council  of  tne  City  of  Fort  V/ayne ,  Indiana: 

SECTION  1.  That  whenever  anymemher  of  tne  Police  Force  of  said  City  shall  find  taat  any  of 
the  provisions  of  any  of  the  ordinances  regulating.jtraf f ic  in  and  upon  tne  streets  and  puhlip 
highways  of  the  City  of  Fort  '.Vayne  have  Been  violated,  or  are  being  violated  by  the  owner  or 
operator  of  any  vehicle,  such  officer  shall  notify  such  owner  or  operator  in  writing  of  such 
violation  and  it  shall  be  tne  duty  of  such  person  so  notified  to  report  at  tne  traffic  office 
of  said  City  v/ithin  forty  eight  (48)  hours  thereafter.  Such  notice  shall  be  made  in  duplicate 
and  shall  show  the  specific  violation,  the  State  license  nmjber  of  such  vehicle  and  the  owner's 
name,  if  possible  to  obtain  the  same,  and  it  shall  be  sugned  by  such  police  officer  giving  his 
badge  number.  One  copy  of  such  notice  shall  be  presented  to  tne  owner  of  such  vehicle  or  his 
representative  when  found  in  charge  of  said  vehicle  andin  case  such  owner  or  his  representative 
be  found  in  possession  or  in  charge  thereof,  theposting  of  such  notice  in  a  conspicuous  place 
upon  the  vehicle  shall  be  deemed  sufficient  notice  of  such  violation.  It  shall  be  tne  duty  of 
such  police  officer  to  make  a  report  to  tae  traffic  office  of  theservice  of  such  notice,  which 
report  shall  give  the  nature  of  the  violation,  the  State  License  number  of  the  vehicle  and  the 
name  of  the  owner  upon  whom  such  notice  was  served,  if  possible  to  obtain  it.  In  event  that 
such  police  officer  cannot  serve  such  notice,  upon  tne  owner  of  such  vehicle  or  his  representa¬ 
tive,  such  violation  shall  be  reported  to  the  traffic  officer  and  a  notice  of  said  violation 
xhall  then  be  served  upon  said  owner,  the  mailing  of  said  notice  to  the  last  and  usual  address 
of  such  ov/ner  being  sufficient.  The  owner  or  orjerator  of  such  vehicle  who  has  been  notified  of 
the  violation  of  any  of  such  traffic  regulations,  shall,  v/ithin  forty  eignt(48)  hours  after 
having  been  notified,  present  himself  together  with  the  notice,  at  tne  traffic  office  of  said 
City,  and  if  he  so  desires,  plead  guilty,  and  for  thefirst  violation  of  any  traffic  regulation 
shall  pay  to  the  City  Clerk  a  fee  of  two  dollars,  ($2.00);  for  tne  second  violation  a  fee  of 
three  ($S.00)  Dollars;  and  for  the  third  violation  a  fee  of  five  ($5.00)  Dollars.  Therehfter 
all  violations  must  be  presented  on  affidavit  in  court. 

SECTION  2.  Upon  the  payment  of  the  fee  provided  for  in  the  Section  One,  tne  City  Clerk  shall 
issue  a  receipt  to  tiie  owner  of  such  vehicle  or  his  representative,  and  it  is  hereby  made  the 
duty  of  said  clerk  to  keep  a  correct  record  showing  the  amount  so  paid,  tne  date  thereof,  tne 
number  of  t.*e  State  License,  and  the  name  of  the  owner,  and  shall  designate  tne  violation  for 
which  such  fee  is  paid,  and  whether  or  not  such  violation  is  tne  first,  second  or  a  subse^iuent 
violation  by  such  owner.  And  it  is  made  the  duty  of  daid  Clerk  to  account  for  all  fees  assessed 
and  collected  by  him  under  the  provision  of  this  ordinance,  and  to  pay  the  same  into  tne  City 
Treasury  once  each  month. 

SECTION  3.  That  whenever  any  person,  who  has  been  notified  to  appear  as  provided  in  this 
ordinance,  shall  fail, or  refuse  to  present  himself  at  the  traffic  Office  within  forty  eight 
(48)  hours  after  service  of  such  notice,  or  shall  fail  to  pay  the  fee  provided  for  the  offense 
charged,  it  is  hereby  made  the  duty  of  the  officer  serving  such  notice,  to  file  or  cause  to  be 
filed,  in  the  proper  court,  an  affidavit  charging  such  person  with  tne  violation  specified  in 
the  notice,  and  t0t..as3ist  in  the  prosecution  of  such  charge. 


SECTION  4. 


That  this  ordinance  shall  be  in  full  force  and  effect,  from  and  after  its  passage. 
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approval  by  the  llayor  and  its  legal  publication. 

Harry  ]? .  Zimmerman. 

Done  at  the  Council  Chainber  this  i7th  day  of  September,  1927,  Fort, Wayne ,  Indiana.  • 

Vffi  HEBEBY  C31RTIPY,  That  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  27th  day  of  September,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEFHRAL  ORDIHAHCE  Ho.  1373. 


Ben.  R .  Bennett 

President 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Presented  to  the  Layor  for  approval  on  tne  30th  day  of  September,  1927. 


Approved  this  4tn  day  of  October,  1927. 


Leonard  H.  Ellenwood. 

City  Clerk. 


Vi/M.  C.  Ceake, 
Mayor, 
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GEKERAl  ORDINANCE  NO.  1374. 

An  Ocdinance  fixing  and  establishing  the  compensation  for  certain  City  Officials 
and  Employees. 

Be  it  enacted  by  the  Common  Council  of  tne  City  of  Eort  'lifayne ,  Indiana: 

SECTION  1 .  That  in  accordance  v/ith  Chapter  25  of  an  Act  of  tne  General  Assembly  of  the  State 
of  Indiana  of  the  year  1927,  the  compensation  of  certain  City  Officials  and  Employees  is 
hereby  fixed  and  established  as  set  out  in  this  section  from  and  after  January  1,1928;  The 
liayor  at  tne  rate  of  Six  Thousand  Eive  Hundred  Dollars ( $6 , 500 . 00 )  per  year; 

The  Controller  at  the  rate  of  Forty-two  Hundred  Dollars  ($4200.00)  per  year. 

A  Deputy  Controller  at  tne  rate  of  Twenty-one  Hundred  Dollars  ($2100.00)  per  year; 

One  Deputy  City  Clerk  at  the  rate  of  Fifteen  Hundred  Dollars  ($1500.00)  per  year; 

The  City  Treasurer  at  the  rate  of  Thirty-six  Hundred  Dollars  ($3600.00)  per  year; 

One  Deputy  Treasurer  at  the  rate  of  Eighteen  Hundred  Dollars  ($1800.00)  per  year; 

The  City  Judge  at  the  rate  of  Four  Thousand  Dollars  ($4,000.00)  per  year; 

The  Members  of  the  Board  of  Public  V/orks  at  the  rate  of  Three  Thousand  Dollars 
(3,000.00)  each  per  year; 

The  Clerk  of  the  Board  of  Public  Works  at  the  rate  of  Eignteen  Hundred  Dollars  ($1800 
.00)  per  year; 

_  — The  Members  of  tne  Board  of  Public  Safety  at  tne  rate  of  Nine  Hundred  Dollars  ($900. 

.00)  each  per  year; 

The  Clerk  of  the  Board  of  Public  Safety  at  the  rate  af  Eighteen  Hundred  Dollars 
($1800.00)  per  year; 

The  City  Civil  Engineer  at  the  rate  of  Four  Thousand  Dollars  ($4,00.00)  per  year; 

The  Members  of  the  Common  Council  at  the  rate  of  Nine  Hundred  Dollars  ($900.00) 
each  per  year; 

The  City  Attorney  at  the  rate  of  Four  Thousand  Dollars  ($4,000.00)  per  year. 

SECTION  2. That  this  ordinance  shall  be  in  full  force  and  effect  upon  and  after  its  passage 
and  apiproval  by  the  Mayor. 

A .  0 .  Pape . 

Done  at  the  Council  Chamber  this  27th  day  of  September,  1927,  Fort  Wayne,  Indiana. 

WS  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  V/ayne ,  Indiana 
at  a  regular  meeting,  held  on  the  27tn  day  of  September,  1927,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  knovra  as 
GElffiRAL  ORDINANCE  No.  1374. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President  City  Clerk. 

Presented  to  the  Mator  for  approval  on  the  30th  day  of  September,  1927. 

Leonard  H.  Ellenwood. 

City  Clerk. 

V/M.  C.  Geake, 

Mayor. 


Approved  this  4th  day  of  October,  1927. 


GENERAL  ORDINANCE  No.  1375. 


ro 


"An  Ordinance  pending  Section  4  of  General  Ordinance  No.  872,  the  same  being 

An  Ordinance  defining  the  limits  of  the  wholesale  and  retail  markets  on  Barr  Street  and 
regulating^  the  wnolesaling  and  retailing  of  provisions  and  articles  of  food  upon  tne  Barr 
ree  raarjve  and  providing  a  penalty  for  the  violation  tnereof,"  as  passed  February  25,1919 

Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana; 

Section  1. That  Section^  of  General  Ordinance  No.  872,  the  same  being  "An  Ordinance  de- 
iining  tne  limits  of  whilesule  and  retail  markets  on  Barr  Street  and  regulating  the  whole¬ 
saling  and  retailing  of  provisions  and  articles  of  food  upon  tne  Barr  Street  market  and 
providing  a  penalty  for  tne  violation  thereof,"  as  passed  February  25,  1919,  be  amended 
to  read  as  follows^:^  Sectiond.  No  article  shall  be  sold,  or  offered  for  sale  at  wholesale 
on  said  retail  marKet  before  7;00  A.  M.  on  any  day. 


The  word  ’wholesale"  as  used  in  this  section  shall  be  construed  as  meaning  any 
purchase  or  sale  of  any  article  or  articles  with  the  intention  to  resell,  but  shall 
case  apply  to  any  article  or  articles  purchased  by  the  consumer  for  his  or  her  ovm  us 


no 


oection  2. That  this  ordinance  be  in  full  force  and  effect  upon  and  after  its  cassage  and 
approval  by  tne  Hayor.  ^  t. 

Ralph  Clark. 

Done  at  the  Council  Chamber,  this  27th  day  of  September,  1927,  Fort  V/ayne ,  Indiana. 

WE  HEREBY  CERTIFY,  Tnat  tlie  Common  Council  of  the  city  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  27tn  day  of  September,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No  1375. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenv/ood, 
City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  30th  day  of  September,  1927, 


Approved  this  4th  day  of  October,  1927. 


Leonard  H.  Ellenv/ood, 

City  Clerk. 


Wm.  C.  Geake, 

Mayor, 


GEKSRAL  ORDINANCE  NO.  1376. 


An  Ordinance  approving  a  contract  “between  tne  City  of  Fort  Hayne ,  Indiana, 
by  and  through  its  Board  of  Public  Works,  and  the  National  Hill  Supply  Company  for  the 
purchase  of  certain  ash  handling  equipment  to  be  used  in  the  City  Light  Plant. 

Wliereas,  on  the  13th  day  of  September,  1927,  the  City  of  Fort  Wayne,  Indiana, 
entered  into  a  certain  contract  with  The  National  Mill  Supply  Company  for  the  purchase 
of  certain  ash  handling  equipment  to  be  used  in  the  City  Light  Plant,  which  contract  is 
in  the  following  words  and  figures,  towit: 

THIS  AGGREEMENT  Made  and  entered  into  by  and  between  the  City  of  Fort  'Wayne, 
by  and  through  its  Board  of  Public  'Works,  first  party  and  the  National  Mill  Supply  Company 
by  S.  A,  Lilifflan,  Its  President,  second  party,  v/itnesseth: 

That  said  first  party  agrees  to  buy  and  said  second  party  agrees  to  sell  certain 
ash  handling  equipment  including: 

1  -  Skip-  Lift  Bucket. 

1  -  Cable,  Head  &  Deflector  Sheaves 

1  -  Knuckle  Sheaves 

1  -  Counterweight 

1-  'Winding  Machine 

1  -  Motor  &  Brake 

1  -r'Gontrol  Panel  &  Accessories 

1  -  Guides  for  Bucket  &  Counterv/e ight 

1  -  Superstructure 

1  -  Discharge  Rails 

1  -  Receiving  Hopper 

1  -  Automatic  Hinged  Cover 

1  -  Bunker  Gate 

1  -  Platform,  Handrail  &  Ladder 

all  of  said  material  to  be  in  accordance  with  Estimate  No.  8673  furnished  by  R.  H.  Beau¬ 
mont  Company  as  of  December  22,  1926. 

First  party  agrees  to  pay  said  second  party  the  sum  of  Twenty-nine  Hundred  Fifty  Dollars 
(^2950.00)  therefor.  On  the  15th  day  of  each  month  ninety  per  cent  (90?^)  of  the  contract 
value  of  the  matertials  shipped  during  the  preceding  month  is  to  be  paid  to  second  party 
and  final  payment  is  due  thirty  days  after  complete  shipment.  All  of  said  equioment  and 
materials  are  to  be  furnished  F.  0.  B.  Cars,  Fort  Wayne,  Indiana. 

Ash  handling  equipment  and- all  articles  purchased  by  first  party  snail  be  in  ac¬ 
cordance  with  plans  and  specifications  and  attached  to  and  a  part  of  said  estimate  No. 8673, 
and  shall  be  in  full  compliance  with  said  estimate  so  furnished. 

In  Witness  V/hereof  the  parties  hereto  have  hereunto  set  their  Hands  and  seals  this 
13th  day  of  September,  1927. 

City  of  FORT  'WAYNE 
By  Wm.  Beck 

Tom  Snook 

'William  S.  O'Rourke 
Board  of  Public  Works 
National  Mill  Supply  Company 
By  S.  A.  Lehman 

Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  'Wayne,  Indiana. 

SECTION  l.That  the  contract  heretofore  entered  into  on  the  13th  day  of  September,  1927,  by 
the  City  of  Port  'Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  and  the  National 
Mill  Supply  Company  for  the  purchase  of  certain  ash  handling  equipment  to  be  used  in  tne 
City  Light  Plant,  as  more  fully  set  forth  in  the  preamble  hereto,  be  and  the  same  is  hereby 
in  all  things  ratified  and  approved. 
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dSGTION  2. That  tnis  Ordinance  be  in  full  force  and  effect  upon  and  after  its  passage  and 
approval  by  the  Mayor. 

Harry  F.  Zimmerman. 

Hone  at  the  Council  Chanber,  this  27th  day  of  September,  1927,  Port  Wayne,  Indiana. 

HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  27th  day  of  Septeijiber,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GE FERAL  ORHIFAHCE  FO .  1376 


Ben.  F.  Bennett, 
President 


Leonard  H.  Ellenv/oodk 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  3oth  day  of  September,  1927 


Approved  this  4tn  day  of  October,  1927. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Wm.  C.  Geake, 

Mayor , 


I 
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GJ3BERAL  ORDIRAlTCJi]  NO.  13  77. 

An  Otdinance  fixing  the  salaries  in  tne  Construction  Department  of  the  City- 
Light  Department  of  Fort  'tfayne ,  Indiana,  as  amended  Octoher  11,  1927. 

Be  it  ordained  hy  the  Common  Council  of  The  City  of  Fort  «/ayne ,  Indiana. 

SECTION  1.  That  the  employeees  in  the  Construction  Department  of  the  City  Department 
received  tne  following  salaries  respectively: 

Superintendent  of  Construction  at  the  rate  of  Two  Hundred  Fifty  Dollars  ($250.00) 

per  month i 

YiTagon  Foreman  at  the  rate  of  Ninety  Gents  ($.90)  per  hour; 

Lineman  at  the-  rate  of  Eighty  Cents  ($.80)  per  hour; 

Apprentice  Lineman  at  theerate  of  Sixty-five  cents  ($.65)  per  hour; 

Chief  Trouble  Man  at  the  rate  of  One  Hundred  Seventy^five  Dollars  ($175.00)  per  month 
Trouble  Kan  at  tne  rate  of  One  Hundred  Fifty-five  Dollars  ($155.00)  per  month 
Chief  Draftsman  at  tne  rate  of  One  Hundred  Forty  Dollars  (  $140.00)  per  month. 
Draftsman  at  the  rate  of  One  Hundred  Ten  Dollars  ($110.00)  per  month. 

Trouble  Dispatcher  at  the  rate  of  One  Hundred  Five  Dollars  ($105.00)  per  month. 

Store  Sleeper  at  the  rate  of  Sixty-five  Gents  ($.65)  per  hour. 

Chief  Lamp  Attendant  at  tne  rate  of  One  Hundred  Forty  Dollars  ($140.00)  per  month; 

Lamp  Attendant  at  the  rq-te  of  One  Hundred  Twenty  Dollars  ($120.00)  per  month; 

Truck  Driver  at  the  rate  of  Sixty  Cents  ($.50)  per  hour; 

Groundmen  at  the  rate  of  Sixty  Cents  ($.60)  per  hour; 

Automobile  Repairman  at  the  rate  of  Seventy  Cents  (.$.70)  per  hour; 

Assisstant  Automobile  Repairmen  at  the  rate  of  Sixtyftfive  Gents  ($.65)  per  hour; 
Appliance  Repairman  at  tne  rate  of  One  Hundred  Fifty-five  Dollars  ($155.00)  per  month;| 
Chief  Clerk  at  the  rate  of  One  Hundred  Ninety  Dollars  ($190.00)  per  month; 

Carpenter  at  trie  rate  of  Seventy  Cents  ($.70)  to  Eighty  Gents  ($.80)  per  month; 
Watciiman  at  the  rate  of  Thirty-three  Dollars  ($33.00)  per  month; 

Apprentice  Lineman  shall  be  raised  at  the  rate  of  Five  Cents  ($.05)  per  hour . per 
year  when  found  competent  until  they  have  reached  lineman's  rate. 

SECTION  2. That  this  schedule  of  pay  tolls  and  wages  shall  take  effect  on  and  after  January  1, 
1928. 

SECTION  3. That  this  ordinance  shall  be  in  ful  force  and  effect  on  and  after  its  passage  and 
approval  by  the  Mayor. 

Harry  M.  McMillen. 

Done  at  the  Council  Chamber,  this  11th  day  of  October,  1927,  Fort  Wayne,  Indiana. 

'HE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  city  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  11th  day  of  October,  1927,  by  a  majority  vote  of  all  mem.bers 
elect,  did  pass  the  ordinance  hereunto  attached’,  and  known  as 
GENERAL  ORDINANCE  No. 137 7. 


Ben.  F.  Bennett 

Presidebt . 


Leonard  H.  Ellenwcod, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  19th  day  of  October,  1927. 


Leonard  H.  Ellen-wood, 
City  Clerk. 


■Approved  this  20th  day  of  October,  1927* 


Urn. 


G.  Geake 


’Mayor , 


GElffiRAL  CRDINAECS  NO.  1378. 


An  Ordinance  fixing  and  establisning  tne  compensation  for  certain  City  Employees 
under  the  direction  of  tne  Board  of  Public  Works,  as  amended  October,  11th,  19i;7. 


Be  It  enacted  by  the  Common  Council  of  tne  City  of  Eort  Wayne,  Indiana. 

SECTION  l.Tnat  tne  following  employees  of  the  City  of  Fort  Wayne,  under  the  direction 
of  the  Board  of  Public  Works,  shall  receive  the  compensation  herein  set  out  respectively. 


I 


on  and  after  the  first  day  of  January,  1928j 

The  Building  Commissioner  at  tne  late  of  Tv/enty-seven  Hundred  Sixty  Dollars 
($2760.00)  per  yea.r; 

Assistant  to  Building  Commissioner  at  the  rate  of  Tv/enty-one  Hundred  Dollars 
($2100.00)  per  year; 

-c^letitri  cal  Inspector  at  the  rate  of  Twenty-four  Hundred  Sixty  Dollars  ( $2460 . 00 ) 


per  year; 


Plumbing  Inspector  at  tne  ra.te  of  Twenty-four  Hundred  Sixty  Dollars  ($2460.00) 


Clerk  Building  Department  at  the  rate  of  Eleven  Hundred  Seventy-six  Dollars 
($1176.00)  per  year; 


Street  Commissioner  at  the  rate  of  Tv/enty  Seven  Hundred  ($2700.00)  per  year; 
Assistant  Street  Commissioner  at  the  rate  of  Twenty-one  Hundred  Dollars  ($2100.00) 


per  year; 


Assistant  City  Engineer  a.t  tne  rate  of  Twenty-four  Hundred  Dollars  ($2400.00) 


I 


per  year; 


I'lrst  Assistant  to  Engineer  at  the  rate  of  Twenty-tv/o  Hundred  Eighty  Dollars 


Eighty  Dollars  ($2280.00)  per  year; 

Clerk  No.  1  to  Engineer  at  tne  rate  of  Eighteen  Hundred  Sixty-five  Dollars 
($1865.00)  per  year; 


Draftsm.an  at  the  rate  of  Twenty wone  Hundred  Sixty  Dollars  ($2160.00)  per  year; 
Rodman  at  the  ra^te  of  Eighteen  Hundred  Sixty  Dollars  ($1860.00)  per  year; 

Clerk  No.  2  to  Engineer  at  the  rate  of  Nine  Hundred  Sixty  Dollars  ($960.00)  per 

1st  day  Janitor  a.t  the  rate  of  Thirteen  Hundred  Twenty  Dollars  ($1320.00)  per 

2nd  day  Janitor  at  the  rate  of  Thirteen  Hundred  Twenty  Dollars  ($1320.00)  per 

Night  Janitor  at  the  rate  of  Twelve  Hundred  Dollars  ($1200.00)  per  year; 

Jani tress  at  the  rate  of  Nine  Hundred  Sixty  Dollars  ($960.00)  per  year; 

Special  Street  a.nd  Alley  Inspector  at  the  rate  of  Twenty-five  Hundred  Dollars 


($2500.00)  per  year; 

SECTION  2. That  this  ordinance  shall  be  in  full  force  and  take  effect  on  and  after  its 
passage  e.nd  approval  by  tne  Mayor. 

J.  A.  Liggett 

Done  at  the  Council  Chamber  this  11th  day  of  October,  1927,  Port  Wayne,  Indiana. 


m  HEREBY  CERTIFY,  That  tne  Conmon  C 


ouncil  of  tne  City  of  y^rt  Wayn 


e,  Indiana 
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at  a  regular  meeting,  held  on  the  11th  day  of  Octoherrn  1927,  by  a  raahority  vote  of  all 
members  elect,  did  pass  the  ordinance  Hereunto  attached,  and  Jcnown  as 
GENERAL  ORDINANCE  No.  1378. 

Ben.  P.  Bennett,  Leonard  H.  Ellenv/ood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  19th  day  of  October,  1927. 

Leonard  H.  Ellenv/ood, 

City  Clerk. 

V/m.  C.  Geake, 

Mayor. 


Approved  this  20th  day  of* October,  1927 


GEl^ERAL  ORDIKAUCS  NO  1379. 

An  Ordinance  extending  the  City  Limits,  annexing  certain  territory  to  the  City 
of  Fort  #ayne ,  Indiana  and  Making  the  same  a  part  of  the  Sixth  Ward. 

Be  It  ordained  By  the  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana: 

SECTION  l.That  the  territorial  limits  of  the  City  of  Fort  Wayne,  Indiana,  be  and  the 
same  are  hereby  extended  as  follows:  Commencing  at  the  intersection  ofthe  center  of  Brook¬ 
lyn  Avenue  and  Carlton  Avenue;  thence  south  along  the  center  line  of  Brooklyn  Avenue  to 
the  North  line  of  Miller  Road;  thence  west  along  the  north  line  of  Miller  Road  to  the  west 
line  of  T.  C.  Young's  Addition;  thence  north  along  the  west  line  of  T.  C.  Young's  Addition 
and  Rietdorf's  Addition  to  the  center  line  Carlton  Avenue;  thence  east  along  the  center 
line  of  oarltcn  Avenue  to  the  center  line  of  Brooklyn  Avenue,  being  the  place  of  beginning, 
and  t..at  when  so  extended  tne  territory  embraced  within  said  boundaries  be  and  the  same  is 
hereby  added  to  tiie  sixth  V/ard  of  said  City. 

SECTION  2. That  this  ordinance  shall  be  in  full  force  and  effect  upon  and  after  its  passage 
and  approval  by  tne  Mayor  and  its  legal  publication. 


S.  Harry  Fisher. 

Done  by  the  Council  Chamber  this  11th  day  of  October,  1927,  Fort  V/ayne,  Indiana. 

v/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port  'Wayne,  Indiana 
at  a  regular  meeting,  held  on  tne  11th  day  of  October,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
SENERAL  ORDINANCE  No.  1379 

Ben.  F.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  19th  day  of  October,  1927. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  20th  day  of  October,  1927. 


'Wm.  C.  Geake, 


Mayor. 
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GEKERAL  ORDINANCE  NO.  1380. 


An  Ordinance  fixing  the  salaries  of  ^he  Employees  in  the  l^ater  Works  Department 
of  the  City  of  Eort  Wayne,  Indiana,  as  amended  Octoher  11th,  1927. 

Be  it  ordained  hy  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana; 

SECTION  1 .  That  tne  employeees  of  tne  Water  ’Works  Department  of  the  City  of  Fort  'Wayne,  Indiana, 
receive  tne  following  salaries,  respectively; 


month; 

month; 


per  month 


Secretary  at  the  rate  of  Two  Hundred  Fifty  Dollars  (|250.00)  per  month; 

Chief  Clerk  at  the  rate  of  Two  Hundred  Dollars  ($200.00)  per  month; 

Auditor  at  the  rate  of  One  Hundred  Seventy-fiva  Dollars  ($175.00)  per  month; 
Assistant  Chief  Clerk  at  the  rate  of  One  Hundred  Fifty  Dollars  ($150.00)  per  month; 
Draftsman  at  the  rate  of  One  Hundred  Fifty  Dollars  ($150.00)  per  month; 

Credit  or  Pile  Clerk  at  the  rate  of  One  Hundred  Thirty  Dollars  ($130.00)  per  month; 
Billing  Machine  Operators  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)per 

Addressograph  Operator  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)  per 

Cashier  at  the  rate  of  One  Hundred  Twenty  Dollars  ($120.00)  per  month; 

Assistant  Cashier  at  tne  rate  of  One  Hundred  Dollars  ($100.00)  per  month; 

Stenograph  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)  per  month; 

General  Office  Clerks  at  the  rate  of  One  Hundred  Dollars  ($100.00)  per  month; 

Meter  Inspector  at  the  rate  of  One  Hundred  Twentytfive  Dollars  ($125.00)  per  month; 
Meter  Readers  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)  per  month; 
Collectors  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)  per  month; 

General  Foreman  at  tne  rate  of  Two  Hundred  Fifteen  Dollars  ($215.00)  per  month; 
Assistant  General  Foreman  at  the  rate  of  One  Hundred  Seventy-five  Dollars  ($175.00) 


Storekeeper  at  the  rate  of  One  Hundred  Twenty-five  Dollars  ($125.00)  per  month; 
Construction  Clerks  at  the  rate  of  One  Hundred  Fifteen  Dollars  ($115.00)  per  month; 
Chief  Plum’ber  at  the  rate  of  One  Hundred  Fifty  Dollars  ($150. 00 )  per  month; 

Plumhers  at  the  rate  of  One  Hundred  Forty-five  Dollars  ($145.00)  per  month; 

Valve  &  Hydrant  Man  at  the  rate  of  One  Hundred  Fifty  Dollars  ($150.00)  per  month; 
Tappers  at  the  rate  of  One  Hundred  Forty  Dollars  ($140.00)  per  month; 

Drivers  at  the  rate  of  One  Hundred  Thirty-five  Dollars  ($135.00)  per  month; 

Otility  Men  at  the  rate  of  One  Hundred  Forty-five  Dollars  ($145.00)  per  month; 

Night  Service  Man  at  the  rate  of  One  Hundred  Thirty-five  Dollars  ($135.00)  per  month; 
Meter  Repair  Men  at  the  rate  of  Seventy-five  cents  ($.75)  per  hour; 

La'borers  at  the  rate  of  Forty  cents  to  sixty-five  cents  per  hour; 

Motor  Attendants  at  t/ie  rate  of  One  Hundred  Forty  Dollats  ($140.00)  per  month; 
Watchman  at  Reservoir  at  tne  rate  of  Ninety  Dollars  ($90.00)  per  month; 

Pump.  Station  Service  Man  at  tne  rate  of  One  Hundred  Eighty  Dollars ($160 . 00 )  per 

month; 


SECTION  2. That  this  schedule  of  salaries  and  wages  shall  take  effect  from  and  after  January 


1st,  1928. 


SECTION  3. That  this  ordinance  shall  -be  in  full  force  and  affect  on  and  after  its  passage  and 
approva.1  "by  the  Mayor. 


J.  A.  Liggett, 

Done  "by  the  Council  Cham’ber  this  11th  day  of  Octo’ber,  1927,  Fort  Wayne,  Indiana. 

HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
a,t  a  regular  meeting,  held  on  the  11th  day  of  Octo’ber,  1927,  "by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINAl^CE  No.  1380. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  19th  day  of  October,  1927, 

Leonard  H.  Ellenwood, 

City  Clerk. 

Wm.  C.  Geake, 

Mayor. 


Approved  this  20th  day  of  October,  1927. 


GEKERAI,  ORDINACE  NO.  1381. 

An  Ordinance  approving  a  contract  between  the  City  of  Port  Wayne,  Indiana,  by 
and  tnrougn  its  Board  of  Public  V/orks  and  the  New  York  Central  Railroad  Company  for  the 
construction,  maintenance  and  use  of  an  electric  wire  line. 

^<hereas,  on  the  28th  day  of  September,  1927,  the  City  of  Fort  Wayne,  Indiana,  I 
entered  into  a  certain  contract  with  the  Nevf  York  Central  Railroad  Company  for  trie  con¬ 
struction,  maintenance  and  use  of  an  electric  wire  line,  which  contract  is  in  the  follow¬ 
ing  words  and  figures,  towit: 

THIS  AGREjlLISNT  ,  made  this  28th  day  of  September,  1927  betv/een  THE  NEV/  YORK  m 

CENTRAL  RAILROAD  CCLIPANY,  hereinafter  called  First  Party,  and  CITY  OF  FORT  SAYNE  ,  INDIANA,  I 
hereinafter  called  Second  Party, 

AHTNESSiiiTH,  Tnat  First  Party,  for  and  in  consideration  on  the  sum  of  Ten  dollars 
to  It  paid  by  Second  Party,  together  with  the  rental  Hereinafter  specified,  hereby  licenses 
and  permits,  but  without  warranty,  tne  Second  Party,  upon  condition  that  Second  Party  faith¬ 
fully  Keep  and  perform  the  covenants  and  agreements  herein  provided  to  be  kept  and  perform¬ 
ed  by  Second  Party,  and  not  otherwise,  to  construct,  maintain  and  use  an  electric  wire  line, 
consisting  of  three  (3)  No.  4/0  hard  drawn,  bare,  stranded  copper  wires,  carrying  13200  volts, 
upon  the  rignt  of  way  and  over  the  track  of  tne  First  Party  at  track  station  164-70,  on  the 
J}ort  Wayne  Branch,  at  Fort  Wayne,  in  the  County  of  Allen  and  State  of  Indiana. 

Said  electric  v/ire  line  shall  be  located  between  the  points  lettered  A  and  B  on 
print  No.  37968,  dated  July  15th,  1927,  hereto  attached  and  made  a  part  hereof,  and  shall 
be  maintained  at  a  minimum  height  of  f'orty-five  (45)  feet  above  the  top _ 


le  rails  of  tne  railroad  of  First  Party,  and  at  tne  point  shwon  upon  tne  map 'or  blue¬ 
print  tnereof,  wnich'  is  hereto  attached  and  hereby  made  a  part  of  this  instrument,  all  of 
vmich  is  hereinafter  referred  to  as  the  ‘’WORK,’*  upon  the  following  twrms  and  conditions, 
all  of  which  Second  Party  covenants  and  agrees  to  ^eep,  abide  by  and  perform: 

FIRST:  Said  WORK  shallbe  done  at  such  time  or  times,  in  such  manner,  with  sucn  ma¬ 
terial  and  under  such  general  conditions  as  shall  be  satisfactory  to  and  approved  by  tne  Cnief 
Engineer  of  First  Party,  or  his  duly  authorized  agent,  and  as  will  not  interfere  v/ith  the 
proper  and  safe  use,  operation,  and  enjoyment  of  the  i:roperty  and  railroad  of  First  Party, 
Second  Party  shall  after  the  doing  of  said  WORK  restore  the  premises  bf  First  Party  to  the 
same  or  as  good  a  condition  as  they  were  in  prior  to  the  commencement  of  tne  doing  of  said 
WORK.  I 

SECOND;  All  the  wotk  to  be  done  by  Second  Party,  or  by  the  contractors,  agents,  or 
servants  of  Second  Party,  in  connection  with  the  doing  of  said  ./ORKiji  or  in  connection  with 
the  repair,  renewal  or  maintenance  thereof,  shall  be  done  at  the  sole  risk  and  expense  of 
Second  Party,  and  the  cost  of  a.11  work  done  by  First  Party  in  connection  therewith,  the  eke( 
checking  of  plans  and  tne  v/ages  of  any  inspectors  or  watchmen  v/hicn,  in  the  judgment  of  the 
said  Chief  Engineer  of  First  Party,  may  be  rei^uired  during  the  doing  of  said  work,  or  in 
connection  with  the  repair,  renewal,  maintenance  or  use  thereof,  for  the  proper  and  safe 
I^rotection  of  the  property,  traffic  and  business  of  First  Party,  shall  be  paid  to  First 
Pq^ty  by  Second  Party,  upon  bills  being  rendered  therefor. 

THIRD:  First  Party  may,  at  its  election,  do  all  the  work  within  the  ecterior  lines 
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of  its  lands  in  connection  with  or  necessary  for  the  doing  of  said  WOfiK,  or  in  connection 
with  the  repair,  renewal,  maintenance  or  use  thereof,  through  its  lands  and  across  its  roadway 
and  tracks,  and  all  of  said  V/OHEC  shall  be  paid  for  by  Second  Party  as  hereinbefore  provided. 


POURTH:  Second  Party  shall,  if  requested  so  to  do  by  Pirst  Party,  advance  to  First 
Party  the  estimated  cost  of  said  V/OfUC,  and  upon  the  completion  of  said  W6fiK,  the  unexpended 
balance,  if  any,  shall  be  returned  to  Second  Party,  or  if  the  siim  advanced  by  Second  Party  to 
First  Party  is  insufficient  to  pay  for  tne  cost  oflsaid  tf'/OKK,  then  Second  Party  shall  pay  to 
First  Party  such  additional  sum  as  was  necessary  to  complete  said  IffORxC,  upon  being  furnished 
by  First  Party  with  a  detailed  statement  of  the  amount  and  cost  of  such  additional  work. 

FIP'TPI:  Whenever  it  may  be  necessary  to  make  any  repairs  to  or  renewals  of  said  WORK 
in  or  upon  the  premises  of  First  Party,  suer:  repairs  or  renev,’als  shall  be  made  under  the  super¬ 
vision  and  control  of  said  Chief  Engineer  of  First  Party,  or  his  duly  autnorized  agent,  at  tne 
sole  expense  of  Second  Party,  in  such  a  menner  as  to  interfere  as  little  as  possible  witn  tne 
premises,  property  and  business  of  First  Party,  and  Second  Party  shall,  at  the  cost  and  expense 
of  Second  Party,  restore  the  premises  of  First  Party  to  the  same  or  as  good  a  condition  as  tney 
were  in  prior  to  the  making  of  such  repairs  or  renewals;  or  First  Party  may,  at  its  election 
make  such  repairs  or  renewals,  and  the  expense  thereof  shall  be  paid  to  it  by  Second  Party,  as 
hereinbefore  provided. 

SIXTH;  Second  I'arty  shall  and  will  at  all  times  hereafter  indemnify  and  save  harmless 
First  Party  from  and  against  any  and  a,ll  detriment,  damages,  losses,  claims,  demands,  suits, 
costs,  or  expenses  which  First  Party  may  suffer,  sustain,  or  be  subject  to,  directly  or  indirect 
ly,  caused  either  wholly  or  in  part  by  reason  of  the  location,  construction,  maintenance,  use 
or  presence  of  said  WORK  as  permitted  by  this  license  or  resulting  from  the  removal  tnereof. 

SEVEKTH;  This  agreement  and  the  license  and  privilege  it  confers  may  be  revoxeu  and 
terminated  at  the  iption  of  First  Party  at  any  time  by  giving  thirty  ( 30 )  days'  v/ritten  notice 
to  Second  Party  ot  by  posting  such  notice  in  a  conspicuous  place  where  said  WORK  has  been  done; 
and  upon  the  expiration  of  said  tnirty  (30)  days  after  service  of  said  notice,  tnis  agreement 
and  tne  license  and  privilege  hereby  granted  shall  be  absolutely  terminated  and  extinguisned ; 
and  thereupon.  Second  Party  shall  remove  said  WORK  from  tne  premises  of  First  Party  and  restore 
same  to  their  former  condition  at  the  expense  of  Second  Party,  or  on  the  failure  of  Second 
Party  so  to  do.  First  Party  may  remove  said  WORK  at  the  expense  of  Second  Party,  which  the  lat¬ 
ter  hereby  expressly  agrees  to  pay  on  demand. 

EIGHT;  It  is  understood  and  agreed  by  and  between  the  parties  hereto  that  if,  at  any 
time  or  times  hereafter.  First  Party  shall  desire  to  make  any  cnanges  in  its  tracks,  structures, 
roadbed  ot  otner  facilities  at  tne  point  of  CBing,  or  make  any  changes  whatever  in,  to,  upon, 
over  or  under  the  premises  owned,  controlled  or  leased  by  said  First  Party,  and  crossed  or  in 
any  way  affected  by  the  WORK  of  Second  Party  under  this  agreement,  then  Second  Party  shall,  at 
its  own  cost  and  expense,  upon  thirty  ( 30 )  days'  notice  in  v/riting  to  that  effect  from  First 
Party  make  such  changes  in  the  location  or  construction  of  its  said  WORK,  as  in  the  judgment 
of  the  Chief  Engineer  of  First  Party  may  be  necessary  to  accommodate  any  future  construction, 
improvements  or  changes  of  said  First  Party. 

NINTH;  It  is  agreed  that  in  no  event  shall  any  wires,  pipes,  or  other  structures,  ex¬ 
cept  those  herein  mentioned  and  shown  on  tne  blueprint  nereto  attached  be  strung  or  placed  acrc®| 

the  tracks  or  upon  tne  property  of  First  Party,  without  express  permission  so  to  do,  in  writin,o- 
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from  said  i'irst  Party,  to  that  effect;  and  that  in  that  event,  all  tne  terms  and  conditions  ■ 
of  this  agreement  shall  immediately,  upon  tne  giving  of  such  permission  for  the  stringing  an^ 
placing  of  such  additional  wires,  pipes  or  other  structures,  apply  to  and  cover  the  same  witn,  ‘ 
the  same  effect  as  if  the  right  to-string  or  place  them  had  been  incorporated  in  this  agreement, 

TENTH:  It  id  understood  and  sgreed  by  and  between  the  parties  hereto,  tuat  if  at  any 
time  during  tne  continuance  of  this  agreement.  Second  Party  hereto  removes,  abandons  or  dis.i 
continues  the  use  of  tne  WORN  hereinabove  referred  to,  this  agreement  and  all  rights  hereby  ^ 
conferred  upon  said  Second  Party  shall  be  deemed  to  be  abrogated  and  determined  as  of  tne 
date  of  such  removal,  abandonment  or  discontinuance,  without  further  action  on  the  part  of 
either  party;  and  Second  Party  covenants  and  agrees  thatrn  in  case  said  WORK  hereinabove  re¬ 
ferred  to  is  at  any  time  during  the  continuance  of  this  agreement  discontinued  or  abandon¬ 
ed,  said  Second  Party  shall,  within  sixty  (60)  days  after  the  abandonment  or  discontinuance  o. 
of  said  WORK,  actually  remove  said  WORK  from  the  premises  of  Hirst  Party  nereto,  or  cause  ' 
it  to  be  removed, and  if  after  t:.e  expiration  of  said  sixty  (60)  days  the  said  WORK  is  not 
actually  removed,  it  is  understoond  tnat  First  Party  hereto  may  forthwith  remove  the  same 
at  the  risk  and  expense  of  Second  Party,  and  without  being  in  any  manner  liable  to  Said 
Party  for  such  removal,  and  Second  Party  covenants  and  agrees  to  pay.  to  First  Party  hereto 
the  cost  of  such  reijioval  upon  the  bill  therefor  .rendered  to  Second  Party. 

iLLiVENTHtSecond  Party  shall  pay  to  First  Party  as  rental  for  the  privilege  herein 
granted,  tne  sum  of  Five  ($5.00)  Dollats  per  annum,  beginning  on  the  Twenty-Eighth  Day  of  .c 

September,  1927  and  annually  in  advance  thereafter,  during  the  term  and  continuance  of  this 
permit. 

TiGLx’TH.  Said  electric  vi?ire  line  shall  be  constructed  and  maintained  in  ac¬ 
cordance  with  First  Party's  specifications  No. 18,  Issue  1,  dated  January  8th,  19h5,for 
electric  lignt,  pov/er  supply  and  trolley  line  crossings. 

THIRTEENTH:  Second  Party  shall  pass  tne  neeessary  ordinance  or  resolution  to 
make  this  permit  a  binding  and  subsisting  onligation  on  tne  part  of  the  Second  Party. 

The  covenants  and  agreements  herein  contained  shall  be  binding  upon,  and  shall 
inure  to  the  benefit  of  its  heirs,  executors,  administrators,  successors  and  assigns  of 
the  parties  hereto  .respectively. 

IN  WITNESS  V/HEREOF,  the  pa^rties  hereto  have  duly  executed  this  instrument  in 
duplicate,  the  day  and  year  first  above  written. 
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THE  NEW  YORK  CENTRAL  RAILROAD  COMPAIF/, 

by 

R.  0.  Rote-  Chief  Engineer. 

■  CITY  OF  FORT  WAYNE ,  INDIANA, 
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By  Wm.  Beck  Board  of 

Tom  Snook  Public  V/orks 

William  3.  O'Rourke  City  of  Fort  Wayne , Indiana 


S .  H .  3 . 

Be  it  ordained  by  the  CommoniEouncil  of  the  City  of  Fort  Wayne,  Indiana: 

SECTION  1  That  the  contract  heretofore  entered  into  on  tne  28tn.  day  ofSeptember 
1927,  by  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  and 
Tne  Nev/  York  Central  Railroad  Company  for  the  construction,  maintenance  and  use  of  an 
electric  wire  line,  as  more  fully  set  forth  in  tne  preamble  hereto,  be  and  tne  same  is 
hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  upon  and  after  its 
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passage  and  approval  "by  the  Mayor 


Edw.  H.  Eisher. 

Done  hy  the  Council  Ghamher  this  <;'2nd  day  of  November,  1927, Fort  Wayne,  Indiana. 

V7E1HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  22nd  day  of  November,  1927,  by  a  majority  vote  of  all 
members  elect;, did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1381. 

Ben,  F.  Bennett,  Leonard  H.  Ellenv/ood, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  25th  day  of  November,  19271 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  30th  day  of  November,  1927. 


V/m.  C.  Geake, 
Mayor . 
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GENERAL  ORDINANCE  NO.  1382. 

An  Ordinanee  transferring  Four  Thousand  Five  Hundred  Hlnety-two  Dollars  and 
^  from  Item  116,  the  same  being  Street  and  Alley  Cleaning  Equipment  and  Sup¬ 

plies  to  Item  115,  t  e  sa=„e  being  street  and  Alley  Cleaning  Pay  Roll  and  tne  transferring 
of  TWO  Hundred  Mnety-seven  Dollars  and  Forty  Cents  (J298.40)  from  Item  14S,  t-e  same  be-  | 
Supplies  for  City  Hall  to  Item  141,  tne  same  being  Janitors  and  otner  Employees  Pay  Roll, 
all  under  tne  direction  of  tae  Board  of  ruLlic  Works. 

Be  it  ordained  Ly  the  Common  Council  of  t-ie  City  of  Fort  Wayne,  Indiana: 

SECTION  1.  Tnat  the  sum  of  Four  Thousand  Five  Hundred  Ninety- two  Dollars  and  I 
Eifty-five  Cents  (§4,592.55)  be  and  the  same  is  hereby  transferred  from  Item  116,  the  same 
being  Street  and  Alley  Cleaning  Equipment  and  Supplies  to  Item  115,  tne  same  being  Street 
and  Alley  Cleaning  Pay  Roll  and  tnat  the  sum  of  Two  Hundred  Ninety-seven  Dollars  and 
Forty  Cents(§297.40)  be  and  the  same  is  hereby  transferred  from  Item  142,  tne  same  being 
supplies  fro  City  Hall  to  Item  141,  the  same  being  Janitors  and  otner  Employees  Pay  Roll, 
all  being  under  tne  direction  of  The  Board  of  Public  'Works. 

SECTIOn  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

James  A.  Liggett. 

Done  by  the  Council  Chamber  this  22nd  day  of  November,  1927,  Fort  Wayne  i  tindihna.f  r  11 
'e  -3  fc  iWB  .iJEREBY  CERTIiTY,  That-the  Common^  Gounciinof ,  thedCity  ,  of '  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  22nd  day  of  November,  1927,  by  a  majority  vote  of  all  I 
members  elect,  did  pa®  the  ordinance  hereunto  attached,  and  known  as  I 

GENERAL  ORDINANCE  No  1382. 


Ben.  F.  Bennett, 
President. 


Leonard  H.  Ellenwood, 

City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  25th  day  of  November,  1927. 


Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  30th  day  of  November,  1927. 


'Wm.  C.  Geake, 


Mayor, 


GENERAL  ORDINANC?]  NO.  1383. 


An  Ordinance  fixing  the  salaries  of  Employees  in  the  Office  and  Power  Plaht 
of  tne  City  Light  Department  of  the  City  of  Port  V/ayne,  as  amended  this  2'dnd  day  of  November, 
1927. 


Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  V/ayne,  Indiana: 

SECTION  1  That  on  and  after  January  1st,  1928, the  employees  of  the  office  and 
Pov/er  Plant  of  the  City  Light  Department  of  the  City  of  Port  'Jayne,  Indiana,  receive  the 
follov^-ing  salaries,  respectively; 

Secretary  at  the  rate  of  Two  Hundred  Pifty  Dollars  ($250.00)  per  month; 

Auditor  at  the  rate  of  One  Hundred  Ninety-five  Dollars  ($195.00)  per  month; 

Cas-hier  at  the  rate  of  One  Hundred  Twenty-five  Dollars  ($125.00)  rjer  month; 

Assistant  Cashier  at  the  rate  of  One  Hundred  Ten  Dollars ,( $110 . 00 )  per  month; 
Stenographers  at  the  rate  of  One  Hundred  Dollars  ($100.00)  per  month; 

Clerks  at  tne  rate  of  Ninety-five  Dollars  ($95^00)  per  month; 

Solicitors  at  tne  rate  of  One  Hundred  Twenty-five  Dollars  ($125.00)per  month; 
Collectors  at  tae  rate  of  One  Hundred  Twenty^rfive  Dollars  ($125.0ojper  month; 

Bill  Distributors  at  trie  rate  of  One  Hundred  Dollars  ($100.00)  per  month; 

Janitor  at  tne  rate  of  One  Hundred  Dollars  ($100.00)  per  month; 

General  Superintendent  at  the  late  of  Two  Hundred  Sixty-five  Dollars  ('$265.00) 

per  month. 

Meter  Engineer  at  tne  rate  of  One  Hundred  Sixty-five  Dollars ( $165 . 00 ) per  month; 
Meter  Inspector  at  tfxe  rate  of  One  Hundred  Porty-five  Dollars  ($145.00)  per  month; 
Assistant  Meter  Engineer  at  the  rate  of  One  Hudred  Thorty-five  Dollars  {$135.00) 

per  month; 

Addressograph  Operator  at  tne  rate  of  One  Hundred  Twenty  Dollars  ($120.00)  per 

month; 

Meter  Setters  at  the  rate  of  Sixty-five  cents  to  Seventy-five  cents($.75)  per  hour; 
Meter  Testers  at  the  rate  of  Sixty  cents  ($.60)  to  Seventy  cents  ($.70)  per  hour; 
Meter  Readers  at  tne  rate  of  Porty-five  cents  ($.45)  to  sixty  cents  ($.60)  per  nour; 
Telephone  Operator  at  the  rate  of  eignty-five  Dollars  ($85.00)  per  month; 

Switchboard  Attendants  at  tne  rate  of  One  Hundred  Seventy-five  Dollars  ($175.00) 

per  month; 

Engineer  at  tne  rate  of  One  Hundred  Seventy-five  Dollars ( $175 . 00 )  per  month; 

Firemen  at  tiie  rate  of  Seventy  cents  ($.70)  per  hour; 

Crane  Operators  at  the  rate  of  Sixty-five  cents  ($.65)  to  seventy^five  cents  ($.75) 
per  hour;  '  ' 

Firemen  Helper  at  tne  rate  of  Sixty-five  Gents  per  hour; 

Crane  Helpers  at  the  rate  of  Sixty  cents  ($.60)  to  Sixty-five  cents  ($.65)  oer  hour; 
Laborers  at  the  rite  of  Forty  cents  ($.40)  to  Sixty  cents  ($.60)  per  hour; 

Boiler  v/asher  at  the  rate  of  Pifty  Gents  ($.50)  to  Seventy  cents  ($.70)  per  hour; 
Machinist  at_ the  rate  of  Seventy-five  cents  to  eighty-five  cents  ($.85)  per  hour; 
Pow6r  House  iiilectrician  at  the  rate  of  Highty  cents  (^•80)  per  hour} 

SiJiCTION  2  That  this  ordinance  shall  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 


J.  A.  Liggett. 

Done  at  the  Council  Chamber  this  22nd  day  of  November,  1927,  Fort  Wayne,  Indiana. 

WE  HEREBY  CE ITIPY,  That  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  22nd  day  of  November,  1927,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENER/dx  ORDINANCE  No.  1383. 


Ben.  P.  Bennett, 

President . 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  25th  day  of  November,  1927. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this  30th  day  of  November  1927, 


Wm.  G.  Geake, 
Mayor. 
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GElffiRAL  ORDINANCE  ITUl^IEER  1384. 

An  Ordinance  authorizing  the  Board  of  Public  V/orks  to  sell  certain  junk. 

Be  it  ordained  by  the  Common  Council  of  t.ie  City  of  Port  Wayne,  Indiana, 

SECTION  1. That  the  Board  of  Public  Works  be  and  is  nereby  autnorized  to  sell  and 
dispose  of  acci^ulated  scrap  copper  wire,  brass  clippings  and  scrap  iron  accumulating  from 
uses  in  the  Water  Worics  Department ,  the  City  Light  Department  and  tiie  Street  Department.  I 
ihe  amount  tnereof  to  be  sold  is  not  to  exceed  the  sum  of  One  Hundred  (#100. OO)  Dollars,  " 

and^in  view  of  the  amount  not  exceeding  said  sum,  the  same  is  to  be  sold  without  appraise- 
ms  11  • 

SECTION  2. That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

one  at  tne  Council  wnamber  this  13th  day  of  December,  1927,  Fort  V/ayne ,  Indiana.  I 

WS  HEREBY  CERTIFY,  That  the  eommon  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  13th  day  of  December,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENER-'L  ORDINANCE  No.  1384. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  16th  day  of  December,  1927, 


Approved  this  16th  day  of  December,  1927. 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Wm.  C.  Geake, 
Mayor, 


GEKSR/i  ORDIITANCE  llo .  1385 


An  Ordinance  authorizing  the  Board  of  Public  Works  to  sell  a  certain  table  and 

wardrobe . 

Be  it  ordained  by  the  Goiranon  Council  of  tne  City  of  Port  Wayne,  Indiana. 

SECTION  l.That  the  Board  of  Public  Works  be  and  it  is  hereby  authorized  to  sell 
and  dispose  of  one  table  and  one  wardrobe  used  in  the  Oepartrnent  of  tiie  Board  of  Public 
Works.  The  amount  thereof  to  be  sold  is  not  to  exceed  the  sum  of  one  Hundred  dollars 
(llOO.OO)  and  in  view  of  the  amount  not  exceeding  said  sum,  the  sane  is  to  be  sold  with- 
oiit  appraisement. 

SECTION  S.Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  tne  Mayor. 


Edw.  H.  Fisher. 

Done  by  the  Council  Chamber  this  13th  day  of  December,  1927,  Fort  Wayne,  Indiana. 

ViE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/^yne ,  Indiana, 
at  a  regular  meeting,  held  on  tue  13th  day  of  December,  1927,  by  a  majority  vote  of  al  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAj.  ORDINANCE  No.  1385. 


Ben.  F.  Bennett,  Leonard  H.  Ellenwood, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  16th  day  of  December,  1927. 

Leonard  H.  EllenAiyood, 
City  Clerk. 


Approved  this  ii6th  day  of  December,  1927. 


Vta.  C.  Geake, 

Mayor. 
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GEltERAL  ORDINANCE  NO.  1386. 


An  Ordinance  autnorizing  tne  Board  of  l-ublic  Works  to  sell  a  certain  Ford 
Coupe  used  in  tne  City  Light  Department. 

Be  it  ordained  "by  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana. 

SECTION  1,  That  the  Board  of  Fuhlic  V/ork  he  and  is  hereby  autiiorized  to  sell 
and  dispose  of  one  Ford  Coupe  used  in  the  Construction  Department  and  to  file  its  petition 
by  and  through  tne  City  Attorney  witn  the  Allen  Circuit  Court  for  the  appointment  of 
appraisers  to  appraise  said  property. 

SECTION  ii.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Ilayor. 

Edvi^ard  H.  Kunsaker, 

Done  at  tne  Council  Chamber  this  13th  day  of  December,  1927,  Fort  Wayne,  Indiana. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  v/ayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  13th  day  of  December,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  knov/n  as 
GENER.AL  ORDINANCE  No.  1386. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  the  Iviayor  for  approval  on  ttie  16th  day  of  December,  1927, 


Approved  this  16th  day  of  December,  1927. 


Leonard  11.  Ellenv/ood, 
City  Clerk. 


'Wm.  C.  Geake, 

liayir , 
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GENERAL  ORDINANCE  NO. 1387. 


An  Ordina,rce  prohibiting  the  emission  of  smoke  from  smokestacks  and  chimneys  and 
fuel  combustion  apparatus,  declaring  the  seme  a  nuisance  providing  for  inspections,  provid¬ 
ing  a  penalty  for  the  violation  thereof  and  repealing  an  ordinance  in  conflict  therev/ith. 

Be  it  ordained  by  the  Comraon  Counci]  of  tne  City  of  Fort  '//ayne ,  Indiana: 

SECTION  1 .  That  the  emission  of  dense  smoke  from  tne  smokesta.ck  or  cnimney  of  any 
locomotive,  steam  roller,  steam  derrick,  steam  pile  driver,  steam  shovel,  tar  kettle,  a3i» 
phalt  kettle,  or  from  any  refuse  or  burning  device,  or  from  any  building,  premises  or  struc¬ 
ture  whatsoever,  excepting  for  a  period  of  not  more  than  six  minutes  in  any  one  hour  during 
v/hich  the  firebox  is  being  cleaned  out  or  a  new  fire  built  therein,  is  hereby  declared  to  be 
a  public  nuisance,  and  is  hereby  declared  to  be  unlawful  and  prohibited,  and  may  be  abated  in 
addition  to  the  fine  hereinafter  provided  for. 

SECTION  2.  It  shall  be  the  duty  of  tne  members  of  tne  Building  Department  of  the 
City  of  Port  //ayne ,  to  make  periodical  observations  of  density  of  sm.bke  emitted  from  fuel 
combustion  apparatus  within  said  city,  to  inspect  such  fuel  combustion  apparatus,  and  to 
institute  proceedings  for  the  violation  of  the  terms  and  requirements  of  this  ordinance. 

And  every  owner,  agent,  lessee,  user  or  occupant  of  any  building  or  structure  of  any 
description  or  of  any  fuel  combustion  apparatus,  shall  allov/  and  permit  any  member  of  tne 
Building  Department  of  said  City  to  make  an  inspection  of  such  building  or  structure  or 
such  fuel  combustion  apparatus  upon  application  and  demand  of  such  member. 

SECTION  3.  That  any  person  violating  any  of  the  provisions  of  this  ordinance  shall 
be  fined  in  any  sura  not  less  than  five  dollars  ($5.00)  nor  more  than  one  hundered  dollars 
($100.00)  and  each  day  that  said  nuiss.nce  exists  shall  constitute  a  separate  offense.  Any 
person  having  knowledge  of  any  violation  of  the  terms  or  the  requirements  of  this  ordinance 
may  file  an  affidavit  for  tne  purpose  of  instituting  proceedings  against  the  offender. 

SECTION  4.  General  ordinance  No.  690  passed  by  the  Common  Council  on  March  23,  1915 


is  hereby  repealed. 


'*1 

SECTION  5.  That  this  ordinance  shall  be  in  full  force  and' take  effect  from  and  after 

its  passage,  approval  by  the  Mayor  and  ] ts  legal  publication. 

Jacob  M.  Stouder, 

M.  L.  Burns, 

Chester  Hinton. 

Done  at  the  Council  Chamber,  this  13th  day  of  December,  1927,  City  of  Fort  Y/ayne ,  Indiana. 

WE  HEREBY  CEI^TIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  13th  day  of  December,  1927,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 


GEIffiRAL  ORDINANCE  No.  1387. 


Ben.  F.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  trie  16th  day  of  December,  1927. 

Leonard  H.  Ellenwood 
City  Clerk. 

Approved  this  16th  day  of  December,  1927. 


Wm.  C.  Geake, 


Mayor. 
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general  ordinance  EO.  1386. 

Ev  and  thrnno-h^tt^^So^  ratifying  a  contract  between  the  City  of  Eort  Wayne 

pLsiLnt  Seagrave  Corpoi-ation  by  and  tnrougnhL 

lor  the  purcnase  of  a  service  truck  to  be  used  in  the  City  Fire  Department. 

+h>.  November,  1927,  tne  City  of  Fort  Wayne,  Indiana  bv 

Corporation  for  tS^uurchase^^?  Safety  entered  into  a  certain  contract  witn  The  Seagrave 

whiOh  Ooi^raOrifL^^^f^n?/  Department, 

wiicn  contract  is  in  the  following  words  and  figures,  towit: 

COITTRACT  • 

Columbas,  Ohic,*f™f  paityflnd"  heUmer,  TIE  SiiAGRAYE  COBPORATIOB,  of 

ihe  City  of  Ft.  V/ayne ,  Indiana  by  its  authorized 
representatives,  second  party 
Witnesse th : 

accord^- no-  hereby  agrees  to  furnish  the  apparatus  and  equipment 

OOOtrae^  and  furnished  second  party  and  by  reference  made  a  part  of  this 

contract!^  and  to  deliver  the  same  as  hereinafter  provided. 

Qn-iri  +  first  party  guarantees  triat  all  material  and  workmanship  in  and  about 

df"0rS;«  equipment  snail  comply  with  said  specifications,  and  v/ill  replace  free 

'I’h  •  ^  ^  part  found  witnin  one  year  to  be  defective  in  v/orkmanship  or 

rii'nPp-r  ^  allparts  of  said  a-pparatus  manufactured  by  said  first  party.  On 

self  starters  and  otner  accessories  purcnased  from  other 
manufacturers  the  guarantee  of  such  manufacturess  will  apply. 

no?*  apparatus  and  eoiuipment  shall  be  delivered  to  a  transportation 

crptaSL^'df^^Ms^^n^fnS  Y":thin  about  One  Hundred  (lOO)  days  after  tne  receipt  and  ac- 
st?iker  n  prty's  office  at  Columbus,  Ohio,  delays  due  to 

vert-'r^’  I  materials  or  other  causes  beyond  its  control  not  re- 

V/ayJe!^InSLl?  ^  delivered  to  said  party  of  tne  second  part  f.  o.  b.  cars  at  Ft. 

+  fourth.  A  competent  demonstrator  shal]  ,  upon  request  be  furnisned  by  first  oartv 

party  second  part  and  to  give  its  e^loyes  t'HnLSsaJy 

is  reouested  then  soon  s*  and  nandllng  of  said  apparatis.  In  case  suon  demonstration 

direSloro?’s»?d  Jnf  ‘l^“™='-ration  snail  be  neld  to  be  made  by  and  under  autnority  and 
airection  of  said  party  of  tne  second  part.  Requested. 

Fiftn.  Tile  second  party  puecnases  and  agrees  to  pay  for  said  ap.:aratus  and  euuin- 
ment,  tne  sum  -of  jiiiGHTY  SEVEN  HLNDRED  FIFTY  and  no/lOO  dollars  (|67b0.00  ). 

10  ^ays  after  arrival  at  destination.,  balance  to  be  paid  about 
witnout  interest.  It  is  also  agreed  tnat  tne  first  party  shall  equip  one  (l) 
oec^pave  pumper  -ic  one  (l)  Seagrave  _  Tractor  witn  electric  starter  etc.,  as  per  previous 
quotation-  jixpense  of  same  to  be  divided  equally  between  botn  parties.  I 

ic,  second  party  desires  to  test  tne  said  apparatus  before  -payment 

is  made  sucn  test  snail  be  made  v/itnin  ten  (lo)  days  after  arrival  at  destination  and  a  ^ 
written  report  to  such  test  fortnwitn  delivered  to  tne  first  party  at  its  principal  Office 
at  Columbus,  Onio.  If  no  sucn  test  be  made,  or  if  no  sucn  report  be  made  by  tne  second 

within  ten  (10)  days  after  arrival,  tnen  said  apparatus  and  equipment  shall  be  con- 
s^ae^ed  as  iully  complying  with  contract  and  specifications. 

Seventh.  It  is  agreed  tnat  tne  apparatus  and  equipment  covered  by  tnis  contract 
snalj  remain  tne  property  of  t*ve  first  party  until  tne  entire  contract  price  uas  been 
paid,  but  If  more  jsnan  one  piece  of  apparatus  is  covered  by  this  contractv  then  eacn  piece 
shal  remaintne  property  of  tne  first  party  until  the  above  listed  price  for  such  piece 
dc.s  been  paid  in  full,  and  incase  of  any  default  in  payment  tne  said  first  party  may  take 
iuil  possession  of  tne  apparatus  and  equipment,  or  of  the  piece  or  piedes  upon  which  de- 
made,  and  any  payments  ti^at  have  been  made  snail  be  applied  as  rent  in 
lUJl  for  tne  use  of  tne  apparatus  and  equipment  up  to  date  of  taking  possession. 

‘2°'^‘*^ract  to  be  binding  must  be  signed  and  approved  by  tue  President  and  Gen¬ 
eral  kanager  of  The  Seagrave  Corporation  or  some  one  autnorized  by  i.irn  to  do  so,  Tnis  con¬ 
tract  and  specification  take  precedence  over  all  previous  negotiations  and  no  representa¬ 
tions  are  considered  as  entering  into  tjiis  contract  except  sucn  as  are  contained  Herein  or 
in  tne  specifications  attached  hereto. 

Canvas  covers  shall  be  returned  by  freignt  to  tne  first  party  at  Soutn  Columbus, 
Ohio,  or  paid  for  in  addition  to  tne  above  contract. 

IN  V;'IT1n!ES3  WHEREOF,  Tne  said  parties  have  caused  tnese  presents  to  be  executed 
and  tne  second  party  has  caused  its  corporate  seal  to  be  Hereunto  affixed,  and  attested  ■ 
by  its  authorized  representatives,  on  tnis  30"  day  of  November,  1927.  I 


by  H. 


THE  SEAGRAVE  CORPORATION 

B.  Spain  , _ Pres  . 

First  Party 


The  City  of  Fort  V7ayne,  Ind, 
By  Dept,  of  Public  Safety 

(Signed)  Amo  C.  Spiegel,  Cnairm.an. 
Jacob  Bill 

Au,^^ .  C . _ Borgmann _ 

Second  Party. 

Be  it  ordained  by  the  Common  Council  of  tne  City  of  Port  vVayne ,  Indiana. 


SECTION  1.  Tnat  tne  contract  heretofore  entered  into  on  tne  30tn  day  of  November 
1927  by  tne  City  of  Fort  Wayne,  Indiana,  by  and  througH  its  Board  of  Public  Safety 
The  Seagrave  Corporation  for  tne  purchase  of  a  service  truck 
Department  as  more  fully  set  forth  in  the  preamble  hereto  be 
all 


things 


ratified  and  approved. 


and 

to  be  used  in  tne  City  Fire 
and  the  same  is  neroby  in 


SECTION  2.  That  tnis  ordinance  be  in  full  force  and  effect  upon  and  after  its 
passage  and  approval  by  the  Mayor. 

A.  0.  Pape. 


Done  at  the  Council  Chamher  this  27th  day  of  Decemher,  1927,  City  of  Dort  7/ayne,  Indiana. 

V/K  HEREBY  CERTIFY,  That  the  Coamon  Council  of  tne  City  of  Fort  V/ayne ,  Indiana, 
at  a  regular  meeting,  Held  on  tne  27txi  day  of  December,  1927,  by  a  majorxty  vote  of  all 
members  elect,  did  pass  tne  ordinance  Hereunto  attached,  and  known  as 
aEDERAL  ORDIDADCE  Do.  1388. 

Ben.  .  Bennett  Leonard  R.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  December,  1927. 

Leonard  H.  Ellenwood, 

City  Clerk. 


V/m.  C.  G-eake, 

Mayor. 


Approved  this  30th  day  of  December,  1927. 


GEKERAI.  OKDIlvAEGE  NO  1389. 


f\D 


An  Ordinance  regulating  the  keeping  of  a  norse  or  horses  a  mule 
draft  animals  v«rithin  the  limits  of  tne  City  of  Fort  Wayne. 


or  mules  and  other 


Be  it  ordained  By  tue  Common  Council  of  toe  City  of  Eort  Wayne,  Indiana: 

SECilON  1.  Tnat  it  shall  Be  unlawful  for  any  person,  firm  or  corporation  to  Keep  or  main-  | 
tain  any  staBle,  Barn,  Building,  structure  or  other  perma.nent  or  temporary  placel 
for  the  feeding,  staBling  and  care  of  a,  norse  or  dorses,  a  mule  or  mules  or  ■ 
otner  draft  anumals  within  the  City  of  Eort  V/ayne ,  when  tne  same  is  located 
within  seventy-five  feet  of  any  dwelling  or  Building  used  and  occupied  as  a 
residence,  provided,  however,  that  tnis  section  shall  not  apply  to  any  such 
steBle,  Barn,  Bui]ding,  structure  or  place  Y/nich  was  used  in  sucn  manner  prior 
to  June  1st,  1927. 


bECTION  2.  Any  person,  firm  or  corporation  keeping  or  maintaining  any  staBle,  Barn, 

Building,  structure  or  otner  permanent  or  temporary  place  for  tne  feeding, 
staBling  andccaiie  of  a  norse  or  horses,  a  mule  or  mules,  or  other  draft  ani¬ 
mals,  Shall  keep  and  maintain  the  same  in  a  clean  and  sanitary  condition,  and 
free  from  oBnoxious  odors,  and  it  shall  Be  tne  duty  of  the  Sanitary  Depart¬ 
ment  of  the  Board  of  Health  to  inspect  the  same  at  least  once  a  month. 


SECiIOE  3.  Any  person,  firm  or  corporation  violating  any  of  the  provisions  of  this  ord4 
inance  shall  Be  fined  in  any  sum  not  to  exceed  one  hundred  dollars  (llOO.OO) 
and  each  day  of  tne  violation  shall  constitute  a  separate  offense. 

SECTION  4.  All  laws  or  parts  of  laws  in  conflict  herev/ith  are  hereBy  repealed  in  so  far 
as  they  Cwnf,  ict  herev/ith. 

oiCTION  5.  ihao  this  ordinance  shall  Be  in  full  force  and  take  effect  upon  and  after 
its  passage  and  approval  By  tne  llayor  and  legal  puBlication. 

James  A.  Liggett. 

Done  at  the  Council  ChamBer  this  27th  day  of  DecemBer,  1927,  City  of  Eort  Wayne,  Indiana. 


•hii  HEREBY  CERTIEY,  That  tne  Common  Council  of  tne  City  of  Eort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  E7th  day  of  DecemBer,  1927,  By  a  majority  vote  of  all 
memBerseelect ,  did  x)ass  tne  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1389. 

Ben.  E.  Bennett  Leonard  H.  Ellenwood, 

^resident.  City  Clerk. 

Presented  to  the  IJayor  for  approval  on  the  29tri  day  of  DecemBer,  19k7. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  day  of 


1927. 


Mayor . 


This  ordinance  has  not  Been  approved  by  the  Mayor. 


23.3 


GElffiRAL  ORDINM'GE  NO.  1390. 

An  Ordinance  ratifying  and  approving  a  contract  entered  into  by  and  between  tiie 
City  of  Fort  V/ayne,  Indiaiia,  by  and  tdrough  it.s  Board  of  Public  V/orlcs ,  and  tue  Nev/  Yor^c 
Central  Railroad  Company  for  the  use,  maintenance  and  operation  of  a  single  track  railv/ay 
across  certain  portions  of  Jacobs  Avenue. 

V/HEREAS ,  on  the  15th  day  December,  ]  92' ,  the  City  of  Fort  V/ayne,  Indiana,  by  and 
through  its  Board  of  Public  V/orks,  entered  into  a  contract  v/ith  the  New  York  Central  Rail¬ 
road  Company  providing  for  the  considerg.tion ,  use,  maintenance  and  operation  of  a  single 
track  railway  across  certa.in  portions  of  Jacobs  Avenue,  which  contract  is  in  the  following 
words :  - 

THIS  AGREEMENT  made  and  entered  into  this  13  day  of  December,  1927,  by  and  betv/een 
the  CITY  OP  PORT  WAYNE,  Il/BIANA,  by  and  through  its  Board  of  Public  V/orks,  party  of  the 
first  part,  and  TjIE  NEW  YORK  CENTRA!  RAILROAD  GOMPAl'Y,  a  corporation,  party  of  the  second 
part,  WITNESSETH:  that 

WHEREAS,  The  Fort  Wq,yne  Drug  Compant,  ovming  and  iperating  tne  Hoosier  Paint  V/orks, 
is  in  need  of  a  sidetrack  from  the  railway  of  tne  second  party  in  order  to  facilitate  shipp¬ 
ing  to  and  from  said  plant;  and 

WHEREAS,  second  party  is 
said  Drug  Company;  now,  therefore. 


willing 


to  construct  said  side-track  £or  tne  benefit  of 


IN  CONSIDERATION  of  the  covenants  and  agreements  to  beperformed  and  complied  v/ith 
by  tue  party  of  the-  second  part  as  hereinafter  provided,  consent,  permission  and  authority 
are  hereby  granted  and  given  by  the  party  of  tne  first  part  to  the  party  of  tne  second  part 
to  construct!  maintain  and  operate  or  cause  to  be  operated  a  single  track  railroad  across 
Jacobs  Avenue  on  the  'West  side  of  its  railway  tracks  now  crossing  said  Jacobs  Avenue,  to  be 
constructed  and  located  in  accordunce  with  blueprint  No.  M-7847,  dated  July  14,1927,  hereto 
attached  and  made  a  part  hereof,  and  on  which  blueprint  the  line  and  route  of  said  track 
across  said  Jacobs  Avenue  is  marked  and  indicated  by  the  yellow  line  lettered  "CD". 


It 

and  granted 


is  understood  and  agreed  that  the  consent,  permission  and  authority  herein  given 
are  upon  the  follov/ing  terms  and  conditions  :- 

The  party  of  tne  second  part,  if  it  desires  to  avail  itself  of  tixe  benefits  of 


the  consent,  permission  and  authority  herein  granted,  shall  cause  the  complete  construction 
of  said  track  within  one  year  from  tne  date  hereof,  and  in  tne  event  txiat  it  so  avails  it¬ 
self  of  such  grant,  permission,  consent  and  authority,  tnen  it  shall  cause  the  complete  con¬ 
struction  of  said  track  across  said  Jacobs  Avenue  within  sixty  days  from  the  time  it  commences 

work  thereon,  and  within  the  period  of  one  year  as  above  stated. 

2.  Said  track  shall  be  so  constructed  and  maintained  as  to  at  all  times  conform  as 
nearly  as  practicable  with  the  established  gr.ade  of  the  street  hereinbefore  named,  as  such 
grade  shall  from  time  to  time  exist,  and  in  such  manner  as  to  not  unnecessarily  interfere 
with  tne  proper  use  tnereof  for  all  purpose  by  the  public;  tnat  said  track  and  tne  rails 
thereof  shall  conform  as  nearly  as  practicable  with  the  grade  of  the  street  as  now  establish¬ 
ed  or  to  be  hereafter  established  by  said  City. 

3.  If  said  Street  is  hereafter  paved  or  repaved,  said  second  party  shall  pay  for 

so  muc,h  thereof  as  lies  between  the  rails  of  said  track  and  for  the  space  of  tv/o  feet  on 

both  sides  thereof,  and  in  case  any  of  such  pavements  are  constructed  ,  such  tracks  snail  be 

removed  and  relaid  to  conform  with  tne  grade  of  such  street  as  paved,  and  tne  foundation 
laid  at  the  expense  of  such  party  under  the  ties  of  such  track  of  the  necessary  depth  of 
crushed  stone  to  support  said  track;  tnat  said  second  party  shall  keep  said  crossing  in  good 
condition  and  repair.  In  the  paving  or  repaving  of  said  street,  the  kind  of  material  be¬ 
tween  the  rails  herein  authorized  to  be  laid  and  for  tne  space  of  two  feet  on  the  outside 

of  tne  outer  rails  thereof  shall  be  determined  by  the  Board  of  Public  Works, 

4.  That  said  second  party  shall  not  load  or  unload  any  cars  while  standing  upon 
said  street  crossing.  Immediately  before  any  car  or  cars  shall  be  operated  on  said"^track, 
proper  and  sufficient  signals  shall  be  given  to  travelers  on  Jacobs  Avenue  of  the  approach 
of  such  cars. 

5.  The  party  of  tne  second  part  further  agrees  to  bind  itself  to  keep  and  hold 
said  City  free  and  harmless  from  any  and  all  damages  that  may  accrue  to  any  person  or  per¬ 
sons  or  property  on  account  of  any  injury  to  their  person  or  property,  arising  out  of  the 
construction,  maintenance  or  operation  of  said  track  or  tne  operation  of  any  cars  thereon  by 
anyperson  or  corporation,  and  in  case  suit  shall  be  filed  against  said  City  on  account  there¬ 
of,  said  party  of  tne  second  part  upon  notice  by  said  City  shall  defend  said  action  at  its 
own  expense,  and  in  the  event  that  judgment  be  rendered  in  said  action  against  said  City,  tne 
said  second  party  shall  pay  such  judgment  with  all  costs  and  hold  the  City  harmless  therefrom. 

6.  It  is  further  agreed  that  if  said  party  fails  to  comply  with  and  perform  any 

of  the  provisions  of  this  contract,  tne  consent,  permission  and  autho.rity  nerein  granted  shall 
at  once  terminate  and  said  second  party  shall  forfeit  all  rights  hereunder  and  shall  cause 
the  removal,  at  its  expense,  of  tne  track  tnat  may  be  laid  hereunder  and  place  said  street  in 

as  good  and  safe  condition  for  travel  and  of  tne  same  material  as  txie  remainder  tnereof  are. 


7.  Tne  consent,  permission  and  authority 
period  of  fifty  years  from  the  date  hereof. 


hereby  granted  shall  continue  for  a 


.'ITKES3  our  hands  and  seals  tne  date  and  year  first  above  written. 


YORif  CENTRAL 

Eorm  approved-  3.H.  West 


T.13  CITY  OR  RORT  V/AY1\E  ,  IhRIAliA. 


-“y  Wm.  Beck 


I 


Description  apnroved-  A.  0.  Rote. 


Tom  Snook 

’.Villiam  3.  O'Rourke 


Board  of  Public  'Works 


Terms  and 

Conditions  approved-?. R.Reipe 

R.R.Briselt.  THS  PTE..  YORE  GERTRM.  RAILROAD  COMPARY. 

by  .7.  F.  3*chaff. 

Be  ordained  by  tne  Common  Council  of  tne  City  of  Fort -Wayne,  Indiana: 

SECTION  1.  That  the  contract  heretofore  entered  into  on  tne  13th  day  of  December 
1927,  by  and  between  tne  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
'Worns,  and  the  New  York  Central  Railroad  Company,  providing  for  the  consttion,  use,  main¬ 
tenance  and  operation  of  a  single  track  railway  across  certain  portions  of  Jacobs  Avenue 
as  fully  set  forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 
ratified  and  approved. 


SEv^ilOL  2.  That  tnis  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  tne  Mayor. 


Harry  F.  Zimmerman. 


Done  at  tne  Council  Chamber  tnis  27tn  day  of  December,  1927, City  of  Fort  Wayne,  Indiana. 


m  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  'Wayne,  Indiana, 


at  a  regular  meeting,  held  on  the  27th  day  6f  December,  1927,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  kn.own  as 
CE13R-AL  ORDIHAITGE  Ro .  1390. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  December,  1927. 


Wm.  G.  Geake, 


Mayor. 


I 
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GEKERAI.  ORDINANCE  No.  1391 


An  Ordinance  approving  and  ratifying  a  contract  entered  into  "between  the  City  of 
Eort  vlfayne  "by  and  through  its  Board  of  Pu"blic  vVorks  and  tne  County  Commissioners  of  Allen 
County,  State  of  Indiana,  in  relation  to  the  furnishing  and  maintaining  of  an  Isolation 
Hospital . 


"rtllL'jREAS ,  on  the  22nd  day  of  Decem'ber,  19<i7,  tne  City  of  Port  Wayne,  "by  and  through 
its  Board  of  Public  iVorks  entered  into  a  certain  contract  with  the  Board  of  County  Commiss- 
ioners  of  Allen  County,  State  of  Indiana,  in  relation  to  the  furnishing  and  maintaining  of 
an  Isolation  Hospital,  whicn  contra,ct  is  in  the  following  v/ords: 

This  agreement  made  and  entered  into  this  2Pnd  day  of  December,  1927  by  and  betv/een 
the  County  Commissioners  of  Allen  County,  Indiana,  Pirst  Party  and  tne  City  of  Port  7/ayne , 
by  and  through  its  Board  of  Public  V/orks,  Second  ©arty,  witnesseth: 

Tnat  for  and  in  consideration  of  the  mutual  agreements  hereinafter  expressed,  party 
of  tne  first  part  covenants  and  agrees  to  lease  and  does  nereby  lease  to  second  party  for 
a  period  of  ninety-nine  years,  two  acres  of  land,  located  in  the  Southeast  [Quarter  of  Sec¬ 
tion  Thirty,  Township  Thirty-two  North,  Range  Twelve  East,  more  particularly  described  as 
follows;  Beginning  Eight-six  feet  v/est  and  One  Hundred  Peet  South  of  tne  Southwest  corner 
of  the  Isolation  Hospital  no*v  built  on  said  ground,  thence  Slast  Two  Hundred  Porty  Peet; 
thence  North  Three  Hundred  Sixty- three  Peet;  thence  West  Two  Hundred  Porty  Peet;  thence 
South  Three  Hundred  Sixty-three  Peet  to  the  place  of  beginning,  together  with  appurtenances 
thereto  belonging  for  the  purpose  of  maintaining  thereon  an  Isolation  Hospital  for  the 
joint  use  of  said  County  and  said  City. 

It  is  further  agreed  that  said  Isolation  Hospital  shall  be  for  the  joint  use  of 
the  City  and  County  and  under  tne  joint  control  of  the  parties  to  tnis  contract,  and  to  be 
used  when  deemed  necessary  for  the  lodgement  and  treatment  of  contagious  disease  upon  the 
terms  hereinafter  set  forth. 


It  is  agreed  that  upon  the  completion  of  said  hospital  building  by  sa,id  party,  said 
first  party  will  furnish  said  hospital  with  furnishings  and  equipment  at  an  expense  not  to 
exceed  one  thousand  dollars  (^1,000.00)  and  if  it  is  necessary  to  expand  mors  than  that  sum, 
to  properly  furnish  and  equip  said  hospital  building,  said  second  party  shall  provide  such 
additional  equi^jment  at  an  expense  not  to  exceed  fourteen  hundred  dollars  ($1400.00). 

Thereafter  the  said  parties  hereto  shall  keep  the  same  furnished  and  equip  on  the 
basis  of^one-third  of  said  expense  to  be  born  by  said*first  party  and  two-thirds  of  said 
expense  to  be  borne  by  said  second  party,  and  said  institution  shall  be  maintained  upon  the 
same  basis  namely:  One-third  of  the  expense  to  be  paid  by  said  first  party  and  two-thirds  of 
the  expense  to  be  paid  by  said  second  party.  The  maintenance  of  said  institution  shall  in¬ 
clude  all  necessary  refurnishings  and  repairs  to  equipment,  the  purcnasing  of  supplies  and 
such  other  items  as  are  specifically  included  in  this  contract  except  txiat  no  charge  for 
maintenance  shall  be  made  to  the  City  of  Port  V/ayne  for  the  up-keep  of  said  ground  or  build¬ 
ings  located  upon  said  premises. 

It  is  further  agreed  that  there  shall  be  employed  continuously  in  said  hospital 
a  man  and  woman  who  shall  have  exclusive  charge  of  txie  grounds  and  buildings  under  the 
supervision  of  tne  parties  hereto,  and  the  expense  of  their  employment  outside  of  the  care 
by  them  given  to  patients  sent  there  for  treatment  shall  be  paid  one-third  by  first  party 
and  two-thirds  by  second  party. 

It  is  further  agreed  that  the  care,  support  and  medical  treatments  of  tne  person 
sent  to  said  hospital  by  the  City  for  treatment  shall  be  paid  for  by  the  City  and  persons 
sent  by  tiie  County  for  treatment  shall  be  paid  for  by  the  County;  provided,  however,  tnat 
each  party  hereto  is  authorized  to  admit  patients  for  which  it  is  responsible  unon  such 
terms  as  it  may  deem  proper  and  right. 

In  Witness  Whereof  the  parties  hereto  have  hereunto  set  the : r  hands  and  seals  the 
day  and  year  first  above  written. 

BOARD  OF  C0MJIS3 IONERS  OF  ALLEN  COUNTY, 
INDIANA. 


Eli _ Slu  s  sman _ 

0.  H.  Lake _ 

First  Party 

CITY  OF  FORT  WAYNE 
BY  BOARD  OF  PUBLIC  WORKS. 

Wm.  Beck 
Tom  Snook 

William  S.  O’Rourke 

Second  Party. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana. 


SECTION  l.That  the 


contract  and  agreement  heretofore  made 


on  tne  c2nd  day  of 
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DecemlDer,  1927  by  and  between  the  City  of  ?ort  .Vayne,  Indiana,  by  and  througn  its  Board 
of  Public  .Yorks  and  tne  County  Gomnissioners  of  Allen  County,  Indiana,  in  relation  to 
the  furnishing  and  maintaining  of  an  Isolation  Hospital,  as  fully  set  fortn  in  the  preamble 
hereto  be  and  tne  same  is  Hereby  in  all  tilings  ratified  and  approved. 

SECTION  2.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its  | 
passage  and  approval  by  the  llayor. 

James  A.  Liggett. 

Bone  at  tne  Council  Chamber  this  lOtn  day  of  January,  1928,  City  of  Eort  ¥ayne,  Indiana. 


‘.vE  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Eort  Wayne,  Indiana, 
at  a  regular  meeting,  neld  on  tne  lOtn  day  of  January,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GElfERAL  ORDINANCE  No.  1391 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  16th  day  of  January,  1928, 


Approved  tnis  16th  day  of  January,  1928. 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Wm.  G.  Geake, 

Mayor . 


I 


2.S7 


GSFERAl  ORDINANCii]  HO.  1392. 


An  Ordinance  approving  a  contract  "between  The  Fort  iVayrie  JournaF-Gazette  Company 
and  the  City  of  Port  V/ayne ,  Indiana,  "by  and  through  its  Board  of  Public  V/orks ,  covering  the 
printing  of  tne  Proceedings  of  tne  Gomr.on  Council  for  the  year  1928. 

VfflSRhlAo ,  heretofore  on  ttie  22nd  day  of  December,  1927  tbe  City  of  Fort  iVayne ,  Indian; 
by  and  through  its  Board  of  Public  V/orks  entered  into  a  contract  v/ith  Tne  Fort  \7ayne  Journal- 
Gazette  Company  covering  the  printing  of  tne  Proceedings  of  tbie  Common  Council  for  tne  year 
1928,  which  contract  is  in  tne  follov/ing  v/ords ; 

CCHTRAGT  AHD  BOHD . 

THIS  AGREHKEHT,  made  and  entered  into  this  2otn  day  of  December,  1927,  by  and  be¬ 
tween  the  FORT  WAYIvTS  JOURHAL-GAZBTTE ,  party  of  the  first  part,  andathe  City  of  Fort  Wayne, 

All'en  County,  State  of  Indiana,  by  and  through  its  Board  of  Public  Works,  party  of  the 
second  part,  WITHESSETH; 

That  the  party  of  the  first  part  convenants  and  agrees  to  print  in  tne  FORT  ’vVAYlCi 
JOURHAL- GAZETTE  Proceedings  of  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana,  from 
January  1st,  1928,  until  December  31st,  1928,  and  t  furnish  the  parties  of  tne  second  part. 

One  Hundred  and  Twenty-five  (125)  copies  of  the  Proceedings  of  each  Council  Meeting  bound 
in  pamphlet  form,  and  to  furnish  ahd  complete,  upon  the  termination  of  this  contract,  on 
December  21st,  1928,  Fufty  (50)  copies  of  the  Proceedings  of  the  entire  year,  bound  together 
with  an  index  for  each  of  said  copies.  All  of  said  Fifty  (50)  copies  to  be  bound  with  Buckram, 
and  also  Tv/enty-five  (25)  copies  to  be  bound  in  cloth. 

The  party  of  the  first  part  expressly  agrees  to  perform  all  the  v;ork  and  furnish 
all  material,  in  accordance  v/ith  the  terms  and  conditions  of  the  specifications  on  file  in 
the  office  of  the  Department  of  Public  Works  of  said  Sity,  and  to  the  entire  satisfaction 
of  tne  Board  of  Public  Works. 

It  is  understood  and  agreed  by  the  parties  hereto  that  the  specifications  shall  be 

and  are  hereby  made  a  part  of  this  contract  as  fully  and  effectually  as  if  copied  in  full 

length. 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne,  Indiana,  for  printing  and 
binding  the  Council  Proceedings  and  for  publishing  the  same  to  the  foregoing  FORT  WAYFE 
JOURHAL  -  GAZE  T  TE ,  shall  be  at  the  rate  of  One  Dollar  and  twenty  cents  (j|^1.20)  per  lineal  inch, 
actual  measurement,  measured  in  the  column  as  particularly  set  forth  in  said  specifications, 
including  the  index  which  shall  be  measured  as  two  (2)  columns  the  same  as  any  page  of  the 
proceedings,  when  the  width  of  the  entire  page  is  used  for  said  index,  and  tnat  the  price 
for  publishing  all  ordinances  and  other  publication  req.uired  to  be  made  by  law,  shall  be 

One  Dollar  and  twenty  Cents ( $1 . 20 ) ,  per  inch,  column  widtn,  to  be  measured  as  the  same  appear 

in  said  paper. 

It  is  furtner  agreed  by  tne  parties  hereto,  tliat  in  case  the  first  party  fails  to 
perform  all  the  conditions  required  by  this  contract,  tp  be  performed  by  it,  the  parties  of 
the  second  part  shall  nave  the  right  to  take  charge  of  said  work  and  the  same  done  and  de¬ 
duct  the  cost  thereof  from  any  amount  then  due  the  party  of  the  first  part. 

The  party  of  the  first  part  agrees  that  in  the  prosecution  of  said  work  all  proper 

skill  will  be  exercised  and  the  party  of  the  first  part  agrees  to  furnish  a  good  and  sufficient! 

bond  in  the  sum  of  Two  Thousand  ($2000.00)  Dollars,  payable  to  the  City  of  Fort  Wayne,  Indiana, f 

for  the  faithful  performance  of  all  of  the  conditions  of  this  contract. 

IT  IS  HEREBY  AGREED  THAT  NO  ASSIGHMENT  OF  THIS  COHTRACT  shall  be  made  without  the 
v/ritten  consent  of  said  parties  of  the  second  part. 

IH  TESTIMOHY  THEREOF,  THE  FOREGOING  HAIjIED  PARTIES  HEREUNTO  set  their  hands  and  seals 
this  22nd  day  of  December,  1927. 

Tne  Journal -Gazette  Go. 

BY  L .  G.  Ellingham _ 

paht'y'of  the  first  partT~ 


Wm.  Beck 

Tom  Snook 

Wm.  S.  O'Rourke. 


ATTEST:  Agatha  E.  Diek 
Secretary 

Wm.  C.  Ge ^ e 
Mayor. 


CITY  OF  FORT  WAYNE,  IND . 

THROUGH  ITS  BOARD  OF  PUBLIC  WORIIS 
PARTY  OF  THE  2nd  PART. 
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OC'.V  ALL  IffiN  BY  TIIBSE  BRL3ENTS,  That,  we, 

the  Journal-Gazette  Company,  as  principal,  and  L.  G.  Ellingham  of  Allen  County,  State  of 
Indiana,  are  held  and  firmly  hound  to  the  City  of  Port  Wayne,  Indiana,  in  the  penal  sum 
of  Tv/o  Thousand  Dollars  ($2000.00),  for  tiie  payment  of  which  well  and  truly  to  he  made, 
we  hind  ourselves,  our  heirs,  executors,  administrators  and  assigns  firmly  hy  these 
presents . 

The  conditions  of  tne  above  obligations  are  such  that  the  above  named  party 
of  the  first  part  shall  faithfully  comply  with  the  foregoing  contract,  made  and  entered 
into  this  20th  day  of  December,  1927,  with  the  City  of  Fort  Wayne,  Indiana,  and  shall 

3-11  the  conditions  and  stipulations  tiierein  contained,  according  to  the  true  in¬ 
tent  and  meaning  thereof  in  all  respects,  then  tnis  obligation  to  be  void,  otherwise  to 
be  and  remain  in  full  force  and  virtue  in  lav/. 

WITNESS  OUR  HANDS  AlTD  SEAI.S  THIS  22nd  day  of  December,  1927. 

The  Journal-Gazette  Co. 

BY  L.  G.  E 1 1 i ngham ,  Pres . 

PARTY  OF  THE  FIRST  lUlRT . 

L.  G .  E llingham _ 

APPROVED  THIS  27  DAY  OF  DECElOiER,  1927. 

Wm.  Beck 
Tom  Snook 
\'fm .  S .  _0 '  Rou^e 
BOARD  OF  p!jBLIC"1TORICS. 

ATTEST:  Agatha  E .  Diek 
SECRETARY." 

STATS  OF  INDIANA) 

(  SS: 

GOUGTTY  OF  ALIEN  ) 

Before  me,  the  undersigned,  a  Notary  Public  in  and  for  said  Gounty  and  State, 
personally  appeared  L.  G.  Ellingham,  of  and  for  the  Fort  Wayne,  Journal-Ga^zette ,  and  a-C- 
Icnowledged  the  execution  of  the  forgoing  instrument  for  the  uses  and  purposes  therein 
mentioned 

Witness  my  hand  and  nota.rial  seal  this  22nd  day  of  December,  1927. 

A.  F.  Scherer, 

Seal.  NOTARY  PUBLIC 

Ly  coraraissioa  expires  June  26th,  1929. 


Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana: 

SECTION  1.  Tha^t  the  contract  heretofore  entered  into  on  tlie  22nd  day  of  December, 
1927  by  and  between  the  City  of  Port  Wayne  by  and  through  its  Board  of  Public  Works  and  Tne 
Port  Wayne  Journal-Gazette  Company  by  and  through  L.  G.  Ellingham,  its  President,  covering 
the  printing  of  the  Proceedings  of  the  Common  Council  for  the  year  1928  as  fully  set  forth 
in  the  preamble  hereto  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  2.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 


Harry  P.  Zimmerman. 

Done  at  the  Council  Cha.mber  tnis  10th  day  of  January,  1928,  City  of  Port  V/ayne ,  Indiana. 

V.E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Sayne ,  Indiana, 
at  a  regular  meeting,  held  on  tne  10th  day  of  January,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  No  1392. 

Ben.  F.  Bennett  Leonard  Hi,  Ellenwood, 

President  •  City  Clerk. 


Minz 


Presented  to  the  Mayor  for  approval  on  tne  16  day  of  January  1928. 


Approved  this  16  day  of  January,  1928. 


Leonard  H.  Ellenwood, 

City  Clerk. 


Wm.  C.  Geake 


Mayor . 


GEKERAL  ORDIRAKGE  No.  1393. 

An  Ordinance  ratifying  and  approving  a  contract  by  and  betv/een  the  City  of 
?ort  ii/ayne ,  Indiana,  by  and  through  its  Board  of  Public  V/orks  and  the  General  Electric 
Company  by  and  through  Ross  I.  Parker,  its  District  Manager,  for  the  furnishing  of  meters 
to  be  used  in  tue  6ity  Light  Department  beginning  December  1,  1927  a,nd  ending  December 
1,  1928. 

77hereas,  on  the  30th  day  of  December.  1927,  the  City  of  Fort  Wayne,  Indiana, 
ba,y  and  through  its  Board  of  Public  Works  entered  into  a  contract  with  the  General  Elec¬ 
tric  Company  for  the  furnishing  of  meters  to  be  used  in  the  City  Light  Department  from 
December  1,  1927  to  Decem.ber  1,  1928,  which  contract  is  in  the  following  v/ords : 

CONTRACT:  METERS 


Ft.  Wayne,  Ind.  19 

GENERAL  ELECTRIC  COMPANY,  - 

FT.  WAYIIE,  INDIANA. 

Gentlem.en : 

We  agree  to  purchase  from  you  our  reL^uirements  of  watthcur  meters  during  the 
period  beginning  Decemberl,  1927  and  ending  December  1,  1928. 

We  shall  re^^uire  watthour  meters  of  tne  induction  and  commutator  types,  which 
wi_l  be  billed  at  tne  following  discount,  f.o.b.  point  of  shipment,  from  the  prices  given 
in  price  sheets  attached 


Gommiutator  Types  Price  Sheet  No 

C-6,  C-7,  C-15,  GS  and  G-3  - 12389 - 

Induction  Types  1-16  - 12621 

I_14 - : - 12545 - 

13-4  and  IS-5 - 12545 - 

D-7  and  D-9 - 12622 - 

DS-6  and  DS-7 - 12544 - 

Prepayment  IP-5 - 12102 - 

Watthour  Demand  IM-14 - 12562 - 

V/atthour  Demand  DM- 7 - 12561 - 


Discounts 

--43c/e 

—  -52-g-c/ o 

—  52-^c/ o 
--52tc/ 0 
--52-i-c/o 
--52Trc/o 
--52-^c/  0 

—  52-|-c/o 


After  the  expiration  of  the  above  period,  we  will  receive  from  you  a  credit 
memorandum,  f.r  quantity  discount,  based  on  tne  aggregate  amount  of  bills  rendered  upon 
all  orders  actually  placed  by  us  during  the  above  period  for  watthour  m.etirs  covered  by 
this  contract  at  tne  following  rates: 


On  orders  aggregating  $1,000  and  less  than  $5,000-ii  c/o  discount. 
On  orders  aggregating  5,000  and  less  than  10,550-4  c/o  discount. 
On  orders  aggregating  10,550  and  over  -7  c/o  discount. 


It  is  understood  that  if  during  the  period  of  this  agreement  you  change  your 
regular  list  price  of  billing  discounts,  prices  to  us  shall  be  changed  accordingly. 

Terms  of  payment  shall  be  the  same  as  we  secure  from  you  from  time  to  time  on 
ordina.ry  purchases  of  other  material  and  supplies. 


'Watthour  meters  will  be  ordered  as  required,  and  to  facilitate  shipments,  we 
agree  to  give  you  reasonable  notice  of  our  req.uirements . 

Yours  very  truly 

Wm.  Beck 

William  S.  O'Rourke 

Accepted  December  30,  1927 

GENERAL  ELECTRIC  COMPAIIY 
By  Ross  I  Parker 
District  I£gr. 

CENTRAL  STATION  DEPT. 


Be  it  ordained  by  the  Common  Council  of 
SECTION  1.  That  tne  contract  heretofore 


the  City  of  Port  Wayne,  Indiana, 
entered  into  on  tne  30th  day  of  December 


1927  by  and  betv/een  the  City  of  Fort  'Wayne,  Indiana  by  and  through  its  Board  of  Public 
Works  and  the  General  Electric  Company  by  and  through  Ross  I.  Parker,  its  District  Manager 
a,s  more  fully  set  out  in  tne  preamble  hereto  be  and  the  same  is  hereby  in  all  things  rati¬ 


fied  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 


passage  and  approval  by  the  Mayor. 


Chester  Hinton. 


Done  at  the  Council  Gnamber  this  24th  day  of  January,,  1928,  City  of  Fort  feyne ,  Indiana. 

HERFBY  CERTIFY,  That  the  Coranon  Council  of  the  City  of  Fort  Jayne,  Indiana, 
c’t  a  regular  meeting,  held  the  24th  day  of  January,  1928,  by  a  majprity  vote  of  all  member 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GElIERAl  ORDIl'IANCE  No  1393 

Ben  F.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1  day  of  February,  1928, 

Leonard  H.  ElDenwood, 

City  Clerk. 

Approved  this  2  day  of  February,  1928. 

V/m.  C.  Ceake, 

Mayor. 


/ 
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GEKERAL  ORDINAIJCE  NO.  1394 


An  Ordinance  ratifying  and  approving  a  contract  "by  and  'betv/een  the  City  of 
Fort  >«ayne ,  Indiana,  by  and  through  its  Board  of  Public  v/orks  and  the  General  Electric 
Company  by  B.  E.  Ward,  Assistant  to  its  District  Manager,  for  the  furnishing  of  trans¬ 
formers  to  be  used  in  the  City  Light  Department  from  December  1,  1927  and  ending  December 
1,  1928. 

whereas,  on  the  4th  day  of  January,  1928  the  City  of  Fort  V/ayne ,  Indiana, by 
and  through  its  Board  of  Public  Works  entered  into  a  contract  with  the  General  Electric 
Company  for  t-ie  furnishing  of  transformers  to  be  used  in  the  City  Lignt  Department  from 
December  1,  1927  to  December  1,  1928,  which  contract  is  in  the  following  words: 

CONTRACT:  TR^NSFORltERS 


GEliERAL  ELECTRIC  COMPANY, 
FT.  WAYNE,  INDIANA 
Gentlemen : 


Ft.  Wayne,  Indiana - -19 


V/e  agree  to  purchase  from  you  our  requirement  of  oil-immersed,  self-cooled, 
distribution  transf  orm^ers ,  sizes  200  kv-a.  amd  less,  and  power  transformers,  size  250  to 
500  rv-a.  inclusive,  for  use  on  circuits  up  to  and  3ncl'uding  66,000  volts,  v/ith  secondarie 
designed  for  lighting,  motor  and  distribution  service,  during  the  period  beginning  Dec.l 
1927  a,nd  ending  Dec.  L.  1928. 


Our  normal  requirements  v/ill  consist  of  transformers  as  described  on  the  attach¬ 
ed  price  sheets,  which  wili  be  billed  at  prices  and  discounts  hereafter  set  forth. 


I  FOR  USE  ON  THE 

TYPE  '  CYCLES  '  |  FOLLOWING  LTAGE 

- - -  _  CIRCUITS 

PRICE  SHEET 

NUIIBER 

“DT3-  ■"  ■ 

COUNT . 

H  60  1.5-200  Kva 

2300-115/230 

12372 

48-lOc/o 

. ‘  - - fi’  v‘  ■  ■ 

1 

— - ^ - - - 

t 

1 

— 

1 

T 

-Transformers  lOOkv-a  and  less,  7500  volts  and  belos,  will  be  billed  f.o.b. 
point  of  shipment,  freight  allowed  to  Ft.  Wayne - 

Transformers  outside  of  these  limits  of  capacity  and  voltage  will  be  billed  f.o.b.  factory 

It  is  understood  tnat  if  during  the  period  of  this  agreement  you  change  Jrour 
regular  list  prices  or  billing  discount,  prices  to  us  shill  be  changed  accordingly. 

Terms  of  payment  shalilbe  the  same  as  we  secure  from  you  from  time  to  time  on 
ordinary  purchases  of  other  material  a,nd  supplies. 

Transformers  will  be  ordered  as  required,  and  to  facilitate  shipments,  me  agree 
to  give  you  reasonable  notice  of  our  requirements. 


Yours  very  truly 

V/m .  Beck 

Williami  S.  O'Rourke 

Accepted  Jan4,  1928 

GENERAL  ELECTRIC  C0I.IPANY, 

By  B.  E.  Ward 

Asst,  to  DISTRICT  MGR. 

CENTRAL  STATION  DEPT. 


Be  it  ordained  by  the  Common  Council  of  tiie  City  of  Fort  v/ayne  ,  Indiana. 

SEDTION  l.That  the  contract  heretofore  entered  into  on  the  4th  day  of  January, 
1928  by  and  betv/een  the  City  of  Fort  Wayne,  Indiana  by  and  through  its  Board  of  Public 
Works  and  the  General  Electric  Company  by  and  through  B.  E.  Ward,  Assistant  to  its 
District  Manager,  as  more  fully  set  in  trie  preamble  hereto  be  and  tne  same  is  hereby  in 
all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 


passa,ge  and  approval  by  trie  Mayor. 


Herman  F.  Gerdom. 


Done  at  the  Council  Chamber  this  24th  day  of  January,  1928,  City  of  Fort  V/ayne ,  Indiana 
V/D  HIRSBY  CDRTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne,  Indiana 
at  a  regular  meeting,  held  on  tne  24th  day  of  January,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  knovra  as 
GEKEIUL  ORDINANCE  NO.  1394 


Ben.  P.  Bennett,  Leonard  H.  Sl]enwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1  day  of  February,  1928. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  2  day  of  February,  1928. 


V/m.  C.  Geake, 


Mayor. 
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GENERAL  ORDINANCE  NO.  1395, 


An  Ordinance  ratifying  and  approving  a  contract  by  and  betv/een  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  and  the  Wayne  iCnitting  Mills 
and  ihieine  Bros.  Goapany,  by  and  througn  their  Vice  President  and  Treasurei',  for  an  over¬ 
head  bridge  or  passagev/ay  over,  above  and  across  Knitters  Avenue  and  a  tunnel  under  the 
sidewalk  and  under  the  street  of  said  Knitter  Avenue. 

Whereas,  on  tne  lOth  day  of  January,  1928,  the  City  of  Port  Wayne,  Indiana,  by 

and  through  its  Board  of  Public  'Works  entered  into  a  contract  with  the  Jayne  Knitting  Mills 

and  ihieine  Bros,  Company  for  an  overhead  bridge  or  passageway  over,  above  and  across 

Knitters  Avenue  and  a  tunnel  under  the  sidewalk  and  under  the  street  of  said  Knitter  Avenue 

which  contract  is  in  the  following  words: 


'vVHEREAo  , 

organized  and  exist 
facture  of  hosiery 
in  the  City  of  Port 
or  passage  way  ^ver 
and  under  tne  stree 
for  the  purpose  of 
proving  the  manufac 
Publi  Works  of  the 


Wayne  ^initting  Mills  and  Thieme  Bros.  Company,  each  a  corporation 
ing  undtr^  the  lav/s  of  the  State  of  Indiana,  are  engaged  in  the  Manu- 
and  are  the  owners  of  building  abutting  on  both  sides  of  Knitters  Avenue 
Wayne,  Indiana,  and  are  desirous  of  constructing  an  overhead  bridge 
,  above  and  across  said  ^Litters  Avenue  and  a  tunnel  under  tne  sidewalk 
t  of  said  Knitters  Avenue  as  more  particularly  hereinafter  described 
connecting  said  buildings  on  either  side  of  said  street  and  of  im- 
turing  facilities  of  said  Companies  and  have  filed  with  the  Board  of 
City  of  Port  Wayne  a  preliminary  plan  and  design  therefor. 


NOW,  TKEPEPORE ,  this  agreement  made  and  executed  in  duplicate  this  10th  day  of 
January  1928,  by  and  between  said  Wayne  Knitting  Mills  and  Thiema  Bros.  Company,  herein¬ 
after  called  the  "Companies,"  and  the  City  of  Port  Wayne,  by  and  through  its  Board  of 
Public  'Works,  hereinafter  called  the  "City,"  'WITNESSETH: 

THAT,  for  and  in  consideration  of  the  several  and  mutual  covenants  of  the  parties 
hereto  it  is  hereby  agreed  by  and  between  said  parties  as  follows: 

1.  The  City,  by  and  through  its  Board  of  Public  'Works,  does  hereby  give  and  grant  I 

to  the  Companies,  their  successors  and  assigns,  subject  to  the  conditions  hereinafter  ® 

expressed,  permission  and  authority  from  and  after  the  approval  of  this  agreement  by  the 
Common  Council  of  said  City  by  ordinance,  to  construct,  maintain,  used  and  repair  above 

and  across  Knitters  Avenue  an  overhead  bridge  from,  the  third  floor  level  of  tne  build¬ 
ing  owned  by  the  V/ayne  Knitting  Mills  on  the  east  side  of  said  street  to  the  third  floor 

level  of  the  building  owned  by  Thieme  Bros.  Company  on  tne  v/est  side  of  said  street,  said 

bridge  to  run  on  a  slight  diagonal,  the  north  side  of  said  bridge  to  be  approximately 
sixty  (60)  feet  south  of  Morrison  Street  at  the  said  building  owned  by  Thieme  Bros.  Company 
and  approximately  forty-two  (42)  feet  south  of  said  Morrison  Street  at  the  building  owned 
by  the  Ja.yne  Knitting  Mills,  the  b'ottom  of  said  bridge  to  be  not  less  than  twenty-nine  (29) 
feet  in  tne  clear  above  the  sidevialk  on  said  linitters  Avenue,  said  bridge  to  be  approximate¬ 
ly  thirteen  (13)  feet  Six  (6)  inches  wide  by  ten  (lO)  feet  high, inside  measurement,  to  be 
supported  on  steel  plate  girders  or  structural  steel  trusses  in  the  side  v/alls  of  said 
buildings,  tne  floor  thereof  to  be  v/ood  planking  on  steel  I  beams  and  tne  exterior  walls 
thereof  to  be  covered  with  cement  stucco  of  neat  appearance  and  to  construct,  maintain,  use 
and  repair  under  said  Knitters  Avenue  a  tunnel  approximately  six  (6)  feet  v/ide,  inside 
m.easurem-ent ,  to  cross  Knitters  Avenue  at  tight  angles,  v/ith  its  north  outside  wall  approxi¬ 
mately  six  (6)  feet  south  Morrison  Street,  with  an  inside  depth  of  approximately  five  (5) 
feet  six  (6)  inches,  said  tunnel  then  to  run  to  the  south  approximately  one  hundred  twenty- 
eight  )128)  feet  under  the  sidewalk  on  tne  v/est  side  of  said  Avenue  and  adjacent  to  the  i.. 
building  ov/ned  by  said  Thieme  Bros.  Company,  said  tunnel  und  .  r  said  sidewalk  to  be  of  the 
same  width  and  approximately  six  (6)  feet  six  (6)  inches  in  depth  inside,  said  tunnel  to 
be  constructed  of  reinforced  concrete.  » 

2.  The  right,  peTmission  and  authori-ty  so  to  construct,  use,  mainta-in  and  repair  ■ 
said  tunnel  and  overhead  bridge  is  gra.nted  upon  the  following  terms  and  conditions,  which 
term.s  and  conditions  the  Companies  hereby  expressly  covenant  and  agree  for  themselves, 

their  successors  and  assigns  to  follow,  carry  out  and  perform. 

a.  Said  bridge  and  tunnel  shall  be  constructed  in  accordance  with  said 
preliminary  plan  and  design  filed  with  said  Board  of  Public  'Works  and  in  accordance  with 
detailed  plans  and  specifications  therefor  to  be  approved  by  said  City  and  for  the  purpose  h 
of  constructing  said  tunnel  the  City  hereby  consents  that  the  Companies  may  make  the  H 

necessary  exc8.vation  into  said  Knitters  Avenue  while  said  tunnel  is  being  constructed  and  H 
t  e  Companies  agree  that  after  the  same  is  constructed  said  Avenue  shall  be  put  in  as  good 
condition  as  the  same  now  is. 

b-»  The  _  Companies  agree  to  keep  and  mairitain  said  bridge,  tunnel  and  all  ap¬ 
purtenances  thereto  in  good  condition  and  repair  at  all  times  and  to  so  use  and  maintain 
the  same  as  not  to  interfere  with  the  free  and  unobstructed  use  of  and  travel  on  said 
Knitters  Avenue  by  the  oublic. 

c.  The  Companies  agree  to  protect,  indemnity  and  save  the  City  harmless 
from  any  and  all  loss,  cost,  damages,  judgments  or  expenses  v/hich  the  City  may  suffer  or 

Which  may  be  recovered  or  obtained  against  it  by  reason  of  or  growing  out  of  or  resulting 
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in  any  manner  from  the  execution  of  this  contract,  the  passage  of  the  ordinance  ratifying 
thesame  or  the  construction,  maintenance,  use  and  repair  of  said  over-head  bridge  and/or 
tunnel  and  agree  to  pay  to  the  City  any  such  loss,  cost,  damages,  ji^dments  or  expenses  whicn 
it  may  hereby  or  thereby  suffer. 

d.  The  Companies  agree  to  execute  to  the  City  a  bond  in  the  sum  of  ij5,000.00 
with  sureties  tnereon  to  ti-e  approval  of  said  City,  guara.ntee ing  tne  faithful  performance 
of  all  of  tne  terms  and  obligations  of  this  contract  by  them  and  agree  that  said  City  may, 
at  any  time,  demand  a  ne  .■/  bond  in  tne  same  principal  amount  with  new  sureties  thereon.  It 
is  understood  and  agreed  that  tne  principal  sum  of  said  bond  shall  n  t  be  construed  to 
limit  the  liability  of  said  Companies  for  a-ny  of  tne  loss,  cost,  dama.ges  or  expense  here¬ 
inbefore  described. 

e.  In  the  event  that  any  change  in  t,.e  grade  of  said  Ilnitters  Avenue  or 

in  the  event  of  the  establishment  of  any  other  public  improvement  in  said  street  or  in  the 
vicinity  thereof  or  if  any  other  public  necessity  shall  reasonably  req.uire  the  removal, 
reloca.tion  or  alteration  of  said  overhead  bridge  and  /or  tunnel,  tnen  in  such  event  tne 
City  reserves  the  right  to  req.uire  tne  relocation,  remova^l  or  alteration  of  said  bridge 
and  /or  tunnel  and  the  Companies  agree,  at  their  ov/n  expense,  to  relocate,  remove  or  alter 
said  bridge  and  /or  tunnel  within  six  months  after  written  notice  so  to  do  by  said  City, 
and  in  the  event  of  the  relocation,  removal  or  alteration  of  said  tunnel  the  Companies 
agree  to  repair  said  ^Initters  Avenue  and  put  tne  same  in  as  good  condition  as  the  same  v/as 
prior  to  sich  relocation,  removal  or  alteration.  In  tne  event  of  tne  failure  of  the 
Companies  so  to  relocate,  remove  or  alter  said  tunnel  and/ or  bridge  after  such  written 
notice  so  to  do,  then  the  City  may  cause  jihe  relocation,  removal  or  alteration  thereof 
a.nd  the  repair  of  said  Knitters  Avenue  and  recover  the  cost  and  expense  of  tne  same  from 
said  Companies  togetder  with  liq^uidated  damages  in  the  sum.  of  Five  Hundred  Dollars  ($500.00) 

IN  V/ITInIESS  \?HSRE0F,  said  V/ayne  Knitting  Mills  and  Thieme  Bros.  Company  have  caused 
their  corporate  names  to  behereunto  subscribed  by  their  Vice  President  and  Treasurer,  duly 
authorized  so  to  do.  and  the  City  of  Fort  Wayne  has  caused  its  corporate  name  to  be  Hereunto 
subscribed  by  the  members  of  its  Board  of  Public  Works  the  day  and  year  first  above  v/ritten. 

WAYIIS  Kill TT IMG  MILl.S, 

By  Chas .  Pillcnruy, 

Trea-surer . 

By  George  B.  Rutledge , 

Vice  President. 

THIBIE  BxHOS  COI.PAHY. 

By  Chas .  lillchruy, 

(  SKAl  ]  Treasurer 

B y _ George  Rutledge, 

Vice  President 

CITY  OF  FORT  WAYKF  . 

ATTFST:  By  Y/m.  Beck, 

.  Agatha  il.  Diek  Tom  Cnook 

Secretary  and  Clerk.  "William  S.  O'Rourke 

Its  Board  of  Public  Works. 


Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  »7ayne ,  Indiana. 

SECTICN  1.  That  the  Contract  heretofore  entered  into  on  the  10th  day  of  January, 
1928  by  and  between  tne  City  of  Fort  Wayne,  Indiana  by  and  through  its  Board  of  Public  Works 
and  tne  Wayne  --nitting  Mills  and  Thiems  Bros.  Company,  by  and  tnrough  tneir  Vice  President 
and  Treasurer,  as  more  fully  set  out  in  the  preamble  Hereto  be  and  tne  same  is  Hereby  in  all 
things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 


A.  0.  Pape 

Done  at  the  Council  Chamber  this  24th  day  of  January,  1928,  City  of  Fort  'Wayne,  Indiana. 

'<7hj  HEREBY  CERTIFY,  That  the  Comr.'ibn  Council  of  trie  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  24th  day  of  January,  1928,  by  a  majority  vote  of  all  m.em- 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 


GEHERAL  ORDINANCE  NO.  1395 

Ben.  PK  Bennett 

President 


Leonard  K.  Ellenwood, 

City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  1  day  of  February,  1928. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  2  day  of  February,  1928. 


Wm.  C.  Geake, 

Mayor. 


GEMERAL  ORDINANCE  NO.  1396. 


An  Ordinance  prohiditins  the  use  of  any  engine,  motor  or  power  machine  operat¬ 
ed  hy  explosive  power  within  the  limits  of  the  City  of  Eort  Wayne,  unless  the  sajne  is 
e^iuipped  with  a  muffler  tnat  silences  the  noise  created  hy  t:.e  explosive  force. 

Be  it  ordained  hy  tne  Common  Council  of  t..e  City  of  Fort  llayne ,  Indiana: 

SFCilON  1.  That  it  shall  he  unlawful  for  any  person,  firm  or  corporation  to 
run,  drive,  use  or  cause  to  he  used  any  engine,  motor  or  power  machine,  operated  hy  ex¬ 
plosive  power,  witnin  the  limits  of  tne  City  of  Fort  Wayne,  unless  tne  same  is  eq.uipped 
with  a  muffler  tnat  silences  the  noise  created  hy  its  explosive  force. 

SECTION  2.  Any  person,  firm  or  corporation  violating  any  of  tne  provisions  of 
tnis  ordinance  or  failing  to  comply  with  trie  same  shall  he  fined'  in  any  sum  not  to  ex¬ 
ceed  one  iiundred  dollars  (^100.00). 

SECTION  3.  That  tnis  ordinance  shall  he  in  full  force  and  effect  from  and 
after  its  passage  and  approval  hy  tne  Mayor  and  its  legal  publication. 

S.  H.  Fisher. 

Done  at  the  Council  Chamber  tnis  24th  day  of  January,  1928,  City  of  Fort  v7ayne ,  Indiana. 

.vE  HEREBY  CERTIFY,  Tnat  the  Goram.on  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  24th  day  of  January,  1928,  hy  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached, and  knoY/n  as 
GENERAL  ORDINANCE  NO  1396 


Ben  F.  Bennett 

r re si dent 


Leonard  H.  Ellenv;ood, 


City  Clerk. 


Presented  to  t^ie  Mayor  for  approval  on  tne  1  day  of  February,  1928. 


Leonard  il.  Ellenv/ood. 

City  Clerk. 


Approved  this  2  day  of  February,  1928. 


Wm.  C.  Geake, 


Mayor . 
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GSISRAL  ORDIRAlTCli]  NO  1397 


An  Ordinance  authorizing  the  borrowing  of  One  Hundred  Thousand  Dollars  (-tplOO ,  000 . 00 ) , 
or  so  much  thereof  as  shall  he  necessary,  and  the  issue  and  sale  of  bonds  tnerefor  for  the 
purpose  of  providing  funds  for  tue  purchase  of  real  estate  and  the  improvement  tnereof,  and 
also  for  the  improvement  of  other  real  estate  now  owned  by  tiie  Oity  for  parlc  and  aviation 
purposes,  and  appropriating  to  tne  Board  of  Park  Commissioners  the  funds  derived  from  tne 
sale  thereof . 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  V/ayne ,  Indiana: 

SECTION  1-  That  the  said  City  be,  and  is  hereby  authorized  to  borrov/  the  sume  of 
One  Hundred  Thousand  Dollars  ($100,000.00),  or  so  much  thereof  as  shall  be  necessary,  for 
the  purpose  of  providing  funds  for  purchasing  and  securing  certain  tracts  of  real  estate, 
to  be  used  by  tne  City  for  Park  and  aviation  purposes,  and  for  the  purpose  of  providing 
funds  for  the  improving  of  such  tracts,  and  also  for  the  improvement  of  tne  tract  of 
ground  now  owned  by  the  City  and  described  more  p8,rticularly  as  follows 

The  tract  of  land  in  Allen  County  ,  Indiana.,  known  as  Rousseau's  Truck  Farm, 
an  Addition  to  said  City,  according  to  tne  plat  recorded  in  Plat  Book  No  7, 
on  page  106,  in  the  Recorder's  Office  of  said  County,  and  being  a  subdivision 
of  and  including  all  of  the  Northwest  q.uarter  (f)  of  Section  Fourteen  (14), 
Township  Thirty  -One  ( 31 )  North,  Range  Twelve  (ik)  East,  lying  7/est  of  tne 
Lake  Shore  and  Michigan  Southern  Railroad,  and  containing  one  nundred  and 
fifty-five  and  seventy-five  hundredtns  (155.75)  acres  more  or  less, 
which  last  described  tract  of  land  is  adjacent  to  ti^e  tracts  to  be  purcnased  as  aforesaid. 

SECTION  2.  That  in  order  to  procure  said  loan  of  money,  the  bonds  of  said  City 
shall  be  issued  from  time  to  time  in  such  amounts  as  in  the  discretion  of  the  Board  of 
Park  Commissioners  of  said  City  shall  be  found  necessary  fortne  purposes  herein  provided, 
not  exceeding  the  aggregate  of  One  Hundred  Tnousand  Dollars  ($100,000.00  )  face  value,  in 
the  manner  hereinafter  provided.  Said  bonds  shall  be  dated  as  of  tne  date  of  tneir  issue, 
in  denominations  of  Five  Hundred  Dollars  ($500.00)  or  One  Thousand  Dollars  ($1,000.00)  as 
the  Controller  of  said  City  shall  deem  best,  with  interest  thereon  at  tne  rate  of  not  to 
exceed  four  and  one-lialf  per  cent.  (4-|-c/o)  per  annum,  payable  semi-  annually;  the  first 
installment  of  such  interest  to  become  due  June  1st,  1929,  and  such  interest  to  be  evidenced 
by  a  coupon  for  tne  interest  accrued  on  such  date,  and  intereEft  accruing  thereafter  to  be 
evidenced  by  coupons  for  each  six  months  interest,  suchinterest  coupons  to  bear  the  litho¬ 
graphic  facsimile  signature  of  the  Mayor  and  Controller  of  said  City  which  shall  be  taken  for 
purposes  as  e^puivalent  to  a  manual  signing  thereof.  All  of  said  bonds  shall  be  signed  by 
the  Mayor  and  Controller  of  said  City,  and  sealed  v/ith  the  seal  of  said  City,  attested  by 
tne  City  Clerk  of  said  City,  and  shall  be  designated  as  Series  P  '  ,  and  numbered 

consecutively  beginning  with  No.  One  (l),  and  shall  be  known  as 
_  BAER  FIELD  PARK  BONDS 

Said  bonds  shall  be  due  and  payable  as  follows J-  Ten  Thousand  Dollars  ($10,000.00)  face 
value  of  such  bonds  to  be  payable  June  1st,  1929,  and  Ten  Thousand  Dollars  ($10,000.00) 
face  value  of  such  bonds  to  be  payable  on  tne  first  day  of  June  of  each  year  thereafter 
until  the  end  of  the  tentn  year  from  June  1st,  1928,  at  which  time  all  of  sucn  issue  of 
bonds  then  issued  and  ourstanding  shall  become  due  and  paya.ble . 

SECTION  3.  Said  bond  shall  be  substantially  in  tne  following  form,  all  blanks 
for  numbers  and  dates  being  completely  filled  in  so  as  to  make  a  complete  bond  before  the 
issuance  thereof 

No .  d 


Issue  No._ 
Series  P 


UNITED  STATES  OP  AMERICA 
ALLEN  COUNTY  INDIANA 
CITY  OP  PORT  WAYl'Ji;  BAER  FIELD 
PARK  BONDS 


For  Value  Received,  the  City  of  Fort  feyne ,  Allen  County/, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer 
thereof 

_ ^ _ DOLLARS 

in  lawful  money  of  tne  United  States  of  America  on  the 
_ bay  of _ _  ,  19  with 


per  cent 


_day  of 


interest  tnereon  at  tne  rate _ 

per  annum,  payable  on  tne _ _ 

19 _ ,  and  thereafter,  semi-annually  on  the] _ day  of 

June  and  December  in  eacn  year  until  paid,  upon  the 
surrender  and  cancellation  of  the  proper  coupons  hereto 
attached. 

Both  interest  and  principal  of  this  bond  are  payable  at 
The  First  National  Bank  of  Port  Jayne,  Indiana,  in  the 
City  of  Fort  Wayne,  Indiana. 


This  bond  is  one  of  a  total  issue  of 


each,  numbered  from  One  to' 


Dollars  Ti 


bonds  of 


both 


inclusive,  issued  in  pursuance  to  an  ordinance  duly  and 
legally  adopted  by  tne  Common  Council  of  tne  City  of  Port 
Wayne  on  the _ day  of _ _  _  _  ,  19  , 

authorizing  the  issue  and  sale  of  said  bonds,  and  in 
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strict  conformity  with  and  in  the  exercise  of  the  cowers 
panted  to  said  City  of  Fort  YiTayne  under  an  Act  of "  tne 
Assembly  of  tne  State  of  Indiana,  entitled  -'An 
Ij-^nicipal  Corporations,"  approved  karch 
thereto!  mandatory  thereof  and  supplemental 

prtified  that  all  tnings  and  acts  required 
by  the  p...s  of  the  State  of  Indiana  Ind  by  ord?ncancrand 

puncil  thereof,  pursuant  to  the  issue  of  this  bond  have 
appened  and  have  been  duly  done  and  cerformed  in  the 

""T  "  authorization, 

pppaption,  psue  and  complete  execution  of  this  bond; 

tL  onn!  +  i+  pery  limi$  of  debt  prescribed  by 

pnpitution  and  laws  of  the  State  of  Indiana, 

n-r  pomp  payment  of  tne  principal  and  interest 

f  tnio  pnd  and  said  total  issue  of  bonds  when  the 
spe  ppi  pcom.e  due,  tne  full  faith  and  credit  of 
s«.id  '^py  of  Fort  vVayne ,  togetner  with  all  tne  tajcable 
property  tnereof,  both  real  and  personal,  are 
irrevocably  pledged. 

ni  ^yITNESS  V/HSKEOF,  the  Common  Council  of  the  Citv  of 
prt  V/ayne  has  caused  this  liond  to  be  signed  by  the 
kapr  and  tp  City  Controller  of  the  City  of  Fopt  Wayne, 
and  attested  by  the  City  Clerk  thereof,  and  the 
corporate  seal  of  said  city  to  be  hereunto  affixed, 
_ day  of _  ,  192  . 


Mayor  of  tne  City  of  Fort  Wayne 


Controller  of  the'  City  of  Fort  V/ayne 
ATTEST; 


^  .  City  Clerk 

oaid  coupons  shall  be  substantially  in  the  following  form 
all  blanks  for  numbers  and  dates  being  completely  filled 
in  30  as  to  make  a  complete  coupon  before  the  issuance 
thereof. 


No . 


I 


day  of 


On  the  _ 

Fort  v/ayne,  Allen  County,  Indiana7 
bearer  at  tne  Office  of  tne 
Fort  v7ayne,  Indiana,  in 
the  sum  of 


19 


the  same  being  the  inte  est  due  on 
Bonds  bearing  date  of 


will  pay  to  the 
Treasurer  of  tne  City  of 
the  City  of  Fort  Y/ayne ,  Indiana, 

Dollars , 


its  Baer  Field  Park 
,  19 


Mayor  of  the  City  of  Fort  Wayne 


Controller  of  the  City  of  Fort  Wayne 

SECTION  4.  Such  bonds  shall  be  sold  in  such  parcels  and  amounts,  and  at  such 
times  as  may  be  required  by  the  said  City  for  the  purposes  above  set  out.  The  City  Con¬ 
troller  shall  manage  and  supervise  tne  preparation,  advertisement,  negotiation  and  sale 
of  such  bonds,  subject  to  the  terms  of  this  ordinance,  vmich  sale  of  sales  shall  be  by 
sealed  bids  for  all  of  such  bonds  or  parcels  or  allotments  tnereof,  to  the  highest  and 
best  bpder  pr  cash  after  three  weeks  notice  of  such  sale  shall  have  been  given  by 
three  insertions,  one  time  each  week,  in  two  newsparpers  representing  opposite  politics,! 
parties,  and  printed  in  the  English  language,  in  the" said  City  of  Fort  Wayne,  Indiana, 
and  upon  payment  therefor  the  bonds  so  sold  shall  be  delivered  to  said  bidder  or  bidders 

SECTIOli  5-  v/hen  said  bonds  shall  have  been  signed  as  herein  provided,  and  paid 
for  by,  and  delivered  to,  said  purcnaser  or  purchasers,  tne  same  shall  be  and  constitute 
a  binding  obligation  of  the  City  of  Fort  Wayne,  according  to  tne  tenor  and  effect  thereof 
oECTICl'T  6.  The  proceeds  derived  from,  tne  sale  of  tne  said  bonds  s  herein  pro¬ 
vided,  shall  be  and  are  hereby  appropriated  to  tne  Department  of  tiie  Board  of  Park  Com- 
mj-Soioners  of  oaid  City  for  tne  sole  use  of  said  Board  for  the  payment  of  ti.e  expenses  in 
and  about  the  purchase  of  the  tracts  of  ground  above  referred  to,  and  the  improvement 
tnereof,  and  of  the  tract  of  ground  above  described  and  now  owned  by  said  City,  for  park 
and  aviation  purposes,  and  said  proceeds  snail  be  kept  in  a  separate  fund  by  the  City 
Treasurer,  and  paid  out  only  on  v;arrants  drawn  upon  said  fund  by  the  City  Controller  and 
for  no  other  purposes  than  tuose  herein  set  out,  upon  vouchers  of  the  Board  of  Park  Com¬ 
missioners  of  tne  City  of  Fort  v/ayne,  and  said  fund  shall  hot  be  used  for  any  other  or 
different  purpose. 


SE.GTIOK  7.  This  ordinance  shall  he  in  f ul .  force  and  effect  from  and  after  its 
passage  on  approval  hy  the  Mayor  of  the  City  of  Fort  V/ayne . 

Ben.  F.  Bennett 
A.  0.  Pape 
Harry  F.  Zimmernian 
3.  H.  Fisher 
Chester  Hinton 
’.Valter  L.  Curdes 
James  A.  Liggett 
Louis  3.  C.  Schroeder 
Harry  M.  McKillen 
A.  C.  VoeliCer 
E.  H.  Fisher 
M.  L.  Burns 
Edward  H.  Huns  alee  r 
Ralph  Clark 
Herman  F.  Cerdom 
J.  M.  Stouder. 

Bone  at  the  Council  Chamber  this  14th  day  of  February,  1928,  City  of  Fort  V/a.yne,  Indiana. 

:.E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne,  Indiana, 
at  a  regular  meeting,  held  on  the  14th  day  of  February,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GEHERAL  0RBIHAHC3  Ho  1397. 

Ben.  F.  Bennett  Leonard  H.  Ellenv/ood, 

President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  1  day  of  February  1928, 

Leonard  H.  Ellenwood, 

City  Clerk. 


V/m.  C.  Geake, 

Mayor . 


Approved  this  21 


day  of  February  1928 
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GENiiRAI.  ORDIRARGR  NO.  1398. 


An  Ordinance  amending  SuO-section  (j)  of  section  9  on  General  Ordinance  No. 
1328,  Oeing  "An  ordinance  establishing  and  providing  for  a  Department  of  Buildings  for 
the  City  of  Fort  V/ayne ,  Allen  County,  Indiana,  providing  a  code  to  regulate  the  construc¬ 
tion,  eviuipment,  maintenance,  alteration,  repair  and  removal  of  buildings,  the  occupancy 
and  obstruction  of  streets  and  alleys  in  the  performance  of  same  and  providing  certain 
penalties  for  the  violation  thereof,  and  shall  be  Icnown  as  tiie  Bui]  ding  Code,  Allen 
County,  Indiana,  as  amended  December  7,  1926  and  December  14,  1826". 

Be  ordained  by  the  Common  Council  of  tne  City  of  Port  Wayne,  Indiana: 

SBCilCN  1.  That  Sub-section  (j)  of  Section  9  of  General  Ordinance  No.  1328  as 
above  entitled  be  amended  to  read  as  follows: 

(j)  The  application  fee  in  all  cases  shall  be  one  dollar  (|l.00)  except  for 
banner  signs,  in  vmich  case  it  shall  be  fifty  cents  (4^.50). 

SDCTICN  2  Th-  t  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

J  ame  s  A .  Liggett 

Done  at  the  Council  Chamber  this  14th  day  of  February,  1928,  City  of  Port  V/a.yne ,  Indiana. 

m  HEREBY  CERTIFY,  That  the  Common  Council  of  ti.e  City  of  Fort  V/ayne,  Indiana, 
at  a  regular  meeting,  held  on  the  14th  day  of  February,  1928,  by  a  majority  vote  of  all 
m-em.bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovm  as 
GENERAl.  CRDINAITCE  No.  1398 


Ben.  F.  Bennett 

President 


Leonard  K.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  ti.e  1  day  of  February,  1928, 


Leonard  H.  Ellenwood, 
City  Clerk 


Approved  this  21  day  of  February,  1928 


V/m.  G.  Geake, 


Mayor 
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GE  EE  RAI.  ORE  I EAE  CE 


IJO.  1399. 


An  Ordina^nce  ratifying  and  a.proving  a  contract  letv/eon  tne  City  ofEort  Wayne 
by  and  through  the  Board  of  Public  Works  and  The  Protective  Electrical  SupplyGonpany 
by  and  tnroUgh  K.  V/.  Henline,  its  Sales  Manager  forthe  purchase  of  Gojjper  wire  to  be 
used  in  the  City  Light  Department. 

V/hereas,  on  the  24tn  day  of  January,  1928,  ti:e  City  of  Fort  V/ayne ,  Indiana, 
by  and  through  its  Board  of  Public  Works  entered  into  a  contract  with  The  Protective 
Electrical  Supply  Company  for  the  purchase  of  certs-in  copper  wire  to  be  used  in  t^^e  City 
Light  Department  of  said  City,  v/hich  contract  is  in  the  follov/ing  words  and  figures? 


THIo  AGREjilENT  liade  and  entered  into  this  24th  day  January,  1928  by  and  between 
the  City  of  Port  V/ayne  by  and  through  its  Board  of  Public  Works  and  The  Protective  Elec- 
tr-cal  ou^jply  Company  by  and  through  H.  ’W.  Henline,  its  Sales  Mana.ger,  witnesseth: 

That  tne  City  of  Fort  Wayne,  agrees  to  buy  and  tne  protective  Electrical  Supply 

Company  agrees  to  selJ  tne  following  Triple  Braid,  soft  dra./n  v\^e6therproof  copper  wire 

at  and  for  tne  price  herein  set  out: 

3,000;/  -  /^2  Wire  -  (J  .1660 
7,500#  -  #4  "  -  ©  .1685 

20,:000#  -  #6  ”  -  ©  .1685 

15.000#  -  #8  ”  -  '  .1760 

]0',0Q0#  -  #10  "  -  ■  .1840 

All  of  said  wire  is  to  be  shipped  immediately  F.  0.  B.  Fort  'Wayne,  Indiana. 

The  said  City  is  entitled  to  a  discount  of  one-half  of  one  percent  if  paid  within  ten 
days  from  the  date  of  billing. 

In  Witness  Whereof  the  parties  hereto  have  set  their  hands  a.nd  sea.ls  tne  day 
and  year  first  above  written. 


.CITY  OF  PORT  WAYBE 
By  Board  of  Public  Works 
Vfc.  Beck. 

Tom  Snook 

*  William  S.  O'Rourke 

TIE  PROTECTIVE  ELECTRICAL 
SUPPLY  COMPANY 
By  H.  W.  Henline . 

Sales  Manager, 

Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana. 

SECTION  1.  That  the  oontract  entered  into  on  tne  24th  day  of  January,  1928  be¬ 
tween  the  City  of  Port  'Wayne  by  and  through  its  Board  of  Public  Works  and  Tne  Protective 
Supi'jly  Company  by  and  through  H.  W.  Henline,  its  Sales  Manager  for  the  '  purchase  of  cer¬ 
tain  copper  wire  to  be  used  in  tae  City  Light  Department  of  said  City,  as  fully  set  forth 
in  the  preamble  hereto  be  and  the  same  is  hereby  in  all  tnings  ratified  and  approved. 

SEGilON  2.  That  this  ordinance  be  in  full  force  and  taEe  effect  on  and  after 
its  passage  and  approval  by  tne  Mayor. 


Harry  F.  Zimrrjerman. 

Done  at  the  Council  Chamber  this  14th  day  'of  February,  1928,  City  of  Fort  Wayne,  Indiana. 


.<E  HEREBY  CERTIFY,  That  the  Common  Council  of  tlie  City  of  Fort  'Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  14th  day  of  February,  1928,  by  a  majority  vote>.  of  all 
Members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  No. 139 9. 


Ben.  i’.  Bennett 

President 


Leonard  H.  Ellenwood 
■  City  Clerk 


Presented  to  tne  Mayor  for  ^.pproval  on  txie  1  day  of  February  1928. 


Approved  this  21  day  of  February  1928. 


Leonard  H.  Fllenwood, 
City  Clerk. 


»i/in.  C.  Geake  , 

Mayor . 


GE1\’ERAL  ORDINANCE  NO  1400 


Ordinance  autnorizing  tne  Board  of  PuBlic  i/orks  to  sell  an  automobile 
used  in  the  dtreet  Department. 

Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  I'/ayne,  Indiana: 

SECTION  L.  That  tne  Board  of  Public  Works  be  and  is  hereby  autnorized  to  sell 
one  (l)  automobile,  Motor  Number  14703185,  nov/  in  use  in  the  Street  Department,  and  to 
file  its  petition  by  and  through  the  City  Attorney  in  the  Allen  Circuit  Court  for  the 
appointment  of  appraisers  to  appraise  said  property. 

SECTION  2  That  tiiis  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


Harry  P.  Zimmerman, 

Bone  at  the  Council  Chamber  tnis  14  dcy  of  February,  1928,  City  of  Fort  'Wayne,  India.na. 

ViE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  14  day  of  February,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENER/i  ORDINANCE  No.l400> 


Ben.  F.  Bennett  Leonard  K.  Ellenv/ood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  a.pproval  on  tne  1  day  of  February  1928, 

Leonard  E.  Ellenv/ood, 
City  Clerk. 


'Wm.  C.  Geake, 

Mayor . 


Approved  this  2l  day  of 


ebruary  1928. 


GEFiilRAI,  ORDINANCE  NO  1401. 


An  Ordinance  fixing  tne  salary  of  the  Assistant  to  tne  Deputy  City  Con¬ 
troller. 

Be  It  ordained  by  the  Common  Council  of  tne  City  of  Eort  ^myije,  Indiana. 

Section  1.  Tnat  beginning  January  1,  19^18,  tne  Salary  of  tne  Assistant  to 

the  Deputy  City  Controller  be  at  tne  rate  of  one  hundred  twenty-five  dollars  ($1^5.00) 
per  month. 

Section  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 

S .  H .  Fisher, 

Bone  at  the  Council  Chamber  this  28  day  of  February ,  1928 ,  City  of  Fort  'Jayne,  Indiana. 

Vih  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Fort  V/ayne,  Indiana, 
au  a  regular  m.eeting,  neld  on  tne  28  day  of  February,  1928,  by  a  msgority  vote  of  all 
m,embers  elect,  did  pass  tne  ordinance  hereunto  attached,  and  knovra  as 
GSHSR.AL  ORDIFAHCE  FC .  1401. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  tne  1  st  day  of  March  1928. 


Approved  this  6  day  of  March  1928. 


Leonard  H.  Ellenwood, 
City  Clerk. 


im.  G.  Geake, 

Mayor, 


GlbUii^RAl  ORDILARCjjj  NO.  1402. 


Eh]  IT  ORDAIl'IED  by  tiie  Gornmou  Council  of  the  City  of  Fort  .'/ayne ,  Indiana: - 
SECTION  1.  That  it  shall  be  unla,wful  for  any  person,  firn  or  corporation 


to  keep  any  stable,  barn,  building,  structure  or  any  otner  permanent  or  temporary  place 
for  tne  feeding,  stabling  and/or  care  of  a  norse  or  horses,  of  a  mule  or  mules  or  otner 
draft  animal  or  animals,  witnin  tne  City  of  Fort  '«Vayne,  Indiana,  unless  tne  same  shall 
be  kept  and  maintained  in  a  cleq.n  and  sanit8.ry  condition,  free  of  all  obnoxious  odors. 


SECTION  2.  That  it  shall  be  tne  duty  of  tne  Sanitary  Department  of  the  Board 


of  Health  to  inspect  all  such  stables,  barns,  buildings.,  structures  or  otner  permanent 
or  temporary  buildings,  once  each  month. 


SECTION  3.  Tnat  any  person,  firm  or  corporation  viola.ting  any  provision  of 


this  ordinance  shall  be  fined  in  any  sum  not  to  exceed  One  Hundred  Dollars  (5100.00) 


and  eacn  day  of  such  viola.tion  snail  constitute  a  separa,te  of f ense . 

SECTION  4.  All  la.ws  or  parts  of  lav/s  in  conflict  herewith  are  hereby  repeal¬ 
ed  in  so  far  as  tney  conflict  herewith. 

SECTION  5.  That  tnis  ordinance  shall  be  in  full  force  and  effect  upon  and  after 
its  passage  and  approval  by  tne  Mayor  and  legal  publication. 


James  A.  Liggett. 


Done  at  the  Council  Chcimber  this  28  day  of  February,  1928  City  of  Fort  Jayne,  Indiana. 


'.iE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  V/ayne,  Indiana, 


at  a  regular  meeting,  neld  on  the  28  day  of  February,  1928,  by  a  majority  vote  of  ,  all 
members  elect,  did  pass  tne  ordinance  liereunto  atiaclied,  and  known  as 
GENER/il  ORDINANCE  NO.  1402. 


Ben.  F.  Bennett 

Freseident 


Leonard  H.  Ellenwooc^ 
City  Clerk 


Presented  to  tne  Mayor  for  approval  on  tne  1  day  of  March  1928. 


Leonard  H.  Ellenwood 

City  Clerk. 


Approved  this  6  day  of  Maroh  1928. 


Wm.  C.  Geake, 


Mayor 


GEI^RilL  0HDI1<ANCE  ITO.  1403. 


An  Ordinance  authorizing  tne  Board  of  Puhlic  vVorks  to  purchase  certain  real 
estate  for  River  Improvement  and  Bridge  Approacn  Purposes. 

Be  it  ordained  by  the  Gomm.on  Council  of  tue  City  of  Fort  rfayne ,  Indiana. 
SiiiCilOi'i  1.  That  tne  Board  of  Public  v;orks  of  tiie  City  of  Port  V/ayne ,  Indiana, 
be  and  it  is  nereby  autnorized  to  purchase  Lot, Number  Porty-one  (41 )  in  H.  B.  Reed's 
Addition  to  tue  ^^ity  of  Port  «/ayne ,  Allen  County,  Indiana  for  River  Improvement  and 
Bridge  Approach  Purposes  at  and  for  the  price  of  fifteen  tliousand  dollars  ( 5pl5 , 000 .  OC ) 
SECTION  2.  That  tnis  ordinance  be  in  full  force  and  tane  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


James  A.  Liggett. 

Done  at  the  Gguncil  Chamber  tuis  13  day  of  March,  1928,  City  of  Port  V/ayne ,  Indiana. 

V/E  HEREBY  GERTIPY,  That  the  Common  Council  of  tne  City  of  Port  V/ayne,  Indiana, 
at  a  regular  meeting,  held  on  the  13  day  of  March,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovra  as 
GEIOilRAL  ORDINANCE  NO.  1403 


Ben.  P.  Bennett  Leonard  K.  Ellenwood, 

President  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  tne  16  day  of  March,  1928. 

Leonard  H.  Ellenwood, 

City  Clerk. 

Approved  this  22nd  day  of  March  1928, 

V/m .  C .  Ge  ake  , 


Mayor . 


GENERAL  ORDINANCE  NC .  1404. 


An  Ordinance  amending  General  Ordinance  No.  13L8  "being,  "An  Ordinance  establish¬ 
ing  and  providing  for  a  Department  of  building  for  toe  City  of  Eort  n/ayne ,  Allen  County, 
Indiana,  providing  a  code  to  regulate  t.^e  construction,  eL^uipment ,  maintenance,  alteration, 
repairing  and  removal  of  building,  tne  occupancy  and  obstruction  of  streets  8.nd  alleys  in 
performing  of  same  and  providing  certain  penalties  for  ti.e  violation  thereof  and  knov/n 
as  The  Building  Code  of  t*ie  City  of  Eort  V/ayne ,  Allen  County,  Indiana,"  as  amended 
December  7th,  1926,  December  14th,  1926  and  March  22,  1927. 

Be  it  ordained  by  the  Common  Council  of  tue  City  of  Port  V/ayne,  Allen  County, 

Indiana. 


SECTION  1. 


That  said  General  Ordinance  No.  13k,8  be  amended  by  adding  Section  7  (a)  to 
read  as  follows: 

INSPECTOR  OF  h'ARi:  AIR  HEATING  &  SHEET  PETAL 
INST/LLATICN  AND  TIE  APPURTENANCES  TrERETO 


Section  7. 


(a)Be-it  ordained  tnat  there  sball  be  and  t.ere  is  nereby  created  an  inspector 
of  "Farm  Air  Heating  &  Sheet  Metal  installation  and  appurtenances  thereto  wno  snail  be  an 
a.ssistant  to  and  bis  work  shall  co-ordinate  witn  tnat  of  tne  Building  Commissioner. 


^QUALIFICATIONS 


(b)  Be  it  furtner  ofdained  that  tne  Inspector  of  "Jarm  Air  Furnace  Installation 
Sheet  Metal  Work  and  appurtenances  thereto,  shall  be  a  practical  Warm  Air  heating  and  sheet 
tal  man  v^ith  at  least  ten  (10 )  years  experience  in  tne  construction,  planning,  engineering 
and  laying  out  of  warm  air  Heating  installa^ti ons  and  ..no  is  skilled  and  v/ell  trained  in 
matters  pertaining  to  v/arn  air  beating  a.nd  sneet  metal  v/ork. 


Al^POINTIvENT. 


(c)  The  Inspector  of  warm  air  beating  installation  and  sheet  metal 
^be  appointed  by  tne  City  Board  of  Health  and  shall  hold  office  for  a  term  of 
unless  otherwise  directed  and  shall  receive  tne  same  salary  as  tnat  received 
spector  of  plumbing  work. 


work  shall 
four  years 
by  tne  in- 


OATH  and  BOND. 

(d)  The  Inspector  of  .Varm  Air  heating  installation  and  sneet  metal  work  snail 
prior  to  entering  upon  nis  duties,  take  ti.e  oath  req^uired  by  law  and  give  bond  in  tne 
sum. of  |)1,000.00  witn  surety  to  be  ap  roved  by  tne  Controller,  conditioned  by  ti.te  faitn- 
ful  performance  of  his  duties.  '  '  ’ 


INSPECTOR'S  DUTIES,  ILANS  and  SPECIFICATIONS. 

(e)  The  duties  of  tne  Inspector  of  v;arm  air  heating  installation  and  sheet  metal 
v/ork  and  the  appurtenances  tnereto  aiiall  be  to  examine  all  plans  and  specifications  for 
such  installation  and  see  that  tney  conform  witn  tne  requirement  of  tne  National  ./arm  Air 
Furnace  &  Sheet  Metal  Code  as  ado^jted  and  ap.,roved  as  "The  v/arm  Air  Furnace  k  Sneet  Metal 
Code  for  tne  City  of  Fort  //ayne ,  "  and  to  inspect  all  installations  in  t.xe  City  of  Fort 
V/ayne,  in  ?micn  a  permit  is  required  under  tne  terms  of  this  ordinance  as  amended  and  see 
that  sa  d  installations  conform  to  tne  requirem.ents  of  said  code  to  issue  certificates  of 
approval . 


/J??R0VED  FOR  PERl/IIT. 

(fj  v/ben  tne  Inspector  of  //arm  Air  Keating  Installation  and  Sneet  Metal  .Vork 
and  the  appurtenances  thereto,  finds  tnat  tne  plans  and  specifications  for  warm  air  beat¬ 
ing  installation  and  sheet  metal  work  qualify  under  the  requirements  of  tne  "Warm  Air 
Furnace  &  Sheet  Metal  Code  for  the  City  of  Port  vVayne"  they  shall  be  marked  "Approved"  and 
passed  to  the  Building  Commissioner  for  tne  issuance  of  a  building  permit. 

(g)  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its  passage 
approval  by  the  Mayor  and  legal  publication. 


3.  Harry  Fisher. 

Done  at  the  Council  Chamber  this  13  day  of  March,  1928,  City  of  Fort  Wayne,  Indiana. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
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pt  E  regular  meeting,  neld  on  the  13  day  of  liarch,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENjiRAi  ORDINANCE  NO.  1404. 


Ben.  E.  Bennett 

President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  llayor  for  approval  on  trie  16  day  of  Larch  1928, 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this  22nd  day  of  Larch  1928. 


'.Vra.  G.  Geake, 


Layer . 


AUt'lC 


GElffiRAL  ORLIl'TAlTCiJ  SO  1405. 


An  ordinance  ratifying  a  contract  betv/een  tne  City  of  Fort  V/ayne,  Indiana,  5y 
"by  and  through  its  Mayor  and  Board  of  Public  V/orks,  a-nd  The  Proehlich  and  Fmery  Engineer¬ 
ing  Company  of  Toledo,  Ohio  for  engineering  services  in  connection  v/ith  omijrovements  of 
the  City  Light  Plant. 


Vi/KSHEAo ,  on  the  13tn  day  of  March,  19P8,  the  City  of  Port  Mayne,  Indian,  enter¬ 
ed  into  a  contract  with  The  Proehlich  and  Emery  Engineering  Company,  of  Toledo,  Ohio,  for 
engineering  services  in  connection  v/ith  improvements  of  t.ie  City  Light  Plant,  wnich  con¬ 
tract  is  in  tJie  follov/ing  words  and  figures,  towit: 

ARTICLES  OP  ACREEMSIIT  BETWEEN  TilE  CITY  OP  PORT .  V/AYlffl ,  IlTDIANA  A  IPuTTICIPAI.  CORPORATION, 
PARTY  OP  T;iE  FIRST  PART,  ANL  TRE  ILROEKUCY  &  EIvSRY  SNGIIJEERINC  COMPANY,  A  -GORPORATIOX 
OF  TOLEDO,  OHIO,  P/P.TY  OF  TIE  SEGOIPO  PART. 


This  agreement  made  and  entered  into  this  13th  day  of  March,  1928,  "by  and  he- 
tv/een  the  City  of  Fort  7/ayne ,  Indiana,  a  municipal  corporation,  party  of  tne  first  part, 
and  The  Froehlich  5;  Emery  Engineering  Company,  of  Toledo,  Ohio,  a  corporation  existing 
and  doing  business  under  tne  laws  of  the  State  of  Ohio,  party  of  tne  second  part. 

blTNESSETH:  That  tde  party  of  tne  second  part  has  agreed,  and  by  tnese  presents 
does  agree,  v/ith  sa.id  party  of  tiie  first  part,  for  tiie  considere,tion  hereinafter  named,  to 
perform  engineering  service  under  tne  direction  of  tne  Board  of  Public  7/orks  of  tne  City 
of  Fort  .Vayne,  Indiana,  as  follows: 

1st.  The  l-arty  of  tne  second  part  agrees  to  prepare  four  (4)  copies  of  complete 
plans  and  specifications  for  tne  purchase  and  installation  in  the  Muniqipal  Electric 
Light  Plant  of  a  stea.m  turbine  generating  unit,  condenser  with  auxiliary  equipment, 
switching  equipment,  all  necessary  wiring  add  piping,  macninery  foundations,  and  tne 
necessary  additionrto  the^present  electric  light  plant  building,  and  all  other  v/ork, 
material  or  apparatus  necessary  for  tne  complete  installation  of  tne  turbine  generating 
unit  ready  for  operation.  All  additional  copies  required  for  advertising  for  bids  will 
be  printed  at  the  expense  of  tne  party  of  tne  first  part. 

2nd.  Tile  party  of  tne  second  part  further  agrees  to  assist  in  tne  preparation 

of  all  necessary  bidding  forms,  advertising  forms  and  other  legal  forms  required  for 

advertising  tne  ./ork,  and  to  nave  a  representative  present  at  tne  opening  of  bids  to 
assist  in  tile  recording  of  bids  received,  and  to  make  a  tabulation  and  comparison  of  all 
bids  received  on  tne  various  parts  of  the  work  and  to  consult  with  tne  Board  of  Public 
«'orks  upon  tne  merits  of  tne  different  bids  received. 

3rd.  The  party  of  tne  second  part  further  agrees  to  assist  tne  Board  of  Public 

.7orks  in  the  preparation  of  all  contracts  for  tne  various  parts  of  tne  work. 

4th.  After  contracts  have  been  a.varded,  tne  party  of  tne  second  part  will 
S'U^/exvise  the  installation  and  construction  of  tne  work  as  may  be  necessary  to  insure  tne 
proper  construction  of  tne  work  in  accordance  witn  tlie  plans  and  specifications* 

In  consideration  of  tne  promises  of  tne  party  of  tiie  second  part  hereinafter 
contained,  and  the  faitnfiul  performance  thereof,  tne  party  of  tne  first  part  agrees  and 
oinds  itself  to  pay  to  tiie  party  of  tne  second  part  a  sum  of  money  equal  to  six  (6)  oer 
cent  of  tne  total  expenditure  by  the  party  of  tne  first  part  in  carrying  out  tne  work 
cov  red  by  tne  plans  and  specifications.  Tne  above  compensation  is  to  becoie  due  and  pay- 
abl e  as  f ol  1  ow: 


Upon  completion  of  plans  or  specifications  for  any  part  of  tne  work,  and  the 
approval  of  the  same  oy  tne  Board  of  Public  »'/orks,  a  sum  equal  to  one  and  tnree-quarters 
vli)  per  cent  of  the  estimated  cost  of  the  v/ork,  materials,  apparatus  or  construction 
covered  by  tne  specifications  or  plans  shall  become  due  .and  payable  to  tne  party  of  the 
second  part.  Upon  the  award  of  a  contract  or  contracts  by  tne  party  of  tne  first  part 
for  any  part  of  the  work,  material  or  apparatus  covered  by  the  plans  or  specifications, 
a  su:n  eq^ual  to  tJiree  (3)  per  cent  of  tne  amount  of  tne  contract  or  contracts,  less  any 
amounts  which  have  been  paid  for  tne  plans  and  specifications  fortnis  particular  nart 
of  tile  work,  material  and  apparatus,  in  accordance  witn  the  foregoing  paragrapu,  snail 
become  due  and  payable  to  the  party  of  the  second  part. 

During  tne  progress  of  tne  work  covered  by  tne  plans  and  specif icitions ,  tne 
party  of  the  second  part  will  submit,  on  or  about  the  first  of  each  month,  an  espimate 
of  the  value  under  the  terms  o  f  this  agreement  of  the  services  rendered  by  tne  party 
of  tae  second  part  during  tne  preceding  month  and  eighty  (80)  per  cent  of  such  estimates 
snail  become  due  and  papble,  upon  the  approval  of  tne  same  by  tne  Board  of  Lublic  V/orks. 
Ine  remaining  twenty  ( ;i0 )  per  cent  of  such  estimates,  and  any  other  unpaid  part  of  tne 
above  mentioned  compensation,  snail  become  due  and  payable  uoon  the  completion  of  tne 

work  covered  by  the  plans  and  specifications  and  tne  acceptance  of  tne  same  by  tne  Board 
jrublic  Works  ♦ 


This  contract  although 


executed  on  behalf  of  tne  City  by  its  Mayor  and  by  the 


„  j  4.-T  of  Public  .Korics  snail  not  te  l^inding  or  obligatory  upon  tue  Gity  unless 

+  been  approved  by  the  Goimnon  Council  of  said  City,  and 

should  the  Common  Council  of  the  Gity  fail  to  approve  the  same  within  ninetyidays  ^af ter 
the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

In  ./itness  Whereof,  the  City  of  Port  V/ayne ,  Indiana,  party  of  tne  first  oart, 
hereunto  affixed  its  corporate  seal  and  name  by  and  tnrough  its  Board 
of  rublic  './orxs,  and  Tlie  Proehlich  &  Emery  Engineering  Company,  party  of  tne  second 
part,  Dy  and  tnrougn  its  duly  autnorized  officers,  has  hereunto  caused  to  be  affixed 
its  corporate  name  and  seal  and  tne  names  of  its  officers  on  tne  day  and  year  first 
above  written. 


By 


«ta.  G.  Geake ,  Llayor 
CITY  CP  PORT  V/AYIS,  IlffilAliA. 

’.7m.  Beck 
Tom  Snook 

William  3.  O’Rourke 


THE  PROERLIGH  &  EtlHRY  EIIIRG.  CO. 

By  P.  H.  Proehlich _  __  _  _ 

President. 

Jas  .  R .  Erne r  y 


Bo-^.rd  of  Public~7orks . 

Attest.  Agatha  E.  Biek 

Secretary. 

A  pproved 

Edw.  II.  Pi  she  r 
Chester  Kinton 
3.  Harry  Pisher. 


Secretary. 


Approved  as  to  form  and  Legality 

By _ _ _ 


Be  it  ordained  by  tiie  Common  Council  of  the  Gity  of  Port  v/ayne,  Indiana. 

SECTION  1.  That  the  contract  heretofore  entered  into  on  tnelotn  day  of  llarch 
1928,  by  tne  City  of  Port  Wayne,  Indiana,  by  and  through  its  Mayor  and  Board  of  Public 
■■orxs  and  The  Proehlich  and  nmery  Engineering  Company  of  Toledo,  Ohio  for  certain  engi¬ 
neering  services  in  connection  witn  improvements  of  tne  City  Light  Plant,  as  more  fully 
set  out  in  the  preamble,  be  and  tne  same  is  hereby,  in  all  things  ratified  and  approved. 

SECTION  2  That  this  ordinance  b*®  in  full  force  andi^effect  upon  and  after  its 
passage  and  approval  bv  the  Mayor. 

Bone  at  the  Council  Chamber  this  27th  day  of  M^irch,  1928,  City  of  Port  Wayne,  Indiana. 

WE  HEREBY  CERTIPY,  That  the  Common  Council  of  t  e  Gity  of  Port  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  27th  day  of  L^ai'ch,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached, and  known  as 


GENERAI.  ORDINANCE  NO  1405. 

y 

Ben.  P.  Ben.ifctt 

President 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


Presented  to  t.-ie  Mayor  for  approval  on  tne  9th  day  of  April,  1928, 


I.eonard  H.  Ellenv/ood, 
City  Clerk. 


Approved  this  9th  day  of  April  1928. 


Wm.  C.  Geake, 


Mayor . 
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GSl^fflHAI.  ORDIITAIICE  NO.  1406. 

An  Ordinance  amending  Section  Two  of  General  Ordinance  No. 1323  entitled 
"An  Ordinance  regulating  traffic  upon  tde  streets,  alleys  and  public  places  in  tue  City 
of  Port  V/ayne ,  and  providing  penalties  for  the  violation  thereof"  passed  NoveraberQ,  1926. 

Be  it  ordained  by  the  Coirimon  Council  of  the  City  of  Port  V/ayne,  Indiana. 

SECTION  1.  That  Section  Two  of  General  Ordinance  Bo.  1323,  tj.e  same  being  "An 
Ordinance  regulating  traffic  upon  the  streets,  alleys  and  public  places  in  tne  City  of 
Port  V/ayne  and  providing  penalties  for  the  violation  thereof"  passed  on  the  9tn  day  of 
November,  1926, 'be  amended  to  read  as  follows:  .  ■ 

"SECTION  2  It  shall  be  unlawful  for  any  f river  or  ovmer  of  any 
vehicle  to  stop  or  park  or  allow  or  permit  said  vehicle  to  be  stopped  or 
parked  on  Calhoun  Street  from  the  south  line  of  Superior  Street  to  the  north 
line  of  Fontiac  Street  and  on  Main  Street  from  tne  west  lone  of  Lafayette  Street 
to  tne  east  line  of  Mebster  Street  longer  than  thirty  minutes  in  any  one  hour 
between  the  hours  of  7:00A.  M.  and  8:00  ?.  M.  'except  oq  Sundays;  on  ffebster 
Street  from  the  south  line  of  Pearl  Street  to  the  north  line  of  Jefferson 
Street,  on  Harrison  Street  from  tne  south  line  of  Columbia  Street  to  tne  north 
line  of  Lewis  Street,  on  Clinton  Street  from  tne  south  line  of  Columbia  Street 
to  the  north  line  of  Jefferson  Street,  on  Columbia  Street  from  tne  east  line 
of  Harrison  Street  to  the  v/est  line  of  Lafayette  Street,  on  Berry  Street  from 
tile  east  line  of  »/ebster  Street  to  the  west  line  of  Lafayette  Street,  on  V/ayne 
Street  from  the  east  line  of  .;ebster  Street  to  tae  v/est  line  of  Lafayette  Street, 
on  v/ashington  Street  from  the  east  line  of  i/ebster  Street  to  tiie  west  line  of 
Lafayette  Street,  on  Jefferson  Street  from  tne  east  line  of  'v/ebster  to  txxe  v/est 
line  of  Lafayette  Street,  on  Pearl  Street  from  the  west  line  of  Harrison  Street 
to  the  east  line  ofiSLebster  Street,  on  Barr  Street  from  t.^e  south  line  of  Columbia 
Street  to  the  north  line  of  Jefferson  Street,  oh  tiie  v/est  side  of  Lafayette 
Street  from  the  south  line  of  Columbia  Street  to  tne  north  line  of  JeffersonStree t 
on  Broadway  from  tne  south  line  of  v/ayne  Street  to  the  north  line  of  Michigan 
Avenue,  on  the  v/est  side  of  Court  Street,  and  on  tne  south  side  of  Lewis  Street, 
from  the  east  line  of  Harrison  Street  to  tne  west  line  of  Calhoun  Street  longer 
than  one^hour  in  any  two  hours  bet./een  the  hours  of  7:00  A.M.  and  6:00  P.  M.  ex- 
cept  on  oundays;  on  the  easy  side  of  Court  Street  longer  than  ten  minutes  between 
the  hours  of  7:00  A.  M.  and  6:00  P.  K.  except  on  Sundays;  on  any  market  place  or 
space  'between  the  hours  of  3:00  P.  M.  and  12:00  o'  clock  Midnight 
and  Pridays  excepting  marketeers. 


on  ./ednesdays 


oHiCTION  2.  That  this  ordinance  be  in  fullforce  and  effect  on  and  after  its  passage 
and  approval  by  the  Mayor  and  its  legal  publication. 

Pone  at  the  Council  Chamber  this  27th  day  of  March,  1928,  City  of  Port  Wayne,  Indiana. 

V/E  HEREBY  GEHTIPY,  That  the  Comr'on  C'uncil  of  tne  City  of  Port  Wayne,  Indiana, 
at  a  regular  meeting, held  on  the  27th  day  of  March, 1928,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1406  . 

Ben.  a?.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  9th  day  of  April,  1928. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Wm.  G.^Geake. 

Mayor . 


Approved  this  9th  day  of  April,  1928. 


GiilNii^RAL  OSDIlTAl'fGli  l\o.  140  7 


An  Ordinance 
Jr.,  its  xresident  and 
Public  Jorks,  for  the  d 
tartnent  of  tne  City. 


ratifying  a  contract  hetvreen  R.  M.  Gray  Jr.,  Inc.  loy  F.  h. 
the  City  of  Port  Wayne,  Indiana,  by  and  through  its  Board 
rilling  of  two  (2)  or  more  Water  vrells  for  tne  V/ater  Works 


Gray 

of 

De- 


'.ViEPliAG,  on  ti'iB  10th  of  Larch,  1928  the  City  of  Port  V/ayne ,  Indiana,  by  and  through 

Its  Board  of  Public  Works  entered  into  a  contract  ..ith  P.  IvL  Gr:  y  Jr.,  Inc.,  by  F.  L.  Gray 

Jr.,  Its  President,  fortae  drilling  of  two  (2)  or  more  Water  V/ells  for  tne  Water  Works 

-department  of  said  City,  whicn  contrast  is  in  tne  following  v/ords  and  figures: 

Por-t  tnis  lOtn  day  of  Larch,  1928  by  and  between  tne  City  of  n  ' 

Jort_^Wa/ne^  Indiana  by  and  througn  its  Board  of  Public  Works,  pary  fif  tne  first  part, 

incorporated  of  Lilwaukee ,  Wisconsin  party  of  tne  second  part, 

considerat  on  of  the  mutual  covenants  herein  expressed,  it  is  by  the 
parties  nereto  agreed: 


fuel 


1 .  oecond 


pa,rty  shall  furnisn  all  tne  labor  and  material, 
water  and  other  necessary  apparatus,  for,  and 
first  party  suen  number  of  wells,  not  less  than  two, 
to  be  determined  by  the  first  party.  Such 
embedded  into  rock,  and  of  tne" best 

-  nrotected 

preventdamage  wnile  driving  to  rock,  and  to  enable  pi.e  to  be 
deptn  to  insur:  its  being  sufficiently  tight  to  snit  off  all 
Iroi.  this  point  a  15"  hole  is  to  be  drilled  into  rock  or  belo.v  pipe 
to  be  firmly  serev/ed  together,  not  less  tnan  one  and  onehalf 

using  rea  lead  or  eq^uivalent  for  each  Joint.  All  casings  to  be  driven  into  bed 
xicierji,_y  to  snut  off  surface  water  and  sand,  llevrest  a.nd  latest  improved  macninery  tobe 
used,  so  as  to  avoid  delay,  due  to  breakage.  Kew  lines  for  drill  to  be  provided  and  so 
used  as^tc  do  away  v/itn  risk  of  customary  accidents  in  finishing  wells.  Each  of  said  wells 
to  oe  of  such  depth  as  may  be  designated  by  the  first  party,  and  shall  not  be  drilled 
to  s  greater  depth  than  Three  Hundred  and  Fifty  Feet  (350'),  without 
first  party.  We  Is  to  be  drilled  by  expert  labor  and  drilling  to  be 
ficient  depth  shall  be  attained. 


including  macninery , 
shall  drill  and  cause  to  be  drilled  for 
or  more,  ti.e  exact  number  and  location 
wells  to  be  16"  in  diameter  from  top  of  ground 

v/Pin-ht  -f-H  on  j  quality  genuine  16"  v/rouglit  iron  drive  pioe  of  nominal 

eight  no  t  less  tiian  70  pounds  per  foot,  and  protected  by  first  class  steel  snoes  .to 

driven  into  rock  the  proper 
8.nd  surface  water, 
to  water.  All  Joints 

one  and  onehalf  inenes  contact  into  couplings 

rock  suf- 


tue  consent  of  the 
continuous  until  suf- 


I 


2.  -'ork  to  be  com.menced  on  each  v/el  1  within  thirty  days  from  the  date  that  this 
contract  ratified  and  second  party  is  ordered  to  do  so  by  first  party,  and  such  wells  re¬ 
spectively  to  be  completed  and  in  good  working  order  within  thirty  days  from  tiie  tiraeof 
comriencement .  •I'orx  on  each  well  ro  be  a-bandoned  or  suspended,  for  ttie  purpose  of  making 
tests  as  to  capacity  tnereof,  if  desired  by  first  pa.rty. 

3.  After  well  is  completed  same  shall  be  bailed  until  clean,  and  free  from 
drillings.  First  party  to  pay  second  party  for  all  accepted  wells  the  sum  of  Thirteen 
Dollars  and  Fifty  Cents  per  foot  ($13.50)  to  stone,  and  Six  Dollars  and  Fifty  cents  ($6.50) 
per  foot  in  stone  or  under  pipe  and  Sixty  Five  Dollars  (#65.00)  additional  for  drive  shoe 
for  each  well. 


4.  Payments  on  this  work  are  to  be  made  by  tne  first  party  to  the  second  party 
on  tne  following  basis: 

Upon  arrival  of  each  well  of  tne  necessary  16"  pipe  and  shoe  $1,000.00  shall  be  paid. 

When  drive  pipe  on  each  well  has  been  landed  at  tne  stone  and  a  tignt  snutoff  made  $500.00 
shall  be  paid. 

The  balance  of  tne  contract  price  per  v/ell  shall  be  paid  in  full  upon  completion  of  each 
well,  less  paym.ents  previously  made  as  per  tne  above. 

5.  Second  Party  shall  furnisi-  bond  to  first  party,  in  the 
Dollars  ($2000.00)  witn  surety  com.pany  acceptable  too  first  party  as 
tae  faithful  performance  of  this  contract,  ■^econd  party  to  carry  his 
surance  protecting  first  party  from  liability  of  any  nature. 


sum  of  T?/o  Tnousand 
surety  thereon,  for 
own  compensation  in- 


I 


WITNESS  ObR  HAITDS  AKD  SEAl.S 
F.L.  GRAY,  JR.,  IKCORP'oRATED 
By  F.  L.  Gray  Jr., 

President . 

ATIBST.  E.  Roberts 


THE  LfiY  FIRST  ABOVE  V/RITTEH. 

CITY  OP  PORT  V/AYl'IE 
By  V/m  Beck 
Tom  Snook 

v7illiam  S.  O'rour ke  . _ 

ITS  BOARD  OF  PUBLIC  V/ORI^' 


ATTEST. _ _ _ _ _ 

SECY. 


Be  it  ordained  by  tue  Common  Council  of  tiie  City  of  Fort  Wayne,  Indiana. 

SECTION  1.  That  tne  contract  entered  into  on  tne  ^Otn  day  of  Larch,  1928,  be¬ 
tween  F.  L.  Gray  Jr.,  Inc.,  by  F.  L.  Gray  Jr.,  its  president,  and  tne  City  of  Fort  \iVayne , 


Indiana,  iDy  and  through  its  Eoard  of  lublic  »Vorks,  for  tne  drilling  of  tvro  (k;)  or  more 
V/ater  V/ells  for  tne«'/ater  'works  Department  of  said  City,  as  fully  set  fortn  in  tne  preanble 
hereto,  be  and  the  same  is  nereby  in  all  tnings  ratified  and  ap  roved. 

3DCTI0N  2,  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

3.  H.  I’isher. 

Done  at  the  Council  Chamber  this  27th  day  of  March,  1926,  City  of  Fort  Y/ayne ,  Indiana. 

V/F  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  at  a 
regular  meeting,  held  on  the  27th  day  of  March,  1928,  by  a  majority  vote  of  all  members 
elect,  did  pass  ordinance  hereunto  attached, and  known  as 
CElIER^'i  ORDIITAKCE  NO  140  7. 


Ben.  F.  Bennett 

President . 


Leonard  K.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  9th  da,y  of  April,  1928. 


Leonard  il.  Ellenv;ood, 
City  Clerk. 


Approved  this  9th  day  of  April,  1928. 


V/m.  C.  Geake 


Mayor . 


GSKERAL  ORDINAIJCE  NO.  1408. 

An  Ordinance  adopting  Eastern  Standard  Time  during  certain  months  of  th  year 

for  tne  purpose  of  Daylight  Saving. 

(as  amended  April  10th  ,  19ii8.) 

Be  It  ordained  By  tne  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana. 
SECTION  1.  That  the  time  in  said  City  of  Fort  Wayne  he  reckoned  according  to 
Standc^id  T..me  .  rom.  Ik: 00  o'clock  midnight  on  the  last  Saturday  of  April  of  eac^ 
year  until  lk:00  o'clock  m.ednignt  on  tne  last  Saturday  in  September  of  each  year. 

SECTION  2.  That  this  ordinance  snail  he  in  fuU  force  and  effect  on  and  after 
Its  passage  and  approval  hythe  Mayor. 


I 


I 


Done  at  tne  Council  Chamher  this  10th 
wS  HEREBY  CERTIFY,  That  the 
at  a  regular  meeting  held  on  tne  10th 
elect,  dxd  pass  the  ordina-nce  hereunto 


Chester  Hinton. 

Valter  L.  Curdes 
E.  H.  Fisher 
Ben.  F.  Bennett 
A.  0.  Pape 
Harry  F.  Zimmerman 
J.  M.  Stouder 
James  A.  Liggett, 

Edward  H.  Hunsaker. 

day  of  April,  19<;&,  City  of  Fort  Wayne,  Indiana. 
Common  Council  of  t  e  City  of  Fort  V/ayne ,  Indiana, 
day  of  April,  1928,  hy  a  majority  vote  of  all  members 
attached,  and  known  as 


G^NSRi-L  ORDINANCE  NO.  1408. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  n  tne  16tn  day  of  April,  1928. 


Approved  this  24tn  day  of  April,  1928. 


Leonard  H.  Ellenwood, 

City  Clerk. 


V/m.  C.  Geake, 

Mayor. 


I 

I 


GJl’I'IERAL  ORDIKAECi:  EG.  1409. 


An  Ordinance  Regulating  Traffic. 

Be  it  ordained  by  tne  Coonon  Council  of  tae  City  of  fort  Vi/'ayne ,  Indiana. 

3J1GTICN  1.  Tnat  it  siiall  be  unlav/ful  for  any  person,  firm  or  corporation  to 
stop  or  park  or  allov/  or  permit  more  than  tnree  vehicles  owned  by  such  person,  firm  or 
corporation  to  be  stopped  or  parked  within  tne  limits  of  any  tv/o  adjacent  blocks  upon 
any  street  on  tne  City  of  Fort  ’^fayne  for  a  longer  period  than  two  nours  out  of  any  tnree 
consecutive  nours.  A  block  shall  mean  both  sides  of  a  street  betv/een  any  two  intersec¬ 
tions  . 


SECTION  2.  It  shall  be  unlav/ful  for  any  person,  firm  or  corporation  to  stop 
or  park  or  allow  or  permit  any  vehicle  to  be  stopped  or  parked  on  any  space  betv/een  a 
regularly  esta,blished  sidewalk  and  the  curb  line  of  any  street  or  roaaway  witnin  tne 
City  of  Fort  iZ/ayne . 

SECTION  3.  Any  person,  firm  or  corporation  violating  any  of  tne  provisions 
of  this  ordina.nce  or  failing  to  compky  with  any  of  the  same  shall  be  fined  inLany  sum 
not  to  exceed  one  hu-'dred  dollars  ($100.00)  for  ea,ch  offense. 

SECTION  4.  That  this  ordinance  snail  be  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

A.  0 .  Pape . 

Bone  at  the  Council  Chamber  the  10th  day  of  April,  1928,  City  of  Fort  i^ayne ,  Indiana. 

•sE  HEREBY  CERTIFY,  That  the  "Common  Council  of  the  City  of  Fort  "Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  lOtn  day  of  April,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GELERAL  ORBINANCE  NO.  1409. 


Ben.  F.  Bennett, 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  16th  day  of  April, 1928. 


Approved  tnis  24th  day  of  April  1928, 


Leonard  H.  Ellenwood, 
City  Clerk. 


"Wm . 


C.  Geake, 

Mayor . 


G-EKERAI.  ORDINAUCE  EO.  1410. 

An  Ordinance  Regulating  Traffic. 

Be  it  ordained  by  tne  domion  Council  of  tne  City  of  Port  'teyne,  Indiana. 

aoiCTIOK  1.  Tnat  in  and  after  Kay  1,  ig^s,  it  shall  be  unlawful  for  any  per¬ 
son.  firr:  or  c-rporation  to  drive ,■ operate  or  direct  the  movement  of  any  vehicle  or 
cause  or  permit  any  vehicle  to  be  drived,  operated  or  its  movement  directed  from  and 
upon  any  intersecting  street,  alley  or  drive-way  into  and  upon  Rudisill  Boulevard. 
PairfieldAvnue.  .Vashington  Street  from  Swinney  Park  to  the  Bast  line  of  Harmar  Street, 
Kaumee  Avenue  from  tne  9est  line  of  Harmar  Street  to  its  eastern  terminus  and  Lake 

enter  upon  any  of  said  streets,  avenues  or  boulevards  without  first  bring 
ins  such  vehicle  to  a  complete  stop,  and  shall  not,  at  any  time,  enter  said  streets, 
avenues  or  boulevards  from  any  intersecting  street,  alley  or  driveway,  after  making 
such  complete  stop,  in  any  manner  as  to  directly  or  indirectly  Interfere  with  or  inter 
rupt  tne  traffic  upon  said  street,  avenue,  or  boulevard  and  in  no  event  when  any  auto¬ 
mobile  -s  ap-roacning  any  intersecting  street,  alley  or  drive-vray  upon  said  Hudisill 
Boulevard  Pairfield -Avenue,  Washington  Street  from  Swlnney  Park  to  tne  Bast  line  of 
.Harmar  Street,  Kaumee  Avenue  from  tne  Jest  line  of  Harmae  Street  to  its  eastern  term¬ 
inus  and  Lake  Avenue  within  twenty-five  feet  from  such  intersecting  street,  alley  or 
drive-wayj  provided,  however  tnat  all  such  intersectinns  where  semaphore  lights  are 
stat-oned,  th..t  such  person,  firm  or  corporation  shall  govern  the  operation  of  said 
vehicles  according  to  tne  sema-pnore  lignt  control  . 

SECTION  2  Anyone  violating  or  failing  to  comply  with  any  of  tne  provisions 
of  this  ordinance  shall  he  fined  in  any  sum  not  to  exceed  one  hundred  dollars  (^100. OO) 

SECTION  3.  That  this  ordinance  shall  be  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  by  the  Mayor  and  its  Legal  Publication. 


V/alter  L.  Curdes, 
Herman  E.  Cerdom  ' 
M.  L.  Burns 


Edward  H.  Hunsaicer 
Chester  Hinton 
A.  C.  Voelker 
S .  H .  Fisher. 


Bone  at  the  Council  Chamber  the  10th  day  of  April,  1928,  City  of  Fort  V/ayne ,  Indiana. 

HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Vlfayne ,  Indiana 
at  a  regular  meeting,  held  on  tne  lOtn  day  of  April,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  thes  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO. 1410. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  tne  16  day  of  April,  1928, 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  tnis  24tn  day  of  April,  1928, 


Vdn.  C.  Geake, 


Mayor. 


GElffiRAL  ORDINAi:CE  NO  1411. 


An 

Pipe  Company 
llanager,  a,nd. 
the  purchase 
Of  the  City. 


Ordinance  ratifying  and  approving  a  contract  hetween  tne  National  Cast  Iron 
of  Chicago,  Illinois.,  by  and  througn  V.  M.  ?/all,  its  assistant  Northern  Sales 
tne  City  of  Fort  *Vayne,  Indiana  by  and  tnrough  its  Board  of  Public  T/orks  for 
of  certain  cast  iron  pipe  fittings  to  be  used  in  tne  V/ater  //orks  Department 


Vi/HEREAS ,  on  tne  27th  day  of  March,  1928,  tne  City  of  Fort  V/ayne,  by  and  tnrough 
its  Board  of  Public  Viforks  entered  into  a  contract  v/ith  tne  National  Cast  Iron  Pipe  Com¬ 
pany  of  Chicago,  Illinois,  by  and  through  V.  1.  Wail,  its  Assistant  Northern  Sales  Manager, 
for  the  purchase  of  certain  cast  iron  pipe  fittings  to  be  used  in  tne  Water  'Works  Depart¬ 
ment  of  the  said  City,  wnicn  contract  is  in  the  following  v/ords  and  figures: 

Chicago,  Illinois, 

March  19,  1928. 

City  of  Fort  Wayne, 

Water  Works  Department 

Fort  V»'ayne,  Indiana. 


Gentlemen : 

We  vrauld  be  pleased  to  furnish  sizes  and  quantities  as  follows  at  the  follov;- 
ing  prices  per.net  ton  of  2,000  pounds  F.0.3.  cars  our  foundry  Birningbam,  Alabama,  with 
full  freight  allowed  to  Fort  Wayne,  Indiana: 


75 

Tons 

1.6  ” 

Class 

"B" 

B&S 

Cast 

Iron 

./ater 

Pipe 

12' 

Lengths 

©  4i^36  *10 

net 

ton . 

50 

Tons 

12" 

Class 

"B" 

B'-S 

Cast 

Iron 

Water 

Pipe 

12' 

Lengths 

G  $36.10 

net 

ton . 

300 

Tons 

6  " 

Class 

"B" 

B&S 

Cast 

Iron 

Water 

Pipe 

12' 

Lengths 

(E  136.10 

net 

ton . 

5 

4  X  li" 

Tapped  Plugs 

e 

#87.00 

Net 

Ton. 

5 

4x2" 

Tapped  Plugs 

(S' 

#87.00 

Net 

Ton. 

5 

6x  2" 

Tapped  Plugs 

Q 

#77.00 

Net 

Ton. 

6 

16"  Cast 

Iron  Plugs 

S 

#77.00 

Net 

Ton . 

2 

8x6" 

Cast  Iron  Tees 

#77.00 

Net 

Ton . 

All 

Bel] 

Ends 

3 

12 "x  6" 

Cast  Iron  Tees 

s 

#77.00 

Net 

Ton . 

II 

' 

tl 

4 

12"x  8" 

Cast  Iron  Crosses 

Q 

#77.00 

Net 

Ton . 

All 

Bell 

Ends . 

6 

12"x  6" 

Cast  Iron  Crosses 

S 

#77.00 

Net 

Ton 

All 

Bell 

Ends . 

12 

6"  Cast 

Iron  Solid  Sleeves 

© 

#77.00 

Net 

Ton . 

Routing--  L.  &  N.  Cincinnati,  N.  P.  to  Ft.  'Wayne,  Ind. 

Terms-  Net  30  days. 

NATIONAL  CAST  IRON  PIPE  CO. 

By  -  y.  M.  Wall 

Asst.  Nortnerr:  Sales  Mgr. 


We  hereby  accept  the  above  offer. 


Attest: 

Geo.  G.  Waldrop,  Sec’y. 


Port  'Wayne,  Indiana. 
March  27th  1928. 

CITY  OF  PORT  WAYNE , 

By  V/illiam  Beck 
Tom  dnook 

V/illiam  S.  O'Rourke^ 
Board  of  Public  Works. 


Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana. 


SECTION  1.  That  the  contract  entered  into  on  the  27th  day  of  March,  1928, 
between  the  National  Cast  Iron  Pipe  Company  of  Chicago,  Illinois,  by  and  through  V.  M. 
Wall,  its  Assistant  Northern  Sales  Manager,  and  the  City  of  Fort  V/ayne,  Indiana,  by  and 
through  its  Board  of  Public  Works,  for  the  purchase  of  certain  cast  iron  pipe  fittings 
to  beused  in  the  Water  Works  Department  of  tne  City,cas  fully  set  forth  in  the  preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  2  That  this  ordinance'  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


Edward  H.  Hunsaker. 


2G8 


2one  at  tne  Council  Onacter  the  10th  day  of  April,  1928.  City  of  fort  toyne,  Indiana. 

.Ji  IHHCBY  C8RT1PY,  That  the  Coirrion  Council  of  the  City  of  Port  Wayne,  Indiana, 
at  a  regular  seating,  held  on  the  10th  day  of  April,  1928,  by  a  majority  vote  of  all 
members  elect,  d’.d  pass  tne  ordinance  hereunto  attached, and  known  as 
GEKERAL  ORDIK'ANCjJ  KO.  1411. 


Ben.  ?.  Bennett, 

President. 


Leonard  H.  Ellenwood, 

City  Clerk, 


Presented  to  tne  llayor  for  approval  on  ti^e  16th  day  of  April,  1928, 


Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  24th  day  of  April,  1928. 


•/ki  .  C .  Ge  ake  , 


Mayor 
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GiiKERAL  CRDINAl'^CR  RO.  1412. 

An  Ordinance  ratifying  and  approving  a  contract  "between  tae  National  Lead 
Company  of  Cincinnati,  Ohio,  "by  and  through  Charles  B.  Strurnm,  its  Assistant  Controller 
and  the  City  of  Fort  V/ayne,  Indiana  by  and  through  its  Board  of  Lublic  V/orks  for  the  pur¬ 
chase  of  certahn  lead  pipe  and  solder  for  use  in  tne  «ater  V/orks  Department  of  tne  City. 

'^BEAS,  on  tne  26th  day  of  Larch,  1928  the  City  of  fort  wayne  by  and  through 
its  Board  of  Public  kVorks  entered  into  a  contract  witn  tne  National  Lead  Company  of  Cin¬ 
cinnati,  Ohio  by  and  through  Charles  B.  StrimL’;',  its  Assistant  Controller,  for  the  pur¬ 
chase  of  certain  lea,d  pipe  and  solder  to  be  used  in  the  V/ater  Works  Department  of  the 
said  City,  which  contract  is  in  the  following  v/ords  and  figures: 

Cincinnati,  Ohio, 

March  1.  1928- 

City  of  Fort  Wayne, 

ViTater  Works  Department, 

Fort  Wayne,  Indiana. 

Gentleijien:  W'e  beg  to  q,uote  the  following  prices  fcr  shipment  to  you  for  the  following 
materials  set  out  herein: 


quantity 

description 

AMOUNT 

50000  Lbs. 

z  » 

£. 

Extra  Strong 

Lead  Pipe 

e  #7.07 

per 

cwt .  ( 

#4595.  50 

5,000  Lbs. 

1  " 

1)  U 

U  tl 

per 

cwt .  ( 

5,000  Lbs. 

II  II 

II  II 

©  k'7.07 

per 

cwt.  ( 

5,000  Lbs. 

2" 

M  >1 

If  >1 

©  #7.07 

per 

CT/t  .  ( 

1  500  Lbs. 

Refined  Metal 

Solder 

@s#25 . 43 

per 

cwt . 

381.45 

2  000  Lbs. 

Pig  Lead 

©  #6 . 42 

per 

cwt. 

128.40 

^5105 . 35 


F.  (D.  B.  Ft.  V/ayne ,  Indiana.. 

Terms--  Net 

Route  Pennsylvania--  Spot  Car  at  No.  2  Pump  Station. 

NATIONAJ.  LEAD  COMPANY, 
By  Charles  B.  Strurnm, 
Assistant  Control] er. 


Fort  v/ayne,  Indiana. 

March  26,  1928. 

\’fe  hereby  accept  the  above  offer. 

CITY  OF  FORT  WAYNE, 

By  William  Beck 
Tom  Snook 

William  3.  OANourke 
Board  of  Public  Works. 

Attest : 

Geo.  G.  Waldrop,  Sec'y. 

Be  it  ordained  by  tne  Common  Council  of  the  City  of  Fort  Wayne,  Indiana. 

SECTION  1.  That  the  contract  entered  into  on  the  26tn  day  of  March,  1928  betv/een 
the  National  Lead  Company  of  Cincinnati,  Ohio,  by  and  through  Charles  B.  Strurnm,  its  Assist¬ 
ant  Controller  and  the  City  of  Fort  Wayne,  Indiana,  by  and  tnrough  its  Board  of  Public 
'Works,  for  the  purchase  of  certain  lead  pipe  and  solder  to  be  used  in  the  Water  Works  De¬ 
partment  of  tne  said  City,  as  fully  set  forth  in  the  preamble  hereto,  be  and  tne  same  is 
hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


S.  Harry  Fisher. 

Done  at  the  Council  Chamber  tne  10th  day  of  April,  1928,  City  of  Fort  Wayne,  Indiana. 

Vffi  HEREBY  CERTIFY,  Txiat  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana,  at  a  reg¬ 
ular  meeting,  held  on  the  ^Oth  day  of  April,  1928,  by  a  majority  vote  of  all  members  elect 
didrpass  the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  NO. 1412. 


Bennett 

President 

Presented  to 


LeonardH.  nillenv/ood , 

.City  Clerk. 

the  Mayor  for  approval  on  the  16tn  day  of  April,  1928, 


Approved  tnis  24th  day  of  April,  1928, 


Leonard  II.  Lllenwood, 
City  Clerk. 


v7in.  C.  Geake, 

Mayor . 


GENERAL  ORDINA]‘;CE  NO.  1413. 


L 

An  Ordinance  authoring  tne  Board  of  Public  .'/or2<s  to  sell  four  (4)  single  and 
one  double  frame  houses. 

Be  it  ordained  by  the  Common '  Coiflncil  of  tne  City  of  Fort  Wa,yne ,  Indiana: 

SECTION  1.  That  the  Board  of  Public  '.Vorks  is  hereby  authorized  to  sell  four 
(4)  single  and  one  (l)  doubl.e  frijne  houses  and  to  file  its  petition  by  and  througn  tne 
City  Attorney  of  the  City  of  Fort  '^ayne ,  witn  the  Allen  Circuit  Court  for  the  appoint¬ 
ment  of  appraisers  to  appraise  said  property. 

Section  2.  Tnat  tnis  ordinance  shall  be  in  full  force  and  take  effect  after 
its  passage  and  approval  by  tne  Mayor. 


.  Harry  F.  Zimmerman 
M.  I..  Burns. 

Done  at  the  Council  Chamber  the  24tii  day  of  April,  1928,  City  of  Fort  Tfayne,  Indiana. 

’./E  HEREBY  CERTIFY,  That  the  Common  Council  of  trie  City  of  Fort  .Vayne,  Indiana, 
at  a  regular  meeting,  held  on  the  24th  day  of  April,  1928  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attachedm  and  knovvn  as 
GEPER/>L  ORDINANCE  NO.  141 3. 

Ben.  F.  Bennett  Leonard  K.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  30tn  day  of  April, 19ii8. 

Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  tnis  1st  day  of  Kay,  1928. 


V/m.  C.  Geake , 


Mayor . 


GEK3RAI.  ORDIKAilCE  NO.  1414. 


An  Ordinance  authoring  tne  Board  of  Puhlic  Works  to  sell  certain  junk. 

Be  it  ordained  by  the  Ooniinon  Council  of  tne  City  of  Port  Wayne,  Indiana; 

Section  1.  That  the  Board  of  Public  "'orks  be  and  is  hereby  authorized  to  sell 
and  dispose  of  accumulated  scrap  copper  v/ire,  brass  clippings  and  scrap  iron  accumulat¬ 
ing  from  uses  in  tiie  Water  Works  Department,  tne  City  Light  Department  and  tne  Street 
Department.  The  Amount  tnereof  to  be  sold  is  not  to  exceed  the  sum  of  One  Hundred  (|)100 
.00)  Dollars,  and  in  view  of  the  amount  not  exceeding  said  sum,  t-ie  same  is  to  be  sold 
v/ithout  appraisement. 

Section  2. That  tnis  Ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  tne  Mayor. 


Herman  P.  Gerdom. 

Done  at  tne  Council  Chamber  the  24tn  day  of  April,  1928,  City  of  Port  V/ayne ,  Indiana. 

WE  HP.133Y  CERTIPY,  Tlmt  tne  Common  Council  of  tne  City  of  Port  Y/ayne ,  Indiana 
ao  a  regular  meeting,  held  on  tne  24tn  day  of  April,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  nereunto  attacned,  and  known  as 
GENERAL  ORDINANCE  No. 1414. 

Ben.  P.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  30tn  day  of  April,  1928, 

Leonard  H.  Ellenv/ood, 

City  Clerk. 


Wm.  C.  Geake , 

Mayor . 


Approved  this  1st  day  of  May, 1928. 


GENiJRAL  ORDINANCE  NO.  141 5 
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An  Ordinance  ordering  tne  improvement  of  Clara  Avenue  from  the  east  property 
line  of  iinthony  Boulevard  to  the  west  property  line  of  hensington  Boulevard. 

V/hereas,  on  the  13th  day  of  March,  1928,  the  Board  of  Puhlic  .'/orhs  of  tne  City 
of  Port  v/ayne,  Indiana,  duly  adopted  a  resolution  deeming  it  necessary  to  improve  Clara 
Avenue  from  tne  east  property  line  of  Anthony  Boulevard  to  tne  v/est  property  line  of 
Kensington  Boulevard,  as  set  forth  in  said  resolution  so  adopted  by  tne  Board  of  Public 
Ii/^orks  of  the  City  of  Port  V/ayne,  above  referred  to:  and 

Wherea.s,  on  the  .21st  day  of  March,  1928,  a  majority  of  the  resident  free-hold- 
ers  from  that  part  of  Clara  Avenue  from  the  east  property  line  of  Anthony  Boulevard  to 
the  west  property  line  of  Kensington  Boulevard  filed  v/ith  said  Board  Public  yi/orks  a  re¬ 
monstrance  signed  by  them  against  the  making  of  such  improvement; 

Therefore,  be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  V/ayne, 

Indiana: 

SECTION  1  That  a  necessity  existing  therefor,  Clara  Avenue  from  the  east  prop¬ 
erty  line  of  Anthony  Boulevard  to  the  west  property  line  of  Kensington  Boulevard,  be, 
and  the  same  is  hereby  ordered  improved,  in  accordance  with  the  resolution  a.bove  referr¬ 
ed  to,  adopted  by  the  Board  of  Public  //orks  on  the  13th  day  of  March,  1928,  and  in  ac¬ 
cordance  with  the  provisions  of  an  Act  entitled:  "An  Act  Concerning  Municipal  Corporat¬ 
ions"  passed  by  tne  General  Assembly  at  tne  64tn  Session  thereof. 

SECTION  2.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


•Valter  L.Curdes. 

Dons  at  the  Council  Chamber  the  22  day  of  May,  1926,  Cpty  of  ,;Porty Wayne ,  Indiana. 

V/E  HEREBY  CERTIFY,  That  tiiO  Common  Council  wf  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  2nday  of  May,  1928,  by  a  majority  vote  of  all  members, 
elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  No.  1415. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  May,  1928. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  tnis  29th  day  of  May, 1928 


•Vm.  G.  Geake, 
Mayor 
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GSFERAI.  ORDINANGn]  No.  1416. 

An  Ordinance  approving  and  ratifying  a  contract  between  Anton  Haberstock  of 
rort  t'/ayne ,  j.ndiana,  and  tne  City  of  Fort  ir/ayne ,  Indiana  by  and  tiirougn  its  Board  of 
public  works  for  tne  completion  of ■ all  plumbing  and  neating  in  Fire  Station  No.  11. 

■whereas,  Anton  Haberstock  of  Fort  rfayne ,  Indiana  entered  into  a  contract 
with  the  City  of  Fort  wayne  by  and  through  its  Board  of  Public  V.'orks  on  the  17tn  day 
of  April,  1928  for  tne  completion  of  all  plumbing  and  heating  in  Fire  Station  No. 11, 
which  contract  is  in  tne  follov/ing  vjords  and  figures,  towit; 

THIS  AGRFnl.IFNT  made  the  17th  day  bf  April  in  the  year  Nineteen  Hundred  and 
Twenty-eigat  by  and  between  Anton  Haberstock.,.  of  Fort  Wayne,  Ind. 

Hereinafter  called  the  Contractor,  and  the  City  of  Fort  Wayne,  By  and  tHrojigh 
its  Board  of  ./orks,  hereinafter  called  tne  Owner, 

i/I  iNESSniTH ,  that  the  Contractor  and  the  Owner  for  the  considerations  herein¬ 
after  named  agree  as  follows: 

Article  1.  Scope  of  the  Work-  The  Contractor  shall  furnish  all  of  tne  mater¬ 
ials  and  perform  all  of  tne  v/ork  shown  on  tne  Drawings  and  described  in  the 
Specifications  entitled. 

the  completion  of  all  plumbing  and  heating,  in  Fire  Station  No. 11.  to  be 
erected  on  the  North-east  corner  of  Rudisill  Blvd.  and  Lafayette  Street,  City 
of  Port  Wayne,  Ind. 

prepared  by  lohlmeyer  &  Pohlmeyer. 

acting  as  and  in  these  Contract  Documents  entitled  tne  Architect;  and  shall 
do  everytning  req,uirsd  by  this  Agreement,  the  General  Conditions  of  the  Con¬ 
tract,  the  Specifications  and  the  Drawings. 

Article  2.  Time  of  Completion-  The  work  to  be  performed  under  tnis  Contract 
shall  be  commenced  at  once  and  snail  be  substantially  completed  by  tne  20th 
September,  1928. 

Article  5.  The  Contract  Sum-  The  Owner  shall  pay  the  Contractor  for  the  per¬ 
formance  of  the  Contract,  subject  to  additions  and  deductions  provided  there¬ 
in,  in  current  funds  as  follows:  Tv/o  thousand  and  twenty  two  dollars ,  ^2022.00 

Where  the  i^uantities  originally  contemplated  are  so  changed  tnat  application 
of  the  agreed  unit  price  to  the  q,uantity  of  work  performed  is  shown  to  create 
a  hard-ship  to  the  Owner  or  the  •  Contractor ,  there  shall  be  an  e^^uits-ble  adjust 
ment  of  the  Contract  to  prevent  such  hardship. 

Article  4.  Progress  Payments-  The  Owner  shall  make  payments  on  account  of  the 
Contract  as  provided  therein,  as  follows: 

On  or  about  tne  10th  day  of  each  month  85c/o  percent  of  tne  value,  based  on 
the  Contract  prices,  of  labor  and  materials  incorporated  in  the  work  and  of 
materials  suitably  stored  at  tne  site  thereof  up  to  tne  1st  day  of  that  month, 
as  estimate^  by  the  Architect,  less  the  aggregate  of  previous  payments;  and  up 
on  substantial  completion  of  tne  entire  v/ork,  a  sum  sufficient  to  increase  the 

total  payments  to  85  c/o  percent  of  tne  contract  price 
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For  Materials  suitably  stored  at  tiie  site  70c/o  will  be  allov/ed  and  85c/o  for 
labor  and  materials  incorporated  in  tbe  work. 

ARTICLE  5.  Acceptance  and  Rinal  tayment-  Rinal  payment  shall  be  due  60  days 
after  substantial  completion  of  tne  work  provided  the  work  be  then  fully  com¬ 
pleted  a^nd  tne  Contract  fully  performed. 

Upon  receipt  of  written  notice  tnat  ti.e  v/ork  is  ready  for  final  inspection  and 
acceptance,  the  Architect  shall  promptly  make  such  inspection,  and  v/nen  he  finds 
the  work  acceptable  under  the  Contract  and  tne  Contract  fully  performed  ne  shall 
promptly  issue  a  final  certificate,  over  his  ovm  signation,  stating  tnat  tne 
work  provided  for  in  this  Contract  has  been  completed  and  is  accepted  by  nim 
under  the  terms  and  conditions  tnereodm  and  that  the  entire  badance  found  to 
be  due  the  Contractor,  and  noted  in  said- final  certificate,  is  due  and  payable. 

Before  issuance  of  final  certificate  the  Contractor  shall  submit  evidence  satis- 
factiry  to  the  Architect  that  adl  payrolls,  material  bills,  and  other  indebted¬ 
ness  connected  witn  the  work  have  been  paid. 

If  after  the  work  has  been  substantially  completed,  full  completion  thereof  is 
materially  delayed  through  no  fault  of  tiie  Contra.ctor,  and  tne  Arcnitect  so 
certifies,  the  Owner  shall,  upon  certificate  of  tne  Architect,  and  iv/thout 
terminating  the  Contract,  make  payment  of  tne  balance  due  for  tne  portion  of 
the  work  fully  completed  and  accepted.  Such  payment  shall  be  made  under  tne 
terms  and  conditions  governing  final  payment,  except  that  it  shall  not  consti¬ 
tute  a  waiver  of  claims. 

Article  6.  The  Contract  Documents  -  The  General  Conditions  of  tne  Contract,  tne 
Specifications  and  the  Drawings,  together  v/ith  this  Agreement,  form  tne  Contract, 
and  they  are  as  fully  a  part  of  the  Contract  as  if  hereto  attached  or  herein  re¬ 
peated.  The  following  is  an  enumeration  of  the  Specifications  and  Drav/ings: 

Blue  Prints,  heating  plans,  two  sheets. 

Blue  Prints,  plumbing  plans,  three  sheets. 

Plumbing  and  heating  specifications,  twenty  three  sheets  ans  one  addenda  sheet. 

Note!  This  contract  price  is  based  on  one  on  the  steel  boilers  ,lo'west  price,  as 
specified  and  called  for  in  the  specifications,  and  the  Board  of  V/orks  reserve 
tile  right  to  selec't  the  boiler  to  be  used,  for  tiie  work. 

The  contractors  bond  shall  guarantee  tne  furnishing  of  materials  and  labor,  ac¬ 
cording  to  plans  and  specifications  and  the  payment  thereof,  and  the  execution 
of  tne  contract  on  or  before  the  time  set  forth. 

Variations  from  the  contract  or  tne  plans  and  specifications  shall  not  be 
construed  as  relieving  the  Principal  or  Surety  from  liability  on  the  Bond. 

Such  changes  or  amendments  thereof  shall  become  included  v/ithin  tne  liabil¬ 
ity  of  such  Bondsman  as  though  originally  incorporated  in  the  terms  of  tne  con¬ 
tract. 

General  Conditions  Of  The  Contract 

The  general  conditions  of  the  contract,  in  the  forepart  of  the  specifications, 
are  to  be  included  as  a  part  of  the  contract. 

IN  V/ITNE3S  'rtHUREOF  the  parties  hereto  have  executed  this  Agreement,  the  day  and 
year  first  above  written. 


Anton  Haberstock 


Contractor . 


O’Rourke . 
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ordaineci  by  tne  Coimon  Council  of  tne  City  of  Jort  u/ayne ,  Indiana! 
aCCTION  1.  That  tne  contract  entered  into  by  and  between  Anton  Haberstock 
of  Fort  -ayne,  Indiana,  and  the  City  of  Fort  V/ayne  by  and  through  its  Board  of  Public 
•'orrcs  on  tne  17tn  day  of  April,  1928,  for  ti.e  completion  of  all  plumbing  and  heating 
in  Fire  Station  Jlo.ll,  as  more  fully  set  forth  in  tne  preamble  nereto  be  and  same  is 
in  all  things  approved  and  ratified. 

SECTION  2.  Tnat  this  ordinance  shall  be  in  full  force  and  effect  on  and  af¬ 
ter  its  passage  and  approval  by  the  Llayor. 

'.Valter  L.  Curdes. 

Done  at  tne  Council  Cnamber  tne  22nd  day  of  May,  1928,  City  of  Fort  Wayne,  Indiana; 

iJE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  22nd  day  of  May,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GEFERAL  ORDINANCE  NO.  1416. 


;n.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  29th  day  of  May,  1928. 


Leonard  H.  Ellenv/ood, 
City  Clerk, 


Approved  this  29th  day  of  Kay,  1928, 


v/m.  C.  Geake, 


■ZD 


Llayor . 
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GENERAL  ORDINANCE  NO.  1417. 

An  Ordinance  approving  and  ratifying  a  contract  betv/een  Henry  ./eigand  &  Sono 
of  Eort  iVayne ,  Indiana  and  tne  City  of  Eort  i'/ayne ,  Indiana  by  and  tnrougn  its  Board  of 
Dublic  v/orks  for  the  erection  a.nd  competion  of  a  pressed  brick  Eire  Station  t^  be  knov>Ti 
as  Fire  Station  No. 11. 

V/HEREAS ,  Henry  V/eigand  &:  Sons  of  Port  v7ayne ,  Indiana  entered  into  a  contract 

'with  the  City  of  Fort  wayne  by  and  tiirough  its  Board  of  Public  Horks  on  tne  17tn  day 

of  April,  1928  for  the  erection  and  completion  of  a.  pressed  brick  Fire  Station  to  be 

Icnown  as  Fire  Station  No. 11.  which  contract  is  in  the  following  v/ords  and  figures,  tov/it: 

THIS  AGRESIIENT  made  the  17th  day  of  April  in  the  year  Nineteen  Hundred  and 
Tvrenty-eight  by  and  betv/een  Henry  '.7eigand  &  Son~hereinaf ter  called  tne  Con¬ 
tractor,  and  the  City  of  Fort  V/ayne ,  By  and  Through  Its  Board  of  V7orks  here- 
ina.fter  called  the  Ovmer, 

WITNESSETH,  that  tne  Contractor  and  the  Cvvner  for  the  considerations  Herein¬ 
after  named  agree  as  follov/s: 

Article  1.  Scope  of  the  Work-Tne  Contractor  shall  furnish  all  of  the  materials 
and  perform  all  of  tne  work  shov/n  on  the  Dra,v/ings  and  described  in  tne  Specifi¬ 
cations  entitled 

the  erection  and  completion  of  a  pressed  brick  Fire  Station  to  be  knov/n  as  Fire 
Station  No.  11  to  be  erected  at  North  East  corner  of  Rudisill  Blvd.  and  Lafayette 
Street,  Fort  Wayne,  Ind. 

Prepared  by  Pohlmeyer  &  Pohlmeyer. 

acting  as  and  in  these  Contract  Documents  entitled  the  Architect;  and  shall  do 
everything  req_uired  b/  this  A  greement,  the  General  Conditions  of  the  Contract, 
the  Specifications  and  the  Drawings. 

Article  2.  Time  of  Completion  -  The  work  to  be  performed  under  this  Contract 
sha.ll  be  comm.enced,  18th  day  of  April,  1928.  and  shall  be  substantially  com¬ 
pleted  by  September  20th  ,  1928. 

If  additional  work  is  necessary  to  extend  the  foundations  to  a  greater  deptn 
than  req.uired  by  the  plans  and  specifications  or  otherwise,  sucn  additional  work 
shall  be  completed  according  tothe  written  instructions  of  tne  Architects  and 
Owner,  for  the  following  unit  prices: 

Excavation  $  1.35  per  cu.  yd. 

Concrete,  including  forms.  ^^13. 60 

Article  3  The  Contract  Sum.-  The  Ovmer  shall  pay  the  Contractor  for  the  per¬ 
formance  of  the  Contract,  subject  to  additions  and  deductions  provided  therein, 
in  current  funds  as  follows:  Fourteen  thousand  three  hundred  and  eighteen  dollars, 
$14318.00 

Where  the  quantities  originally  contemplated  are  so  changed  that  application  of 
the  agreed  unit  price  to  the  quantity  of  work  performed  is  shown  to  create  a 
hardship  to  the  Owner  or  tne  Contractor,  there  shall  be  an  equitable  adjustment 
of  the  Contract  to  prevent  such  hardship. 

Article  4.  Progress  Payments  -  The  Owner  shall  make  payments  on  account  of  the 
Contract  as  provided  therein,  as  follows; 

On  or  about  the  10th  day  of  each  month  85  percent  of  the  value,  based  on  the 
Contract  prices,  of  labor  and  materials  incorporated  in  tne  work  and  of  materials 
suitably  stored  at  the  sits  thereof  up  to  the  1st  day  of  that  month,  as  estimated 
by  the  Architect,  lesstne  aggregate  of  previous  payments;  and  upon  completion  of 
the  entire  work,  a  sum  sufficient  to  increase  the  total  payments  to  85  percent 
of  the  contract  price 

For  materials  suitably  stored  at  tne  site  70c/o  will  be  allowed  and  85g/o  for 
labor  and  material  incorporated  in  ,tne  womk. 

Article  5.  Acceptance  and  Final  Payment  -  Final  payment  shall  be  due  60  days  af¬ 
ter  substantial  completion  of  tne  work  provided  the  work  be  tnen  fully  completed 
and  tne  Contract  fully  performed. 

Upon  receipt  of  written  notice  tnat  tiie  work  is  ready  for  final  inspection  and 
acceptance,  the  Architect  shall  promptly  make  such  inspection,  and  when  he  finds 
tne  work  acceptable  under  tne  Contract  and  the  Contract  fully  performed  he  shall 
promptly  issue  a  final  cert  if icate , over  his  owb  signature,  stating  that  the  work 
provided  for  in  this  Contract  has  been  completed  and  is  accepted  by  him  under 
the  terms  and  conditions  thereof, and  that  the  entire  balance  found  to  be  due 
the  Contractor,  and  noted  in  said  final  certificate,  is  due  and  payable. 

Before  issuance  of  final  certificate  the  Contractor  shall  submit  evidence  satis¬ 
factory  to  the  Architect  that  all  payrolls,  material  bills,  and  otner  indebted¬ 
ness  connected  with  the  work  nave  been  paid. 

If  after  tne  work  has  been  substantially  completed,  full  completion  tnereof  is 
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materially  delayed  through  no  fault  of  the  Contractor,  and  tiie  Arcnitect  so 
certifies,  tne  Owier  shall,  upon  certificate  of  the  Architect,  and  witnout 
terminating  tne  Contract,  make  payment  of  ti.e  "balance  due  for  that  portion 
oi  tne  worK  fully  completed  and  accepted.  Such  payment  snail  "be  made  under 
the  terms  and  conditions  governing  final  pa’ 
constitute  a  waiver  of.  claims. 


Dayraents,  except  that  it  shall  not 


Article  6.  ihe _  Contract  Documents  -  The  General  Conditions  of  tne  Contract, 
the  bpecof ocations  and  the  Dravmngs,  together  witn  this  Agreement,  form  tne 
Contract,  and  they  are  as  fully  a  part  of  the  Contract  as  if  hereto  attached 
or  herein  repeated.  Tne  follov/ing  is  an  enumeration  of  tne  Specifications 
and  Drav/ings: 

S:,,ecif  ications ,  General  Contract,  Title  Page  to  Page  39  Inclusive, 
including  Addena  Sheet. 

Blue  Prints,  II  sheets. 

General  Conditions  Of  Tne  Contract. 

The  Drawings,  Specifications  and  the  General  Conditions  of  the  Con¬ 
tract,  which  are  the  forepart  of  the  Specifications  and  this  contract 
or  agreement  are  the  documents  forming  the  contract. 

Note  5  Slate  Roof  as  specified,  is  included  in  the  contract  price. 

Dire  and  Tornado,  Insurance  to  "be  carried  hy  the  Board  of  V/orks ,  City  of  Port 
Wayne,  Ind. 

IN  './ITNIjSS  IfflkREOP  the  parties  hereto  have  executed  this  Agreement,  the  day 
and  year  first  a"bove  ?/ritten. 

H.  Weigand  &  Son 

Contractor. 

By  Joseph  C.  Weigand 

Board  Of  .'/orksrWm.  Beck 


City  of  Port  V/ayn^’w'ilj  jam  3. _ O'Rourke 

Ind .  ^ 

Be  it  ordained  "by  the  Common  Council  of  the  City  of  Port  "'.Vayne,  Indiana. 

SECTION  1.  That  the  contract  entered  into  by  a.nd  betv/een  Ilenry  Jeigand  &  Sons 
of  Port  "Jayne,  Indiana,  and  tne  City  of  Port  'Jayne  by  and  tnrough  its  Board  of  Public 
Jorks  on  the  17th  day  of  April, 1928  for  tlie  erection  and  completion  of  a  pressed  brick 
Fire  Station  to  be  known  as  Pire  Station  No. 11,  as  more  fully  set  forth  in  tne  preamble 
hereto,  be  and  tne  same  is  hereby  in  all  things  approved  and  ratidied. 

SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  effect  on  a,nd  after 
its  passage  and  approval  by  the  Mayor. 

Jacob  M.  Stouder. 

Done  at  the  Council  Chamber  the  22nd  day  of  May,  1928,  City  of  Port  Wayne,  Indiana. 

'.VS  HEREBY  CERTIPY,  That  the  Common  Council  of  tne  City  of  Port  Jayne,  Indiana, 
at  a  regular  meeting,  held  on  the  22nd  day  of  May,  1928,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  atta,ched,  and  known  as 
GENERAL  ORDINANCE  NO.  1417. 


Ben.  ?.  Bennett 

President . 


Leonard  H.  Ellen?/ood, 
City  Clerk. 


Presented  to  the  Mayor  for  approva,!  on  the  29th  day  of  May,  1928. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this  29th  day  of  May,  1928. 


V/m.  C.  Geake, 


Mc.yor . 
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GElfflRAl  OnDIEAliCE  NO.  1418. 

M  ORNII^Al'TCa  AUTHORIZING  THE  BOARN  OF  PUBLIC  \70?JG3  TO  SELL  CERTAIN  USED  AUTO- 
MOBIIJilS  FROR  THE  WATER  WORK3  DEP/lRTIvIEKT. 

Be  it  ordained  by  the  CoKimon  Council  of  tbe  City  of  Fort  ./ayne,  Indiana: 

SECTION  No.l  THAT  THE  BOARD  OF  PUBLIC  VTORAS  BE  AND  IS  HEREBY  AUTHORIZED  TO  SELL 

fUTD  DISPOSE  OF  TWO  USED  FORD  AUTOliOBIUiS  FROM  TIE  WATER  WORiCS  DEPARTIliNT ,  I.IOTORS  ON  SAl-S 

BEING  NUTffiiRED  4664747  AND  6196894.. AS  THE  VALUE  OF  THESE  TWO  CARS  TO  BE  SOLD  IS  NOT  TO 

EXCEEED  $100.00,  j\ND  IN  VIEW  OF  THE'  AMOUNT  NOT  EXCEEDING  THAT  3UT,  SAID  CARS  ARE  TO  BE 

SOLD  V/ITHOUT  APPRAISEMENT. 

SECTION  NO.  2  THAT  THIS  ORDINANCE  BE  IN  FULL  FORCE  AND  EFI'RCT  ON  ALID  ARTER  ITS 
PASSAGE  AND  AIH’ROV/R  BY  ItlE  MAYOR. 

Edward  H.  Hunsaker. 

Done  at  the  Couhcil  Chamber  the  22nd  day  of  May,  1928,  City  of  Fort  Wayne,  Indiana. 

V.E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  22nd  day  of  May.  1928,  by  a  ma.jority  vote  of  all  members 
elect,  did  pa.ss  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINAlfCE  NO.  1418. 


Ben.  F.  Bennett 

President 


Leonard  H.  Eiienwood, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  May,  1928, 


Approved  this  .29th  day  of  May,  1928. 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


V/m.  C.  Geake, 
Mayor. 
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GEIIERAL  ORDINMIGE  HO.  1419. 

An  orainance  transferring  and  vesting  in  tne  Department  of  Rublic  Parks  of 
the  City  of  Port  Wayne,  Indiana,  River  Drive  (so-called)  which  lies  on  trie  east  hank  of 
tne  at,  Josepn  R:.ver  from  t;.e  north  line  of  State  Boulevard  to  the  south  line  of  Annie 
Avenue,  in  said  City,  to  he  converted  hy  the  Board  of  Park  Goinmi ssi oners  into  a  houle- 
va^-d,  v.ith  full  povrer  <^f  control  and  the  management  thereof. 

Section  1.  Be  it  ordained  hy  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  tnat  River  Drive  (so-called)  which  lies  on  the  east  hank  of  tlie  St.  Joseph 
River  from  the  north  line  of  State  Boulevard  to  the  south  line  of  Annie  Avenue,  he  and 
the  ssjne  is  hereby  placed  under  the  governm.ent,  management  and  control  of  tne  depart¬ 
ment  of  Public  Parks  of  said  city  for  the  purpose  and  with  tne  right  upon  the  part  of 
the  Board  of  Par-<  Commissioners  of  said  City  to  convert  the  same  into  a  boulevard;  and 
the  said  Board  of  Park  Commissioners  shall  have  full  power,  upon  the  acceptance  hy  it  of 
said  street  herein  described, ■ f or  the  purpose  aforesaid,  to  govern,  manage,  maintain, 
regulate  and  direct  the  public  use  thereof  as  a  boulevard,  and  to  subject  the  same  to 
its  rules  and  regulations;  subject,  however,  to  the  laws  of  the  state  a.nd  to  the  powers 
of  the  Common  Counci]  in  relation  thereto. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage,  approval  by  the  llayor  and  legal  publication. 


J.  M.  Stouder. 

Done  at  the  Council  Chamber  the  12th  day  of  June,  1928jGity  of ■  Fort oWayne ,  Indiana. 

V.E  REREBY  CERTIFY,  That  the  Common  Council  of  tue  City  of  Fort  Wayne,  Indiana, 
a.t  a  regular  meeting,  held  on  the  12th  day  of  June,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordina.nce  hereunto  attached,  and  lono-wn  as 
GSHERAl  ORDIHAHCE  Ho.  1419. 


Ben.  F.  Bennett  Leonard  H.  Ellenv/ood, 

President  City  Clerk. 

Presented  to  the  Llayor  for  approva.1  on  the  15th  day  of  June,  1928. 

Leonard  R.  Ellenv/ood, 
City  Clerk. 

Approved  this  15th  day  of  June,  .1928, 

V/m.  C.  Ceake, 

Llayor . 


GEMBRAl  OHDIKAIICE  ITO.  1420. 
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An  Ordinance  approving  a  contract  "between  the  Penns/lvs-nia  Railroad  Company  by 
and  through  its  attorneys  Leonard,  Rose  &:  Zollars  and  tiie  City  of  Eort  ./ayne ,  Indiana  by 
and  through  ijjs  Board  of  iublic  \'IoTks  for  tiie  construction,  use  and  maintenance  .  of  a 
single  traCiC  steam  railroad  of  standard  width,  together  with  al!  necessary  turn-outs  and 
connecting  sv/itches  over  and  across  Holman  Street. 

'i/hereas,  O''  tile  8th  day  of  Lay,  1928,  the  City  of  Port  Y/ayne  by  andthrough  its 
Board  of  rublic  .Vorks  entered  into  a  contract  with  tue  Pennsylvania  Railroad  Company  for 
the  contruction,  use  and  maintenance  of  a  single  track  stean  railroad  of  standard  width, 
together  with  all  necessary  turnouts  and  connecting  switcdes  over  and  across  Holman  Street 
in  the  City  of  Port  V/ayne,  whicn  contract  is  in  the  following  words  and  figures,  towit: 

THIS  AGRSELIAHT  made  and  entered  into  this  8th  day  of  Kay,  1928,  by  and  betv/een 
the  city  of  Port  V/ayne,  Indiana,  hereinafter  called  tne  City,  by  and  tnrougn  its  Board 
i-ablic  'forks  party  of  the  first  part,  and  tne  Pennsylvania  Railroad  Company,  operating 
the  Pittsburg,  Port  Wayne  and  Cnicago  Railway  Company,  nereinafter  called  tne  Company, 
party  ofsecond  part,  WITHESSETH ; 

^Aat  the  City  by  and  tnrough  its  Board  of  Public  Works  under  and  by  virtue 
thepowers  conferred  upon  it,  does  hereby,  subject  to  tne  conditions  herein  express¬ 
ed,  authorize  and  empov/er  said  Company,  its  successors  and  assigns,  from  and  after  the 
a,pproval  and  ratification  of  tnis  contract  by  an  ordinance  of  tne  Common  Council  of 
said  City,  to  construct,  use  and  maintain  a  single  track  steam  railroad  of  standard  wid- 
tn,  together  with  al._  necessary  turn-outs  and  connecting  switches  (not  switch  tracks) 
ver  and  across  the  following  street  and  alley:  -  Commencing  on  tne  south  line  of  Holman 

feet  and  six  inches  west  on  the  v/est  line  of  Clay  Street;  thence  north 

tSer(75  74  73rin  across  lots  numberdd  seventy-five,  seven-four  and  seventy- 

xnree  i7b-/4-73j  in^ Lewis'  Addition  t  the  city  of  Port  Wayne  to  tne  east  and  west  allev 

e tween  Holman  and  vontgomery  streets  in  accordance  with  tne  plat  attached  hereto  and  mide 

red  lin^rhereon  marked  and  indicated  by  tne 

ed  T  authorized  to  be  laid  and  maintained  is  to  be  us- 

ed  for  sv/itching  amd  moving  of  freight  trains  or  cars  to  and  from  industries  alono-  the  line 
of  said  alley  and  street  over  and  to  its  otherswi tones  and  main  lines  Se  L^ent  and  per! 
mission  herein  given  is  upon  tne  folloiiving  conditions: 

said  company  shall  not  be  elevated  above  the  grade  ofothe  street 
maintained  so  as  to  conform  wit^tue  fsiaSisher 
grade  of  such  street  and  alley  as  tney  snail  from  time  to  time  exist  and  in  such  a  w  ts 
not  to  be  an  unnecessary  impediment  to  the  ordinary  and  proper  use  thereof  by  wagons , ^carri - 

^  conform  with  tne  grade  of  tne  street  as  now  established  or  as  may  hereafter  be 

aaif  "“L  all  tli,es  to  be  taken  yp  and  relan^raarfeL^" 

^  successors  and  assigns,  at  its  own  expense  whenever  necessary  for  the  purpose 

f  regarding,  paying  and  repaving  such  street,  constructing  sevrers,  laying  or  repairing 
tJaeJ  a™??  or  otber  pipes  or  any  otner  public  improyementl.  In  cak  tne  falls  ifsSJf 

conform  witn  ti.e  grade  of  tne  street  or  alley  as  above  provided,  tue 
iublic  iVorks  snalu.  notify  tne  company  thereof  and  tne  company  shall  do  tne  necess- 
y  o  ^  and  make  such  tracks  conform  to  such  grade  v/ithin  thirty  (30)  days  from  the  time 

.  ®  °  Change  l[^sucn  track  and  make  such  improvement  and  charg^  the  cost  thereof  to 

sffnsfXfPfin  asslgnsCand  in  case  said  Companyf  Its  suofesSfff  aSd  L- 

f^dere^a  “"P”  yP=noe  witnin  tnirty  (30)  days  from  the  time  said  Boajtd  has 

aga'nst  said  Comf-ff  Lo  snail  have  tne  rignt  of  aotion  to  recover  said  account 

aga.nst  said  Company,  its  successors  and  assigns,  and  in  case  failure  to  pav  such  bill  nnH 

diUon  — jer  the  same,  the  said  City  shall  be  entit'd  to'^Scover  ad¬ 

dition  to  txie^cost  of  said  improvement  a  reasonable  attorney  fee. 

n  said  Sompany  shal]  pave  such  section  of  said  street  herein  authorized 

‘'--/“lo  ond  two  h)  feet  on  tne  outside  of  each  rail  afS  Sf  all 

necessary  to  restore  tne  paving  no.;  on  said  street,  said  pavement  to  be 

t-n  fin'l  •  bricx  acceptable  to  the  City  Engineer  graded  and  laid  on  not  less  than 

ten  (10)  inches  of  concrete  and  at  the  same  time  txie  track  is  laid  on  the  street  That 
oaid  Gompany  shall  repair  said  street  herein  authorized  to  be  occupied  in  the  manner  and 
at  such  times  as  txie  Board  of  Public  Works  of  tne  City  may  re^^uire^^  and  LS!  ITlh  TiLb 

Street  in  a  good  condition  or  repair  all  in  accordance  with 
plans  and  specifications  to  be  furnished  by  tne  Boardoof  x^ublic  Works. 

3-  Ho  car  or  cars  are  to  be  operated  upon  said  track  herein  authorized  to  be  laid 
and  maintained  between  tne  hours  of  Ten  o'clock  A.  M.  and  Two  o'clock  121^  iSd  be?weL  Se 
hours  of  Five  o'clock  and  Eight  O'clock  P.  M.  of  each  day.  Ho  cars  shall  derated  a? 

any  time  over  and  across  the  street  herein  designated  unless  one  of  tne  said  Company's  em¬ 
ployees  in  Charge  of  said  car  shall  proceed  said  car  to  notify  tne  publi  of  its  approach. 

roper  sign-boards  shall  be  erected  by  said  Company  at  said  street  stating  the  hours  in 
which  no  switching  will  be  done. 

^^-id  Company,  its  successors  and  assigns  shall  not  at  any  time  haul  or  allow 
to  be  hauled  to  exceeed  five  (5)  cars  over  and  along  any  part  of  tne  track  herein  authoriz¬ 
ed  to  be  laid  and  not  at  any  greater  speed  than  five  miles  per  hour;  and  shall  not  load  or 

unload  any  cars  upon  said  track  upon  said  street  and  shall  not  allow  cars,  loaded  or  unloq,d- 
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ed  to  stand  upon  said  street. 

5-  It  is  furtner  agreed  that  if  said  cor,.pany  fails  to  comply  and  conform  to 
any  of  the  provisions  of  section  two,  three  and  four  of  this  contract,  tne  consent,  per¬ 
mission  and  autnority  herein  granted  shall  at  once  terminate  and  said  company  snail  for¬ 
feit  all  rights  hereunder  and  shall  cause  tne  removal,  at  its  ov/n  expense  of  all  of  the 
tracks  that  may  be  laid  hereunder  and  place  said  street  in  as  good  and  safe  coi.dition 
for  travel  and  of  the  san’.e  material,  as  the  remainder  thereof  are. 

The  rignts,  privileges  and  franchises  hereby  and  nerein  given  and  granted 
shall  be  vested  in  tiie  xennsylvanis  Hailroad  Company,  its  successors  and  assigns  for  a 
period  of  twenty-five  (25)  years  from  tne  date  hereof. 

The  said  Company  further  agrees  and  binds  itself,  its  successors  and  assigns, 
to  keep  and  hold  said  City  free  and  harmless  from  all  liability  from  any  and  all  dams-ges 
that  may  accr^  e  to  any  person  or  persons  on  account  of  injury  to  their  person  or  property 
growing  out  of  tne  construction  and  maintainance  of  said  track,  or  from  ti-e  operation  of 
the  cars  thereon,  and  in  case  suit  shall  be  filled  against  said  City  on  account  thereof, 
said  Com.pany,  will  defend  said  suits  against  said  City  and  in  the  event  that  judgment 
is  obtained  against  the  City,  the  Company  its  successors  and  assigns,  shall  pay  such  sum 
together  with  all  costs  and  hold  the  City  harmless  tnerefrom;  said  company  reserves,  how¬ 
ever,  tne  rignt  to  contest  said  judgment  to  tlie  Court .  of  last  resort. 

It  is  furtner  agreed  and  understood  tuat  if  said  Company,  is tsuccessors  and 
assigns  does  not  occupy  said  street  nerein  designated  for  tne  purpose  nerein  provided 
Vv’ithin  tv/o  ^ears  after  tne  approval  of  tnis  contract  by  tne  Common  Council,  then  and  in 
tnat  case  said  Company,  its  successors  and  assigns,  snail  forfeit  all  rights  and  privi¬ 
leges  nerein  granted,  rpovided,  nov/ever,  tnat  if  said  Company  snail  be  pre vented(^f rom 
taking  possession  of  said  street/ v/i thin  tne  line  herein  stipulated  by  reason  of  a 
judment  by  order  of  any  Court,  then  and  in  tnat  event  said  Board  of  Public  Works  may 
grant  a  reasonable  extension  of  time. 

•iTITilEiSS  OUR  HABUS  and  3EALA  this  8th  day  of  May,  1928. 

CITY  OF  PORT  WAYBE 
By  Wm.  Beck 
Tom  Snook 

William  3.  O’Rourke 
Board  of  Public  Works. 


Attest:  Agatha  E.  Biek 

Clerk  i^BBSYLVABIA  RAIl.ROAD  COilPABY. 

By  Leanora  Rose  Ranors. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  "Wayne,  Indiana. 


SECTION  1.  That  tne  contract  heretofore  entered  into  by  and  between  the  City 


of  Port  Wayne,  Indiana  and  tne  Pennsylvania  Railroad  Company  as  fully  set  fortn  in  the 


preamble  hereto  be  and  tne  same  is  nereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 


passage  and  approval  by  the  Mayor. 


Chester  Hinton. 

Bone  at  tne  Council  Chamber  the  12th  day  of  June,  1928.  City  of  Port  'Wayne,  Indiana. 

ViE  HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 

at  a  regular  meeting  held  on  tne  12th  day  of  June,  1928,  by  a  majority  vote  of  all  mem¬ 

bers  elect,  did  pass  tne  ordinance  nereunto  attached,  and  known  as 
GENERAL  ORBINANCE  No.  1420. 


Ben.  P.  Bennett  Leonard  H.  Ellenwood, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  15th  day  of  June,  1928. 

Leonard  H.  Ellenwood, 
City  Clerk. 

Approved  tnis  15tn  day  of  June  1928, 

V/m.  C.  Geake, 

Mayor . 


GEl^R/iL  ORDIEAECE  NO.  1421. 


An  Ordinance  approving  a  contract  between  tne  City  of  Port  V/ayne  by  and  through 
its  Board  of  fufelic  </orlcs  and  John  hehner,  Inc.  for  tne  dredging  and  grading  of  tne  channel 
and  banks  of  the  nt,  Mary’s  River,  Liaumee  River  and  tne  3t.  Joe  River  in  tne  City  of  fort 
^i^ayne ,  Indiana. 

V/hereas  tne  City  of  Fort  '//ayne  by  and  through  its  Board  of  Public  .i^orks  entered 
into  a  certain  contract  on  the  _  day  of  May, 1928.  v/ith  John  Dehner,  Inc.,  for  the  fur¬ 

nishing  of  all  labor  material,  tools  and  equipment  and  the  performance  of  all  v/ork  nec¬ 
essary  to  the  dredging  and  grading  of  tne  cnannel  and  banks  of  tne  3t.  Mary’s  River,  Mau¬ 
mee  River  and  tne  St.  Joe  River  in  the  City  of  Fort  Wayne,  Indiana,  which  contract  is  in 
the  following  words  and  figures,  to-v/it: 


AGREEMENT 

,,  AGREEMENT  made  and  entered  into  this  21st  day  of  May,  1928.  by  and  betv/een 

tI  through  its  Board  of  Public  Works,  as  first  party,  and 

John  hehner,  Inc.  a  corporation  organized  and  operating  under  the  laws  of  tne  State  of 
Indiana,  as  second  party,  hereinafter  designated  tne  contractor. 

tsITNESSSTH,  That  the  said  second  party  in  consideration  of  agreements  herein¬ 
after  contained  agrees  to  furnish  all  labor,  materials,  tools  and  equipment  and  to  per- 
lorm  all  v/or_<  necessary  to  the  dredging  and  grading  of  tne  channel  and  banks  of  tne  St. 

Mary  s  River,  Maumee  River  and  St.  Joe  River  in  the  City  of  Fort  Wayne,  from  the  east  line 
p  1  Avenue  to  the  South  line  of  Main  Street  as  defined  by  the  south  line  of  the 

olumbia  Avenue  or  Lake-side  bridge  in  accordance  with  plans,  profiles,  cross-sections  and 

office  of  the  Board  of  Public  Works  of  tae  City  of  Fort  Wayne, 
by  reference  is  hereby  made  a  vital  and  integral  part  of  this  agreem.ent  as  fullly  and 
o.pletely  as  if  herein  written,  and  also  in  accordance  with  stakes  f. or  line  and  grade 
to  be  set  by  and  in  accordance  with  directions  to  be  given  by  A.  K.  Kofer,  Civil  Engineer 
employed  by  said  first  party  or  his  duly  authorized  assistants,  ’ 

The  contractor  furtiier  agrees  to  begin  tne  performance  of  work  nerein  contemnlat- 
prosecute  said  work  with  reasonable  speed  and  diligence  continuously  until  com¬ 
pleted,  and  agrees  further  that  he  will  complete  all  of  tne  work  contemplated  by  this  agree 
orLrs't^t  f  sixteentn  Usth)  day  of  November  1928,  unless  prevented  by  specific 

acts  of  Prnvi by  tne  said  first  party  or  its  engineer,  or  unless  prevented  by 
acts  of  rrovidence,  or  unfavorable  conditions  of  weatner,  in  any  of  which  event  an  exten 

delay  snail  be  granted’far  each  and  evlrr^S^  S  dSa^ 
due  in  the  opinion  of  tne  -Engineer  to  any  such  excepted  causes.  ^ 

foregoing  covenants  and  agreements  on  tne  part  of  tne 
contractor,  tne  first  party  agrees  to,  and  hereby  binds  itself  to  pay  to  tne  contractor 

refe?red''Jr”a°Lm''errr"r  T?  profiles  and  specifications  above 

el  erred  to  ,a  gum  equivalent  to  tne  total  number  of  cubic  yards  of  earthi  removed  frnm  th,» 

ne:r'Ll"?io?iefbftr'^  f  f estima?ef Ind  de\%™in"eT^f sL^engi- 

hoc  been  parent  wiien  one-fourtn  of  tne  total  estimated  quantity  of  dred^-ing 

has  been  completed  satisfactorily  as  shall  be  determined  by  tne  aforesaid  Lgineerr 

h..  ii.cn  n  payrient  wnen  one-half  of  tne  t„tal  estimated  quantity  of  dredging 

as  snail  be  determined  by  tne  aforesaid  engineer, 
iri?  nas  +  ^  tnree-fourtns  of  tne  total  estimated  quantity  of  dredg- 

(41  satisfactorily  as  shall  be  determined  by  tne  aforesaid  engineer? 

J^inal  payment  and  estimate  to  be  made  wiien  tne  entire  work  nas  been  complet- 

.iD-htir  ™^pRR»  J^owever,  tnat  no  partial  payment  shall  be  made  tnat  snail  exceed 
est?m^trnf-°^"  of  tne  value  of  tne  work  completed  in  accordance  witn  tne  engineer's 
estimate  of  quantity  at  t.^e  rate  contained  in  the  proposal  of  said  contractor  t^ce  remain 

ing  twenty  per  cent  of  each  of  tne  partial  payments  snail  accumulate  anrshali  ^e  paid 
at  tne  date  of  final  settlement.  oe  paia 


.  +  .  furtner  agreed  tnat  the  acceptance  of  tne  work  provided  for  in  thi  c.  .nn 

tract  of  payment  tnerefor  snail  not  constitute  a  waiver  on  tne  part  of  tne  City  of  any  of 
e  p  ovisions  of  contract,  plans  and  specifications  nor  shall  it  release  said  second^partv 
surety  upon  the  bond  for  the  faithful  performance  or  guaranty  tiiereof  nor  snail  tne 
iinal  acceptance  of  the  work  be 


prima  facie  evidence  of  the cperf ormance 


of  any  of  the  pro- 


visions  of  this  contract  except  to  tne  extent  of  entitling  said  second  party  to  re¬ 
ceive  the  orices  tnerefor. 

.  contractor  agrees  to  pay  any  and  all  moneys  due  to  any  sub-contractor, 

material  man  or  laborer  on  said  v/ork  and  the  contractor  and  tne  surety  on  its  liabil¬ 
ity  bond  snail  be  jointly  and  severally  liable  on  such  bond  to  such  sub-contractor, 
material  man  and  laborer  for  any  moneys  due  or  becoming  due  to  them,  or  either  of  them, 
ne  card  reserves  tne  rignt  in  event  any  lien  or  claim  is  filed  or  tnat  any  work  or 

unpaid  for,  to  hold  from  any  sum  due  and  ov/ing  second  party  a  sum 
sufficient  to  pay  any  and  all  sucn  liens  and  claims.  The  Board  is  to  nave  power  to 
rel use  payments  to  t  e  contractor  until  it  nas  been  satisfactorily  assured  tnat  all 
sucn  liens  and  claims  nave  been  paid  and  tnat  all  sub-contractors,  material  men  and 
laborers  have  been  fully  paid  for  materials  furnished  or  labor  perform.ed.  Tne  decision 
ol  tne  Board  as  to  tne  sufficiency  of  tne  proof  offered  is  to  be  final  and  binding. 

It  is  further  agreed  by  said  contractor  tnat  ne  will  take  out  and  secure  ii.- 
surance  under  tne  laws  of  the  State  of  Indiana  insuring  the  payment  of  compensation 
to  any  of  its  v/orkmen  v/ho  may  be  injured  in  tne  performance  of  tne  work  contemplated 
by  tnis  agreement  and  who  may  become  entitled  to  the  payment  of  compensation  under  tne 
laws  o.  tne  otate  of  Indiana  in  such  a  way  as  to  fu] ly  protect  and  aave  tne  first 
party  narm.less  from  any  liability  under  tne  lav/s  of  tne  State  of  Indiana  for  tne  pay- 
m^nu  of  worKmen  s  compensation  to  any  employee  of  tne  Contractor  wno  may  be  so  injured 
during  tne  progress  of  said  work;  and  shall  give  to  said  first  party  a  Public  Liability 
Bond,  agreeing  to  indemnify  the  first  party  against  any  loss,  damage,  cost  or  expense 
by  reason  of  any  claim  for  damage  tnat  may  be  made  by  anyone  against  tne  first  party 
aris.-ng  of  any  act  of  negligence  on  the  part  of  tne  contractor  or  its  employees  dur¬ 
ing  tne  progress  of  sucn  v.'ork,  and  will  further  furnish  to  tne  first  party  a  bond  in 
the  sum  of  thirty  thousand  dollars  (^30,000.00)  conditioned  for  the  faithful  perform¬ 
ance  of  this  contract  on  ti.e  part  of  the  contractor. 

It  is  furthermore  mutually  agreed  by  the  parties  hereto  that  sa.id  contractor 
s  all  furnish  all ^ materials ,  tools,  labor  and  equipment  and  perform  all  the  work  here¬ 
in  contemp_ated  without  rega,rd  to  the  stage  of  tne  v/ater  in  said  rivers,  and  with  the 
rollers  in  the  Laumee  Dam  either  raised  or  lowered;  provided,  however,  that  said  con¬ 
tractor  may  construct  and  maintain  in  the  channel  of  tne  -t.  Marty's  River  a  temporary 
^am  and  structure  to  create  a  head  of  water  in  the  condenser  intake  in  said  river  lead¬ 
ing  tp  the  ^./ity  Light  &  Power  x^lant,  as  may  be  suitable  and  necessary  for  the  effecient 
operation  of  said  plant,  to  tne  approval  and  satisfaction  of  the  Board  of  iublic  .Vorks 
of^said  City.  The  construction  and  maintenance  of  such  dam,  and  tne  removal  therefrom 
a± uer  the  completion  of  tne  work,  shall  be  entirely  at  contractor's  cost,  and  said  con¬ 
tractor  shall  when  the  v/ork  Herein  contemplated  is  completed  remove  sucn  temporary  dam 
and  reave  tne  cnannel  of  said  3t.  Mary's  River  in  tne  same  condition  as  it  was  prior 
to  the  placing  of  such  temporary  structure  therein  a.nd  the  construction,  maintenance 
and  removal  of  sucn  tempora.ry  structure  shall  be  considered  a  part  of  the  work  Herein 
contem.plated ,  if  such  contractor  choses  to  construct,  maintairj  and  remove  tne  same  un¬ 
der  this  contract.  If  and  when  such  dam  is  so  constructed  and  maintained,  first  party 
is  to  raise  tne  rollers  of  said  Maumee  Dam. 

It  is  further  agreed  tnat  the  Contractor  v/ill  clea.r  the  entire  premises  in 
v/hich  the  dredging  is  to  oe  done  of  all  shrubs  rubbish  and  obstruction  as  may  be  direct¬ 
ed  by  tne  engineer,  to  enable  the  engineer  to  obtain  accurate  levels  over  the  entire 
area  previous  to  tne  beginning  of  dredging  operations  and  that  such  levels  shall  be 
mutually  accepted  as  final  in  the  determination  by  the  engineer  of  the  quantities  of 
earth  removed  and  transported. 

In  ./itness  Jl^hereof  the  parties  have  hereunto  set  their  hands  and  seals  the 
day  and  year  first  above  written. 

CITY  OP  PORT  WAYMk. 

By  V/m.  Beck. 

Tom  Snook 

Y/illiam  3.  0  '_R ourke 

Board  of  Public  v/orks 
iMrst  Party. 

JOHN  DBHKKR,  INC. 

By  John  Dehner,  Sec.  Treas . 

Second  Party. 

THIS  AGRk.-.,MSlIT ,  Made  and  entered  into  this  PPnd  day  of  May  1926,  by  and  be-, 
tv/een  John  Dehner,  Inc.  &  Union  Indemnity  Co. 

The^County  of  Allen  and  State ^of  Indiana,  party  of  tne  first  part,  and  tiie  City  of 
i’ort  Jayne,  County  of  Allen,  State  of  Indiana,  by  and  through  its  Board  of  Public 
.'/orts,  party  of  tne  second  part,  under  and  by  virtue  of  an  Act  of  t.^e  General  Assem¬ 
bly  of  tne  State  of  Indiana,  entitled  "/n  act  concerning  municipal  corporations,"  an- 
proved  Marchs, 1905,  and  tne  provisions  of  all  acts  amendatory  thereto  and  supplemental 
t.aereof . 

UITilSSSBTH,  Tnat  tne  party  of  tne  first  part  covenants  and  agrees  to  complete 
the  work  according  to  t..e  specifications  attached  to  and  made  a  part  of  tnis  bond." 

Tne  said  party  of  tne  first  part  expressly  agrees  to  make  tne  irnprovemerts 
herein  specified  in  strict  accordance  witn  tne  plans,  profiles  and  specifications  and 

bids  for  work  herein  specifed  are  hereby  mhhe  a  part  of  this  contract  as  fully  and  ef- 


fectually  as  if  herein  set  out  in  full. 

The  said,  party  of  tne  first  part  further  agrees  to  do  and  perforin  all  of 
said  work  to  the  entire  satisfaction  of  the  Board  of  Public  •■'orks  and  to  complete  tne 
same  by  the  P2day  of  l.Iay,  1928.  To  each  oftthe  conditions  and  stipulations  of  this  con¬ 
tract  the  undersigned  bind  themselves,  their  successors  and  assigns. 

IF  V/ITlTflSS  tfHdIiEOF  V/e ,  the  foregoing  named  parties  hereunto  set  our  nands  this 
22nd  day  of  Llay,  1928. 


J ohn  Pehner,  Inc . 

By  John  Pehner,  Sec.  Treas. 


Contractor,  party  of  tne  first  part. 

Tnis  contract  approved  by  us  this  _  day  of  _ _ _ 192 _ . 

'vm.Beck  Board  of  Public  Works 


Tom  Snook  T 

William  _S  .  O’Rourke _ J 


Party  of  the  Second  part 


Mayor. 


LIABILITY  BOLT). 

KLIOW  ALL  MEN  BY  THESE  PRESENTS,  That  we  John  Dehner,  Inc.  a.3  principal 
and  Union  Indemnity  Company  as  surety,  are  held  and  firmly  bound  to  the  City  of  Port 
’■ayne,  Indiana  in  tne  sum  of  Thirty  Thousand  and  OO/lOO  (§  ) 

for  the  payment  of  which  well  and  truly  to  be  made  we  jointly  and  severally  bind  our¬ 
selves,  our  heirs,  executors,  a.iministrators  and  assigns  firmly  by  tnese  presents. 

The  conditions  of  the  above  obligations  are  such,  that  if  tne  above  named  ty 
of  tne  first  part  snail  faithfylly  comply  with  the  foegoing  contract  made  and  entered  in¬ 
to  tne  2*nd  day  of  May,  1928.  with  the  City  of  Port  V/ayne,  Indiana,  and  shall  faithfully 
fulfill  all  the  condition  and  stipulations  therein  contained,  according  to  tne  true  in¬ 
tent  and  meaning  tnereof  in  all  respects,  then  this  obligation  to  be  void,  otherwise  to 
be  and  remain  in  full  force  and  virtue  in  law  and  in  the  event  tne  said  City  shall  extend 
the  time  for  the  completion  of  said  work,  such  extension  shall  not  in  any  way  release  tne 
sureties  on  this  bond. 


WITNESS  our  hands  and  seals  this  22nd  day  of  May,  1928. 

John  Dehner , 

John  Dehner, 

Union  Indemni 


Inc ( SEAL ) 

Sec  .Treas  .  (SiLAL ) 
t  y  G  ompan  y . 


Approved  this  22nd  day  of  May,  1928. 

Wm .  Beck 
Tom  Snook 

William  S. _ 0_' Rourke 

Board  of  Public  "Works. 

Be  it  ordained  by  the  Common  Council  of 

SECTION  1.  That  the  contract  heretofore 

May,  1928  by  and  between  the  City  of  Port  Wayne, 

i'Ublic  Works  and  John  Dehner,  Inc.  as  more  fully 

and  tne  same  is  hereby  in  all  things  ratified  and 


By  Attorney-in-fact 


the  City  of  Fort  'Wayne,  Indiana; 

entered  into  on  the _ _ day  of 

Indiana,  by  and  through  its  Board  of 
set  forth  in  the  preamble  hereto,  be 
approved . 


SECTION  That  thos  ordinance  be  in  full  force  and  effect  on  and  aftei’  its  pass¬ 


age  and  approval  by  the  Mayor. 


Done  at  the  Council  Chamber  the  12th  day  June,  1928, 
m  HEREBY  CERTIFY,  That  the  Common  Council 
at  a  regular  meeting,  held  on  the  12th  day  of  Juse, 
bers  elect,  did  pass  tne  ordinance  hereunto  attached 


J.  M.  Stouder. 

Coty  of  Fort  Wayne,  Indiana, 
of  the  City  of  Port  Wayne,  Indiana, 

1928,  by  a  majority  vote  of  all  mem- 
,  and  known  as 


GENERAL  ORDINANCE  No. 14 21. 


Ben.  P.  Bennett 

President 

Presented  to  the  Mayor  for  approval 


Leonard  H.  Ellenwood, 
City  Clerk. 

on  tne  15tn  day  of  June,  1928. 


Approved  this  15th  day  of  June,  1928. 


Leonard  H.  Ellenv^ood, 
City  Clerk. 


V/n.  C.  Geake, 


Mayor . 


GENERAL  ORDINAITGS  E'O 


M  ORDINANCE  autnorizing  tne  Eorrov/ing  of  one  hundred  tnousand  dollars  (§100,  w, 
000. OO)  and  the  issue  and  sale  of  honds  therefor,  for  tne  purpose  of  providing  funds 
for  tne  payment  of  the  necessar  expense  in  connection  witn  tne  separation  of  street  grade 
crossings  with  steam  railroads  in  tne  City  of  Fort  vVayne ,  Indiana  and  appropriating  to 
tne  Tracic  Elevation  Fund  the  some  heing  Item  501,  under  the  direction  of  tne  Board  of 
i-uhlic  ./orks  therefor,  the  funds  derived  from  tne  sale  thereof. 

Be  it  ordained  By  the  Common  Council  of  tne  City  of  Fort  vVayne ,  Indiana. 

SECTION  1  That  the  City  of  Port  Wayne  Be  and  is  nereBy  authorized  to  Borrov/ 
one  hundred  thousand  dollars  (§100,000.00)  and  issue  and  sell  Bonds  of  said  City  for  the 
purpose  of  providing  funds  for  tne  payment  of  the  necessary  expense  in  tne  separation 
of  street  grade  crossing  with  steam  railroads  in  tne  City  of  Fort  Wayne,  Indiana. 

SECTION  2  That  in  order  to  procure  aaid  loan  of  money,  the  Bonds  of  said 
City^of  Port  Wayne,  Be  issued  from  time  to  time  in  such  amounts  as  in  tne  discretion  of 
the  Controller  of  said  City  city  shall  Be  found  necessary  for  tne  purpose  herein  pro¬ 
vided,  and  in  the  manner  hereinafter  provided.  Said  Bonds  snail  Be  dated  as  of  the  date 
i^sue,  in  denominations  of  Five  Hundred  Dollars  (§500. OO)  or  One  Tnousand  Dol¬ 
lars  (§1,000.00)  as  such  Controller  snail  deem  Best,  v/ith  interest  tnereon  at  the  rate 
of  not  to  exceed  four  and  one-half  percent  (4-^c/6)  per  annum,  payable  semia,nnually ,  and 
evidenced  By  a  coupon  for  such  interest  for  each  six  months,  and  said  interest  coupons 
shall  Bear  t.vs  litnograpned  facsimile  signature  of  tne  Mayor  and  Controller  of  tne  City 
of  Port  Wayne,  wnich  shall  for  all  purposes  Be  taken  and  deemed  to  Be  equivalent  to  a 
manual  signing  thereof.  Said  Bonds  shall  Be  signed  By  the  Mayor  and  Controller  of  said 
city  and  attested  By  the  City  Clerk  of  said  city,  and  the  seal  of  said  city  attacned 
thereto,  and  to  Be  designated  as  Series  R-R,  and  numbered  consecutively.  Beginning  with 
No.  1,  and  to  Be  known  as  Track  Elevation  Imorovement  Bonds.  Each  of  said  Bonds  shall 
Be  issued  for  a  period  not  to  exceed  ten  years  and  each  allotment  so  issued  sha] 1  Be  in 
series  so  that  at  least  one-tentn  in  principal  of  each  allotment  issued  shall  Be  paid 
and  retired  annually  until  tne  total  issue  shall  have  Been  retired.  The  bonds  shall  not 
Be  registered  in  the  name  of  tne  purchaser  or  any  subsequent  purchaser  thereof.  But  the 
City  Controller  at  the  time  of  issuing  said  Bonds  shall  register  tne  same  in  a  Book  kept 
for  that  purpose,  giving  the  number  thereof,  tne  date  of  the  issue  and  tne  date  of  matur¬ 
ities,  rate  of  interest,  and  time  and  place  where  the  same  shall  Be  payable. 

SECTION  3.  Said  Bonds  shall  Be  substantially  in  the  following  form,  all  Blanks 
for  nuTibers  and  dates  Being  completely  filled  in  so  as  to  make  a  complete  Bond  Before 
tne  issuance  thereof. 


UNITED  STATES  OF  A1,IERICA 
ALLCN  COUNTY  INDIANA 


Issue  No. 


CITY  OP  PORT  WAYlOi]  TRACK  ELEVATION 
IILPROVEMENT  BONDS 


Series  R-R 

For  value  received,  the  City  of  Fort  Wayne,  Allen  County,  State  of  Indiana, 
hereby  promises  to  pay  to  the  bearer  hereof 

_ DOLLARS. 

in  lawful  money  of  the  United  States  of  America  on  tne  _  day  of _ ,  19 _ 

with  interest  tnereon  at  the  rate  of _ per  cent  per  annum,  payable  on  the _ 

day  of _ ,  19 _ ,  and  thereafter  semi-annually  on  the _ day  of  June  and 

December  in  each  year  until  paid,  upon  the  surrender  and  cancellation  of  the  proper  cou¬ 
pons  hereto  attached. 


Both  interest  and  principal  of  this  Bond  are  payable  at 

Bank  of  Port  Wayne,  Indiana,  in  the 


City  of  Port  Wayne,  Indiana. 

This  Bond  is  one  of  a  total  issue  of _ Bonds  of _ Dollars 

(§ _ )  each,  numbered  from  One  to _ ,  Both  inclusive,  issued  in  pursuance 

to  an  ordinance  duly  and  legally  adopted  By  the  Common  Council  of  the  City  of  Fort  Wayne 

on  the _ day  of _ ,  19 _ ,  authorizing  the  issue  and  sale  of  said 

Bonds,  and  in  strict  conformity  with  and  in  tne  exercise  of  the  powers  granted  to  said 
City  of  Port  Wayne  under  an  Act  of  the  General  Assembly  of  the  State  of  Indiana,  entitled 
"An  Act  Concerning  Municipal  Corporations",  approved  March  6,  1905,  and  all  acts  amenda¬ 
tory  thereof  and  supplemental  thereto  for  tne  purpose  of  providing  funds  for  the  separat¬ 
ion  of  street  grade  crossings  with  steam  railroads  in  the  City  of  Port  Wayne,  Indiana. 


It  is  hereby  certified  that  all  things  and  acts  required  By  tne  laws  ofi  the 
State  of  Indiana  and  By  ordinance  and  corporate  action  of  t.  e  City  of  Port  V/ayne  and  the 


Common  Council  thereof , pursuant  to  the  issue  of  this  Bond  have  happened  and  have  Been  duly 


2H7 


done  and  performed  in  tde  manner  provided  "by  lav/  in  and  about  tne  authorization,  prepara¬ 
tion,  issue  and  complete  execution  of  tnis  bond;  and  it  is  certified  that  this  bond  and 
said  total  issue  of  bonds  is  within  every  limit  of  debt  prescribed  by  tne  constitution 
and  laws  of  the  State  of  Indiana,  and  to  the  prompt  payment  of  trie  principal  and  interest 
of  this  bond  and  said  total  issue  of  bonds  v/hen  the  same  shall  become  due,  the  full  faith 
and  credit  of  said  City  of  iTort  v7ayne ,  toge  trier  with  all  the  taxable  property  thereof, both 
real  and  personal,  are  irrevocably  pledged. 

IN  Y/ITltiCSS  brlBREOF  ,  trie  Common  Council  of  the  City  of  Fort  './ayne  ^as  caused 
tiiis  bond  to  be  signed  by  the  Mayor  and  the  City  of  Controller  of  trie  City  of  Fort  V/ayne , 
and  attested  by  tneCity  Clerk  thereof,  and  the  corporate  seal  of  said  City  to  be  here¬ 
unto  affixed,  this _ day  of  _ _ ,  192^ 


liayor  of  the  City  of  Fort  V/ayne. 


ATTFST: 


Controller  of  the  City  of  Fort  ¥ayne . 


City  Clerk. 

Said  coupons  shall  be  substantially  in  the  following  form,  all  blanks  for  num¬ 
bers  and  dates  being  completely  filled  in  so  as  to  make  a  complete  coupon  before  the 
issuance  thereof. 

No ._ _  _  4 _ 

On  the  _ day  of  _ 19 _ Fort  V/ayne,  Allen  County,  Indiana,  will  pay 

to  tne  bearer  at  the  Office  of  the  Treasurer  of  tne  City  of  Fort  V/ayne,  Indiana,  in  the 
City  of  Fort  V/ayne,  Indiana,  the  sum  of _ Dollars,  the  same  being  the  in¬ 
terest  due  on  its  Track  Flevation  Improvement  Bond,  bearing  date  of _  ,19 


Mayor  of  the  City  of  Fort  V/ayne. 


Controller  of  the  City  of  Fort  '.Vajrne . 

SECTION  4.  The  City  Controller  shall  manage  and  supervise  the  preparation,  ad¬ 
vertisement,  negotiation  and  sale  of  said  bonds,  suDject  to  the  terms  of  this  ordinance, 
which  sale  shall  be  by  sealed  bids  for  all  of  said  bonds  or  parcels  or  allotments  there¬ 
of,  to  the  highest  and  best  bidder  for  cash  after  three  weeks'  notice  of  the  time  and 
and  place  of  said  sale  shall  have  been  given  one  time  each  week  for  three  v/eeks  in  two 
newspapers  representing  opposite  political  parties,  published  in  the  English  language  in 
the  City  of  Fort  v’/ayne ,  Indiana.  Such  notice  shall  describe  said  bonds  v/ith  such  minute¬ 
ness  and  particularity  as  tlie  City  Controller  may  see  fit,  and  shall  set  forth  the  amount 
of  the  bonds  to  be  sold,  and  the  rate  of  interest  they  will  bear,  and  that  tnebidder  may 
bid  for  all  or  any  part  of  said  bonds,  and  the  date  of  opening  bids  or  proposals  there¬ 
for,  and  tne  City  Controller  shall  have  the  right  to  reject  any  and  all  bids.  Each  and 
every  bid  and  proposal  shall  be  presented  to  the  City  Controller  sealed,  and  shall  be 
accompanied  by  duly  certified  check  upon  some  responsible  bank  in  the  City  of  Fort  V/ayne, 
Indiana,  payable  to  ti.e  order  of  the  City  Treasurer  of  tne  City  of  Port  #ayne  ,  Indiana, 
in  a  sum  epual  to  two  and  on-half  per  cept  ( B^c/o )  of  the  face  value  bid,  and  the  City 
Controller  shall  av/ard  said  bonds  as  he  shall  see  fit,  in  whole  or  any  part  thereof,  to 
the  highest  and  best  bidder  thereof,  but  said. City  Controller  shall  have  the  right  to 
reject  any  bids  or  proposals  or  any  part  thereof,  and  shallhave  the  right  to  accent  a 
ijart  of  any  bid  or  to  award  on  any  bid  the  whole  or  less  number  of  tne  bonds  covered  by 
such  bid,  or  he  may  in  his  judgment  and  discretion  award  a  part  of  said  bonds  to  one  bid¬ 
der  and  part  to  another,  and  these  provisions  shall  apply  in  the  case  of  reoffering  and 
readvertising  said  bonds  in  case  no  bids  are  received  and  in  case  any  bids  for  said  bonds 
or  any  part  thereof  are  rejected. 

SECTION  5.  Delivery  of  any  bonds  sold  by  said  Controller  shall  be  made  at  the 
office  of  the  City  Treasurer  of  the  City  of  Fort  Wayne  upon  the  payment  to  tne  City 
Treasurer  of  the  full  purchase  price  and  bid  for  said  bonds  as  certified  to  said  City 
Treasurer  by  said  Controller,  and  in  the  event  that  said  bidder  fails  or  refuses  to  pay 
for  said  bonds  within  ten  days  after  said  sale,  the  same  shall  be  treated  as  a  breach  of 
contract  of  his  bid  or  proposal  on  account  of  which  tne  deposit  made  by  said  bidder  here¬ 
in  provided  shall  become  the  property  of  trie  said  City  as  and  for  its  damages. 

SECTION  6.  When  said  bonds  shall  have  been  signed  as  herein  provided  and  paid 
for  by  said  purchaser  and  delivered  to  tne  purchaser  thereof,  the  same  shall  be  and  con¬ 
stitute  tne  binding  obligations  of  tne  City  of  Fort  Wayne  according  to  the  tenor  and  ef¬ 
fect  thereof. 

SiiiCilON  7.  The  proceeds  derived  from  tne  sale  of  said  bonds  as  herein  a'n.thoriz  — 
ed  shall  be  and  are  hereby  appropriated  to  the  Track  Elevation  Improvement  Fund,  the  same 
being  Item  501  under  theDirection  of  the  Board  of  Public  Works  for  the  sole  use  of  said 
Board  for  tne  payment  of  the  expense  in  and  about  tnei^sep^atioi/ of  street  grade  cross¬ 
ings  with  steam  railroads  in  theCity  of  Fort  Wayne  ,J  IndTaHa/pTFrcluding  the  expense  with 
the  issue  and  sale  of  said  bonds,  and  said  proceeds  shall  be  kept  in  a  separate  fund  by  the 
City  Treasurer  and  paid  out  only  on  warrants  drawn  upon  said  fund  by  the  City  Controller 
for  no  other  purposes  than  those  herein  set  out,  upon  vouchers  of  the  Board  of  Public  Works 
of  the  City  of  Fort  Wayne,  Indiana,  and  said  fund  shall  not  be  used  for  any  other  or  dif¬ 
ferent  purpose. 


i+o  o  SEGTIOIT  8.  This  ordinance  shall  he  in  full  force  and  effect  from  and  after 
Its  passage  and  approval  hy  the  Mayor  of  the  City  of  Port  V/ayne , 

Harry  M.  McMillen. 

Done  at  the  Council  Chamber  the  12th  day  of  June.  1928,  City  of  Fort  Wayne,  Indiana. 

..1,  HESilBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Bayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  12th  day  of  June,  1928.  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEllBRAL  ORDIHAHGB  MQ.  1422 


Ben.  P.  Bennett 

President 


Leonard  II. ■  Ellenv/ood, 
City  Clerk 


Presented  to  the  Mayor  for  approval  on  tne  15th  day  of  June,  1928, 


Leonard  H.  Ellenwood, 
City  Clerk. 


Wm.  C.  Geake, 

Mayor.  ' 


Approved  this  15th  day  of  June,  1928. 


GENERAL  ORDINANCE  NO  1423. 


An  Ordinance  ratifying  and  approving  a  contract  between  tne  City  of  Fort  V/ayne 
by  and  through  its  Board  of  Public  iVorks  andtne  Pennsylvania  Railroad  Company  by  and 
through  F.  Y.  Hamilton,  its  Vice-President  for  the  separation  of  a  Street  Grade  Cross¬ 
ing  at  Anthony  Boulevard  with  the  Tracks  of  the  Pennsylvania  Railroad  Company. 

'.■here as,  on  tne  21st  day  of  I.lay,  1928,  tne  City  of  Fort  ./ayne,  by  and  tnrough 
its  Ilayor  and  Board  of  Public  V/orks  entered  into  a  certain  contract  witn  the  Pennsyl¬ 
vania  Railroa^d  Company  by  and  through  F.  V.  Hamilton,  its  Vice-President  for  t:.Le  separ¬ 
ation  of  t;ie  grade  of  Anthony  Boulevard  in  said  City  v/ith  tne  grade  of  tne  Tracks  of 
the  Pennsylvania  Railroad  Company,  which  contract  is  in  tne  following  v/ords  a.nd  figures, 
towit : 


THIS  AGREE  LIE  NT ,  made  this  21st  day  of  May,  1928,  by  and  betv/een  the  City  of 
Fort  V/ayne,  Indiana’,  by  and  through  its  Ma-yor  and  Board  of  Public  Vorks,  hereinafter 
ca.lled  the  "City",  and  The  Pennsylvania,  Railroa,d  Company,  lessee  of  and  opera,ting  the 
railroad  of  the  Pittsburg,  Port  V/ayne  and  Chicago  Hailwa.y  Comi'Da,ny,  hereina.fter  called 
the  "Railroad",  V/ITNESSETH: 


V/HEREAS,  on  December  3,  1914,  the  City  passed  a  resolution  declaring  necessary 
the  separation  of  tne  grades  of  Anthony  Boulevard  in  said  City  of  Fort  V/ayne  with  the 
grade  of  the  tracks  of  the  Railroad,  a.nd  has  ta,ken  tue  necessary  legal  proceedings 
subsetiuent  thereto  for  tne  proper  carrying  out  of  the  work  contem  laied'by  such  reso¬ 
lution,  a,nd 

1VKERSAS,  t.iC  City  and  t.ie  Railroad  are  in  agreement  as  to  tiie  detailed  plans 
and  specifications  for  said  work  a.nd  the  division  of  the  cost  tnereof,  and, 

.'GiEREAS ,  the  City  is  desirous  tnat  construction  be  begun  immediately  or  in  the 
near  future,  thus  permitting  an  early  completion  of  this  grade  separation. 

NO’.Y  THEPEFORE ,  in  consideration  of  the  prompt  beginning  of  said  construction 
by  the  Railroad  and  for  the  purpose  of  avoiding  any  legal  proceeding  of  a  mandatory 
nature,  it  is  agreed  betv/een  the  parties  hereto: 


1.  The  City  .shall, by  proper  ordinance,  approve  and  adopt  the  plan  showing  the 
profiles,  grades  and  permanent  elevations  of  said  subway,  marked  "Exhibit  A"  attach¬ 
ed  hereto,  and  made  a  part  of  this  agreement,  said  plan  being  Bo.  6877,  dated  Feb¬ 
ruary  29,  1928. 

2.  xiie  City  hereby  covenants  and  agrees  that  after  the  completion  of  the  work 
herein  proposed,  the  Railroa.d  s^all  not  for  any  reason  be  required  to  raise  its 
bridge  nor  to  change  the  grade  line  or  elevation  of  its  tracks  at  tne  said  Anthony 
Boulevard  and  for  a  distance  of  one  thousand  (lOGO)  feet  east  and  wesc  thereof. 

3.  The  City  shall  immediately,  upon  the  execution  of  this  agreement,  take  all 
legal  steps  necessary  to  close  and  vacate,  without  cost  or  expense  to  the  Railroad, 
all  that  part  of  i/inter  Street  lying  betv/een  the  south  line  of  the  right  of  v/ay  of 
the  Railroa.d  and  a  li.ne  parallel  with  and  one  hundred  and  sixteen  (116)  feet  north¬ 
east  the  i  e  of ,  said  part  of  i/inter  Street  being  shown  in  red  color  on  "Exhibit  A", 
hereinbefore  referred  to. 

4. If  in  the  future  necessity  demands,  the  City  shall  have  the  rigiit  to  construct 
at  its  sole  expense,  a  pedestrian  passage-way  or  under  said  tracks  in  the  part  of  '..in¬ 
ter  Street  to  be  vacated  under  Clause  3  of  this  agreement,  without  the  payment  of  any 
dejgiages  to  ti/e  Railroad  therefor,  but  such  passage-v/ay ,  if  constructed,  shall  be 
built  according  to  plans  approved  by  the  Railroad. 

5.  The  physical  closing  of  '//inter  Street  shall  not  be  done  until  and  when  the 
grade  crossing  elimination  at  Anthony  Bouleva,rd  shall  have  been  complete^  and  the 
public  shall  have  the  free  and  uninterrupted  use  of  said  Anthony  Boulevard  under  the 
tracks  of  the  Railroa.d. 

6.  In  the  event  the  City  shall  have  vacated  Winter  Street  and  tne  Railroad  fails 
to  carry  out  its  covenants  and  agreements  herein  contained  and  by  reason  thereof  the 
City  re-opens  said  'Winter  Street,  the  Railroad  shall  not  be  entitled  to,  nor  shall 

it  receive  any  damages  by  reason  of  such  re-opening. 

7.  In  the  event  the  City  shall  be  prevented  from  vacating  Winter  Street  by  any 
legal  proceedings  whatsoever,  then  this  contract  snail  not  be  binding  upon  either 
party,  and  the  right  of  said  City  shall  not  be  lessened  or  diminished  in  any  resoect, 
but  such  rights  shall  be  the  same  as  if  this  contract  had  never  been  executed  by* 
said  parties. 

8.  The  Railroad  shall  begin  said  grade  crossing  work  at  Anthony  Boulevard  with¬ 
in  thirty  days  after  all  legal  proceedings  required  for  the  proper  vacation  of  'Winter 
Street  shall  have  been  completed  by  tne  City  and  shall  prosecute  said  work  to  comclet- 
ion  with  due  diligence  and  speed.  No  delays  in  the  progress  of  said  work  shall  be* 


permitted  except  those  due  to  tne  elements  or  to  conditions 
no  control. 


over  which  the  Railroad  has 


tScjrrcro^;  r.r*"" 

?  s?i:>  ?:r/Lsnf 

thony  Eoulavard  to  a  onintt'n^.  tne  Railroad  measured  along  the  center  line  of  An- 

said  poin#heing  two  hundre  niSety-ninf  ( 29^'"^ e et  sou^h^^rtf 

said  easthound  trach  measured  aloi^g  the^  Ll?ir^lL\^of  L^L^rE^Sle^rardr^ 

other  oublic  Stiliti  oo^ .  ^  telegraph,  telephone,  electric  companies  or  any 
as  may' be  necessarv^tn  grade  separhtion,  and  take  such  action 

lives,  wL^^in^7^e^c  =  or  corporations  to  change  tneir 

ex^eke  ’  oonform  to  tue  changes  herein  outlined,  at  tiieir  own 


10.  The  cost  of  tne  work  herein  provided  for  shall  be  dtided  as  follow: 

and  tnrpiacfnroriaie''^th  proposed  street  lines  of  Anthony  Boulevard, 

to  carrv^tle  Rai  i buiiaing  and  later  dismantling  of  temporary  trestles 
to  carry  the  Railroad  tracks,  all  labor  and  materials  used  in  tne  construction  nf 

all  street  work  within  the 

l..mnts  0.  ti.e  bridge  copings,  including  excavation,  paving  and  sidewalks  sham  ha 

nrj/ort^tnJ  cit^  l  Si,poStionrrt5r?y!j  .r 

are  the  cos^“lacjLn?  Excepted  therefrom 

9  end  thrioLiini  n?  vi?  utilities  as  specified  in  Article 

road  at  itc  a  1  °  of  \/ater  lines  ovmed  by  the  Railroad  and  tiie  City.  The  Rail¬ 
road,  at  Its  sole  cost  and  expense  sjiall  lower  or  otner-wise  take  cLe  of  its 

8nd^LoenL''''shali'T^^®^-r"'^-+"^^°”^  Boul-ivard,  The  City  at  its  own  sole  cost 
entirS  length  S  i  oity  water  main  in  Anthony  Boulevard  throughout  the 

as  set  ArtfcL  9."  """  and  southerly  limits  of  same 

of  tracks  iricident  to  the  furnishing  of  filling  material  for  tne  raising 

+  ;  except  between  tne  street  lines  as  hereinbefore  provided,  and  all  fosts 
-o4  A^l^Lsts  tracks  snail  be  apportioned  lOOc/o  to  the  Rail- 

Jh  ^  including  property  damages,  between  the  norther- 

limits  as  set  forth  in  Article  9,  not  assigned  herein  as  -joi^t 

by  tne°Citv^lnfffnp?r^'^^f  o^^er  work  deemed  necessary 

City  of  Ro^t  SIJrJIe  ’  apportioned  one  hundred  percent  (lOOc/o)  to  the 


Tne  Railroad  shall  keep  accurate  records  of  tne  cost  of  tne  work.  To  tbe  cost 
of  work  done  by  tne  Railroad's  own  forces,  ti.ere  shall  be  added  to  tne  actual  cost 
of  labor,  ten  percent  (lOc/o)  to  cover  supervision  and  use  of  small  tools,  and  to 
tne  cost  of  materials  tnere  shall  be  added  fifteen  percent  (l5c/o)  to  cover  account¬ 
ing  and  storage  expense,  but  no  percentage  shall  be  added  to  any  work  performed 
under  contract.  . 


11. As  soon  as  prg,cticable  a,fter  the  first  of  each  month  during  the  progress 
of  t;*e  v/ork,  and  until  final  settlement  is  made,  tne  railroad  shall  prepare  and 
submit  to  tne  oity,  a  statement  snowing  in  detail  txie  q_uantities  and  cost  of  ma.- 
terials  furnished  a.nd  work  done  and  other  proper  expenses  incurred  by  its  own  forces 
or  under  contract  for  it,  during  the  preceeding  calendar  month  and  the  proportion 
of  t:ie  total  amount  of  such  statement  chargeable  to  each  of  the  parties' hereto .  The 
oxty  shall  render  voucher  payable  to  the  Railroad  covering  tiie  City's  portion  of 
costs  as  set  forth  in  such  statem.ent  within  ten  days  fol]  owing  the  re-ceipt  tnereof. 
Thereafter,  if  upon  checking  quantities  and  prices  shovra  in  monthly  statement,  any 
inaccuracies  are  found,  tne  am.ount  thereof  as  agreed  betv/egn  both  oarties  shall  be 
adjusted  as  soon  as  practicable  in  a  subsequent  voucher. 

^Ik. Upon  the  completion  of  tne  work,  tne  Railroad  shall  prepare  and  submit  to 
tne  >-<ity  a.  final  statement  showing  in  detail  the  actual  cost  and  expense  incurred 
on  account  of  said  improvement.  Sucn  final  staterpent  shall  be  examined  by  tne  pro¬ 
per  representatives  of  tne  City,  and  if  found  to  be  correct,  shall  be  approved  by 
them.  Ror  this  purpose  said  representatives  may  examine  tne  books,  contracts  and 
other  records  of  tne  Railroad.  As  soon  as  practicable  after  the  a.^proval  of  said 
final  statement,  a  final  adjustment  of  accounts  shall  be  made  between  the  parties 
hereto,  and  payment  promptly  made  of  any  net  sums  found  to  be  due  from  either  oartv 
to  tne  other. 


13. Tne  City  shall  provide  for  tne  temporary  closing  of  tne  streets  upon  which 
it  may  be  necessary  to  stop  public  travel  during  tne  progress  of  tne  work,  until 
its  comipletion. 


14. The  City  shall  not  be  liable  for  any  injuries  to  persons  or  property  caused 
or  occasioned  by  the  negligence  of  the  Railroad,  their  officers  or  employes,  in  the 
prosecution  of  tne  work  herein  provided  for,  nor  shall  the  Railroad  be  liable  for 

such  injuries  occasioned  by  tne  negligence  of  tne  City  or  any  of  its  officers  or  a- 
gents . 


15. After  the  completion  of  tne  work  herein  provided  for,  the  City  shall  main¬ 
tain,  repair,  and  renew,  or  cause  to  be  maintained,  repaired  or  renewed  at  its  sole 
cost  and  expense,  all  sewers,  v/ater  pipes  ov/ned  or  controlled  by  the  City,  roadways 
pavements  and  sidewalks  within  the  northerly  and  southerly  limits  of  the  project  as’ 

S.'bo'V6  OU.'tlinGd.*  Th/a  D  *  n 

i^ailroad  shall,  at  its  ov/n  sole  cost  and  expense?  maintain,  re- 


pair  and  renew  or  cause  to  Toe  maintained,  repaired  and  renev/ed,  trie  substructure  of 
tile  subway,  including  abutments,  piers  and  v/ings  and  tne  superstructure  supporting 
its  tracks  over  and  across  said  subv/ay. 

IK  Y/ITllkSS  V/lJkEEOF  this  agreement  iias  been  executed  in  duplicate  by  tne  respec¬ 
tive  proper  officers  of  the  parties  hereto  on  tne  day  and  year  first  above  written. 

CITY  OF  FORT  Y/AYlffi ,  IlfDIAKA. 

Ey_  Y7ra.  C.  G_eake _ 

Mayor. 

V/m.  Beck _ 

Tom  Snook _ 

7/’illiajn  3. _ O'Rourke 

Board  of  Fublic  V/orks. 

TRE  lEL'KSYl.VABIA  RAIl.ROAB  COLlPAliY, 
lesse  of  and  operating  tiie  railroad 
of  the  i-ittsburg.  Fort  V/ayne  and 
Chicago  Railway  Company, 

By  F.  V.  Hamilton _ 

Vice  President. 

Be  it  ordained  by.  the  Common  Council  of  the  City  of  Fort  .Vayne,  Indiana. 

SEDTICK  1.  That  the  contract  heretofore  entered  into  on  the  21st  day  of  May 
1928,  by  and  betvieen  tne  City  of  Fort  //ayne ,  Indiana,  by  and  through  its  Mayor  and 
Board  of  Public  '•/’orks  and  tne  Pennsylva.nia  Railroad  Company  by  and  tnrough  F.  V.  Hamil¬ 
ton,  its  Vice-President,  for  the  separation  of  the  grade  of  Antnony  Boulevard  in  the 
City  of  Fort  Wayne  with  the  grade  of  the  Tracks  of  thePennsylvania  Railroad  Company, 
which  contra.ct  is  more  fully  described  in  the  preamble  Hereto,  be  and  tne  same  is  here¬ 
by  in  all  things  ratified  and  approved. 

SEGTIOH  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


Herman  F.  Gerdom. 

Bone  at  the  Council  Chamber  the  12th  day  of  June,  1928,  City  of  Fort  Wayne,  Indiana. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  12th  day  of  June,  1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pbss  the  ordinance  hereunto  attached,  and  known  as 
GEKERAL  ORDINAHGE  NO. 1422. 

Ben.  .  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  15th  day  of  June,  1928, 


Approved  this  15th  day  of  June,  1928.  . 


Leonard  K.  Bllenwood, 

City  Clerk. 


Wm.  C.  Geake, 


Mayor . 
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GEEERAL. ordinance;  NO.  1424. 

An  Ordinance  authorizing  tne  Board  of  Puhlic  Aorks  to  sell  a  certain  dis¬ 
carded  Backfiller  from  the  feter  Works  Department. 

bJ:.GTION  1.  iie  it  ordained  hy  the  Common  Council  of  tue  City  of  Port  V/ayne , 
tnat  the  Board  of  Puhlic  v/orks  he  and  is  hereby  authorized  to  sell  and  dis- 
discarded  Backfiller  from  tne  Water  Works  Department.  As  tne  value  of 
this  Bacicfiller  to  be  sold  is  not  to  exceed  $100.00,  and  in  view  of  the  amount  not 
exceeding  that  sum,  said  Backfiller  is  to  be  sold  without  appraisement, 

SEDTION  2.  That  this  Ordinance  be  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  by  tne  Mayor. 

Edv/ard  H.  Hunsaker. 

Done  at  tne  Council  Chamber  the  26th  day  of  June,  1928,  City  of  Sort  Wayne,  Indiana. 

.vE  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  ti.e  City  of  Fort  Wayne,  Indian: 
at  a  regular  meeting,  Held  on  tne  26 tn  day  of  June,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  Hereunto  attached,  and  knovm  as 
GEiraRAL  ORDIKAECE  NO.  1424. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenv'/ood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  t  .e  28tn  day  of  June,  1928^ 


■Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this  7th  day  of  July  1928, 


Wm.  C.  Geake, 


Mayor. 


GENjilRAL  ORIDIRAInTGE  ¥0.  1425. 


An  Ordinance  ratifying  and  apjjroving  a,  contract  between  the  City  of  Eort  V/ayne 
by  and  tnrough  its  Board  of  lublic  Safety  and  the  Gscnevrell  Coinpany  by  and  through  L.S. 
Lowry,  its  District  Sales  Manager. 

V/ilKHEAS ,  heretofore  on  the  22nd  day  of  May,  1928  the  City  of  Fort  'i/ayne ,  by 
and  through  its  Board  of  public  Safety,  entered  into  a  certain  contract  v/itn  The  Game- 
well  Company  for  tae  repair  and  reconstruction  of  I’ifty  fire  alarm  booces,  vmich  contract 
is  in  the  follov/ing  words  and  figures,  towit: 

417  South  Dearborn  Street 
Chicgo,  Ill. 

May  22,  1928. 

TO  TH3  CITY  OB  BORT  WAYLE ,  INDIANA. 

'Ae  respectfully  propose  and  agree  to  furnish  the  follov/ing  parts  and  devices 
for  the  reconstruction  of  fifty  (50)  existing  fire  alarm  boxes  into  the  latest  im¬ 
proved  Gamewell  Ideal  type  positive  non-interfering  and  successive  fire  alarm  boxes. 

Parts  and  Devices . 

Bifty  (50)  Mechanisms  each  including  - 

train  work  designed  for  transmitting  a  complete  fire  alarm  signal  of  four 
rounds  and  having  a  capacity  to  operate  for  _6  rounds  at  one  operation 
of  the  pull  lever,  in  the  event  of  two  or  more  boxes  being  operated  simul¬ 
taneously  or  nearly  so.  Main  spring  capacity  of  train  work  to  be  not  less 
than  34  rounds . 

Code  wheels  numbered  as  desired  by  the  city. 

Circuit  breaker  for  opening  and  closing  fire  alarm  circuit  in  response  to 
code  impulses. 

Magnet  coils  and  associated  parts  for  accomplishing  functions  of  non-inter¬ 
ference  and  succession. 

Protective  shunt. 


Cast  iron  receptacle  vmth  glass  front  for  closing  above  parts. 

Bifty  (50)  Terminal  sets  including: 

Line  terminals , 

Line  keys, 

Silent  test  switches  and  coiles, 

Lightning  arrester  plates  and  plugs, 

Sounder  and  coils, 

All  assembled  and  wired  on  a  porcelain  block. 

iVe  agree  to  furnish  and  deliver  the  above  equipment,  B.  0.  B.  Port  ./a  yne ,  Indiana 
for  the  net  sum  of  ■5>3ii50.00,  in  cash  and  the  return  to  us  of  the  following  uarts : 

Parts  replaced  by  the  parts  herein  snecified. 


18  -  old  style  lightning  arresters,  tap  keys  and  terminals  in  original  condition. 
18  -  old  style  door  shunts  and  test  switches  in  original  condition. 


In  Witness 
and  delivered  iniits 
ized  representatives 
hereby  agrees  to  all 


'Whereof,  The  Gamev/ell  Company,  a  Massachusetts  Corporation,  by  its  duly 
behalf;  a.nd  tae  said  wity  of  Port  v/ayne,  Indiana,  by  its  legally  author- 
,  has  hereunto  aff ixed  its  hand  and  seal  this  22nd  day  of  May,  1928,  and 
of  the  conditions  and  specification  hereinafter  attached  and  written. 


Tim  GAI-TEWLLL  COMPAITY, 

By  Lj _ Lowry  _ 

District  Sales  Manager, 
Accepted  by  Board  of  Public  Safety 
ArnO;  G.  Spiege 1 _ 

Jacob  Bill _ 

Aug _ G.  Borgrnan 


BE  IT  ORDAINED  BY  THE  Common  Council  of  the  City  of  Port  'Wayne,  Indiana; 

SECTION  1.  That  the  contract  heretofore  entered  into  on  the  2k.nd  day  of  May,  1928 
by  and  betwen  the  City  of  Port  'Wayne,  by  and  between  its  bOard  of  Public  Safety  and  trie  Game- 
well  Company  by  L.  E.  Lowry,  its  District  Sales  Manager  for  the  repair  and  reconstruction 

of  fifty  fire  alarm  boxes  as  more  fully  set  forth  in  the  preamble  hereto,  be  and  the  same 
IS  hereby  in  all  things  ratified  and  approved. 
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SiiCTIOlI  2.  Tnat  this  ordinance  shall  be  in  full  force  and  effect  on  and  after 
its  passage  and  approval  "by  the  Mayor. 

Chester  Hinton . 

Cone  at  the  Council  Chamber  tne  c6th  day  of  June,  1928,  City  of  Fort  v7ayne,  Indiana. 

'.Vh  HFREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  26th  day  of  June,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEMEHAL  OREIKAIICE  NO.  1425. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 
City  Cleric. 


Presented  to  tiie  Mayor  for  approval  on  the  28th  day  of  June,  1928. 


Leonard  II.  Ellenv/ood, 
City  Cleric. 


A_..proved  this  7th  day  of  July,  1928, 


Wm.  C.  Gealce, 


Mayor . 


Aung 
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GEIIERAL  ORDIKAITCE  110.  1426. 

An  Ordinance  approving  a  contract  “between  the  Austin  Machinery  Corporation,  hy 
and  through  Mr.  Chas.  ’.Y.  Bradrick,  Treasurer,  and  the  City  of  Fort  YYayne,  Indiana,  by  and 
through  its  Board  of  hublic  Y/orks,  for  the  purchase  of  one  (l)  Austin  Trench  Machine  for 
the  Water  '.Yorks  Department  of  said  City. 

.’hlERjiAo,  on  trie  25th  day  of  April,  1928,  tne  City  of  Fort  n'/ayne,  Indiana,  by 

ond  through  its  Board  of  lublic  ‘^orks,  entered  into  a  contract  with  the  Austin  Machinery 

Corporation,  for  the  purchase  of  one  (l)  Trench  Machine  to  be  used  in  trie  V/ater  vYorks  De¬ 
partment  of  said  City,  v/hich  contract  is  in  tne  follov/ing  words  and  figures? 

THIS  AGREEMENT  amde  this  25th  day  of  April,  1928,  by  and  between  tire  Ciry  of 

Fort  ^  Y/ayne ,  _  by  and  through  its  Board  of  Public  V/orks,  party  of  tne  first  part,  and  The 

Austin  Machinery  Corporation,  of  Muskegon,  Michigan,  oarty  of  tne  second  part, 

■.YITFES3ETH:  , 

That  in  cinsideration  of  the  mutual  covenants  herein  contained,  it  is  bv  tne 
parties  hereto  a.^-reed: 


l.^^That  party  of  the  second  part  will  furnish  and  deliver  to  tne  party  of  the 
first  part,  F.O.B.  cars  Fort  V/ayne,  Indiana,  one(l)  Austin  Trench  Machine  model  #105, 
eipuj.pped  with  5"  x  6\-''  i/aukesha  Ga.s  Engine,  four  cylinders, 

O  O  II  ^ 


an  operator 
of  the  first 

furnish  said  man  for  not 
arrival  at  location  of  said 


I 


—  '  -  -  -  -  —  — o - j  -  — ^  58  11.1'.  at  #1 050  rt.x'.iK*., 

excavator  boom  to  dig  10'  deep  and  with  22"  Buckets  to  cut  22",  26"  and  30"  wide  all  in 

accordance  v;ith  specification  #1001  v/hich  have  been  furnished  first  party  and  which  bv  re¬ 
ference  IS  made  a  part  hereof.  ^  j  j 

2.  Party  of  the  second  part  agrees  to  furnish  at  its  own  expense 
who  shall  superintend  the  unloading  of  the  machine  and  instruct  operator 
ps.rty  as  to  its  proper  operation.  Party  of  the  second  part  v/ill 
more  than  four  f4^days,  said  time  to  begin  on  the  day  of  his 
machine . 

demonstrator  is  detained  longer  than  four  (4)  days,  through  no  fault  of  second 
party,  firso  party  is  to  pay  for  such  extra  time  at  the  rate  of  Twelve  (312.00)  Dollars 
per  day  and  expenses. 

3.  Machine  shall  be  lettered  as  follows: 

^City  of  Fort  './ayne ,  vYater  V/arks  Department. 

Payment  of  said  machine  to  be  made  within  thirty  (30)  days  from 
if  found  satisfactory. 

Price  and  Terms.  Six  Thousand  Six  Hundred  ($6,600.00)  Dollars, 


of  machine, 

5  _ 

VYayne ,  Indiana. 

6.  Machine 
Fort  Wayne,  Indiana, 


date  of  arrival 
F.O.B.  Fort 


to  be  shipped  to  party  of  the  first  part  to  their  Ho.  2 
Hew  York  Central  Railroad  Delivery. 


Pumping  Station, 


7.  Guar a.n tee .  Party  of  the  second  part  guarantees  this  Machine  to  be 


bf  first 


I 


I 


class  material  and  workmanship,  to  work  properly,  to  demonstrate  its  ability  to  develop 

^ated  working  speeds,  and  to  operate  at  Us  rated  working  ranges,  with  reasonable  care 
and  attention  by  a  competent  operator,  and  fprtner  guarantees  this  machine  to  do  the  work 
to  the  entire  sa uis'f action  of  the  party  of  the  first  part  before  its  acceptance. 

ihis  machine  must  be  examined  by  party  of  trie  first  part  on  arrival,  and  all 
t  he  s  hi  d  Mac  hin  6  _  1  s  defective  or  does  not  conform  to  the  reiiuirements  of  this 
proposal  Shall  be  and  are  waived  unless  within  th  rty  (30)  days  after  arrival  of  said 

on  board  cars  at  destination,  party  of  the  first  part  shall  send  to  party  of  the 
tue  .iome  Office  in  Muskegon,  Michigan,  by  registered  United  States  Mail, 
wiituen  notice  to  the  controry  specifically  stating  any  defect  or  inade.iuacy  or  other 
ground  for  its  objection  and  all  other  abjections  snail  be  deemed  waived.  As  to  any  ob- 
so  made,  party  of  the  second  part  shall  have  tne  right  within  a  reasonable  time 
tn  01^  said  Machine  as  party  of  tne  second  part  may  consider  necessary 

sue  o  jecoion,  and  party  of  the  first  part  shall  render  necessary  and  friendly  as- 

alterations  and  in  operating  said  Machine. 

vmrranties  and  guarantees  exclude  all  implied  v/arranties  or  guarantees 
For  breach  of  warranty  as  to  ownership  or  as  to  capacity,  second 
A  liable  to  an  amount  exceeding  the  amount  paid  on  such  Machine. 

Any  part  proving  defective  within  three  (3)  months  will  be  repaired  or  replaced  without 
charge  by  second  party  upon  redeipt  of  part  showing  defect.  Party  of  the  second  part  shall 
Oe  liab_e  for  damages  by  reason  of  latent  defects,  to  the  refunding  of  money  paid  or  re¬ 
placement  of  parts  a's  hereinbefore  expressly  provided. 

This  contra.ct  shall  be  valid  and  binding  upon  first  pa,rty  only  when  and  if 
by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana. 

.at  their  hands  and  seals,  the  day 

CITY  OF  PORT  VYAYNE,  IHDIAHA. 

By  Wm.  Beck 


sistance  in  marking  such 
These  express 
except  as  to  ownership, 
party  shall  in  no  event 


ratif ied 
and  date 


ATTEST; 

Geo.  G. Waldrop . 

8ECY.FT. '.’//YHE  VYATER’“\TORKS  DEPT, 


Tom  Snook _ 

William  S.  O'Rourke 

ITS  BOARD 'of  PUBLIC  V/ORKS. 


AUSTIH  MACHINERY  G ORPORAT I® . 
® Y—Gh^ ...  VY.  Bpadwick _ 


ireasurer 
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SECTION  1.  Be  it  ordained  By  tne  Coininon  council  of  ti^e  City  of  Bort  v/ayne,  In 
Indiana,  that  the  contract  heretofore  entered  into  on  the  25th  day  of  April,  1928,  be¬ 
tween  the  City  of  Bort  iVayne ,  by  and  through  its  Board  of  Bublic  V.'orks,  and  the  Austin 
Lachinery  Corporation,  by  and  through  Hr.  Chas,  \7.  Bradwick,  Treasurer,  for  tiie  pur«- 
chase  of  one  (l)  Trench  hachine  to  be  used  in  tne  water  V/orks  Department  of  said  City, 
as  fully  set  forth  in  tne  preample  hereto,  by  and  the  same  is  hereby  in  all  things 
ratified  and  approved. 

SnCTICN  2.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  fifter 
its  passage  and  approval  by  tne  Mayor. 


Harry  Bisher 


b  • 


Done  at  the  Council  Chamber  the  10th  day  of  July,  1928,  City  of  Bort  iffayne,  India^na. 


'IB  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Bort  lYayne ,  Indiana 


at  a  regular  meeting,  held  on  tne  10th  day  of  July,  1928,  by  a  majority  vote  of  all 
members  elect,  d’d  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1426. 


Ben.  B.  Bennett 

President . 


Leonard  H.  Ellenwood, 

•  City  Clerk. 


Wm.  C.  Geake, 

Mayor 
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GEFERAl  ORDINAl-JGE  NO.  142 7. 


AN  ORDINAITGN  authoriKing  the  conveyance  of  certain  real  estate  or/ned  hy  the 
City  of  Nort  '’.Vayne  and  authorizing  the  donation  of  tne  sura  of  Thirty  Thousand  Dollars 
( >,^30 , 000 . 00  j  to  the  Arraory  Board  of  tne  State  of  Indiana. 

iViihJRdAS  j  The  Sity  of  Fort  '//ayne  is  the  ov.^ner  of  the  tract  of  real  estate  here¬ 
inafter  described,  which  is  not  no.,  of  use  to  said  City  and  v/nich  tract  is  now  found  to 
be  and  declared  to  be  of  no  present  use  to  tne  City  but  which  it  has  been  hoped  by  the 
citizens  and  officials  of  tne  City  night  be  used  as  a  location  for  an  appropriate  mem¬ 
orial  building  available  for  public,  use,  but  v/hich  character  of  huilding  tne  City  has 
no  available  means  of  building;  and, 

V/HERCAS ,  there  are  agencies,  which  if  a,ble  to  procure  the  real  estate  are  able 
and  v;illing  t  procure  to  be  placed  thereon  at  8.n  early  date  a  building  adejusite  in 
size  and  appropriate  in  desing  as  a  memorial  to  the  patriotic  people  of  this  City  to 
oe  used  and  controlled  by  tne  State  of  Indiana  as  an  armory  and  which  v/ill  s^lso  be  avail¬ 
able '  to  the  City  as  a  community  center  and  public  assembly  place,  such  building  not  to 
be  erected  at  the  cost  of  this  City,  and, 

V/NEidiAS,  by  the  contribution  of  t.  e  sum  of  Thirty  Thousand  Dollars  ($30,000.00) 
to  the  Armory  Board  6f  the  State  of  Indiana,  as  by  statute  is  authorized,  the  City  can 
aid  materially  in  t.ie  obtaining  of  said  armory  and  memorial  and  the  prooer  e^iuipment  of 
the  same,  and, 


UnffiREAS,  as  by  statute  reciuired  in  such  cases,  the  said  reel  estate  has  been 
■appraised  at  the  sum  of  Thirty  Thousand  Dollars  ($30,000.00)  by  three  disinterested 
free  holders  of  the  City  of  Fort  feyne,  Allen  County,  Indiana,  who  were  apoointed  by 
the  Judge  of  the  Allen  Circuit  Court,  Indiana,  and, 

vi/UhRE AS  , _ _ _ _  made  a  bid  for  said  real 

estate  in  the  smm  of  Thirty  Thouss.nd  Dollars  ( .i?30 , 000 .  OOT  and  has  agreed  to  procure  a 
contract  for  the  erection,  vmthout  cost  to  the  City  of  Fort  V/ayne ,  of  a  National  Guard 
Ariiiory ,  under  the  control  of  tiie  State  of  Indiana,  which  will  also  stand  as  a  memorial 
and  be  available  for  use  as  a  community  center  and  place  of  public  assemblage  for  the 
people  of  the  City,  at  a  cost  of  not  less  than  One  Hundred  Thousand  Dollars,  ($100,000.00), 
all  to  the  lasting  benefit  of  the  City  and  its  citizens. 


NO.V,  TxHERBFORE ;  Section  1  -  Be  it  ordained  by  tne  Common  Council  of  the  City  of 
Fort  Jayne,  that  the  follov/ing  described  real  estate  situated  in  the  City  of  Fort  Jayne, 
County  of  Allen  and  State  of  Indiana  and  now  ov/ned  by  said  City  of  Fort  .Yayne,  to-wit; 
The  South  two  hundred  and  fifty  (250)  feet  of  the  north  three  hundred  and  twenty-five 
(325)  feet  bf  Lot  No.  Six  (6)  in  Eliza  Hanna,  Senior's  Subdivision  to  t.-e  City  of  Fort 
■■ayne,  be  sold  for  the  sum  of  Thirty  Thousand  Dollars  ($30,000.00)  and  tnat  the  oro-oer 
officials  of  the  City  shal]  obtain  and  furnish  proper  abstracts  of  title  for  tne" same, 
and  upon  receipt  of  said  purchase  price  as  herein  ord'  ined,  shall  execute  and  deliver 
a  deed  of  conveyance  of  the  same  to  _ 

Section  2-  That  there  is  hereby  appropriated  and  donated  to  ti^e  Armory  Board 
of  the  State  of  Indiana  the  sum  of  Thirty  Thousand  Dollars  ( $30 , 000 . 0>$ )  to  be  used  bv 
St  id  Board  in  procuring  to  be  pierced  on  the  real  estate  herein  ordered  to  be  sold  and 
properly  eq^uipped,  a  National  Guard  Armory  and  llemoria].  Building  aopropriate  and  usable 
a.s  a  community  center  and  place  of  public  assemblage. 

Section  3-  That  this  ordinance  shall  be  in  full  force  and  effect  on  and  after 
its  passage  and  a.pproval  by  the  Mayor. 

Ralph  Clark  lalter  L.  Gurdes  Chester  Hinton 

A.  0.  Pape  M.  l.  Burns  A.  G.  Voelker 

Harry  M.  lIcMillen  S.  Harry  Fisher  Sdv.'.  K.  Fisher 

Herman  F.  Gerdom  Harry  F.  Zimmerman. 

^one  at  the  Council  Chamber  the  10th  day  of  July,  1928,  City  of  Fort  V/ayne,  Indiana. 


W  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne,  Indiana, 
at  a  regular  meeting,  held  on  the  10th  day  of  July,  1928,  b_,  a  majority  vote  of  all 
bers  elect,  did  pa^ss  the  ordinance  hereunto  attached,  and  '<nown  as 
GENERAL  ORDINANCE  NO.  1427. 


mera- 


Ben.  F.  Bennett  Leonard  H.  Ellenwood, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  t.ie  10th  day  of  July,  1928. 

Leonard  H.  Ellenvi^ood, 
City  Clerk. 


Approved  this  12th  day  of  July  1928. 


\7m.  C.  Geake, 


Mayor . 
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Mai’y's  Avenue  from  Ereck  Street 


aSFi::tAL  CRDIkAUCt;  no.  1428. 

+  +1  IT  ordering  the  imorovement  of  St. 

to  the  Ne’^York,  Chicago  and  St.  Luuis^Railroad . 

works  of  the  Cit  of  ^Rort^Sayne"ado^ted^?  r^'^  Board  of  Ruhlic  o 

the  sidewalk  on  tue  west  side  of  a  resolution  deeming  it  necessary  to  improve 

Chicago  and  St.  Loui^Rai^rnL  L  ^  f  ^  ^ne  New  York, 

cement  to  a  width  of  five  (st  f ee t^ls^sf t^f nJth of  ten  (lO)  feet  and  paving  with 
Board  of  Pwhlic  -orks  of  the  city  above  referred  ^o ;  "Jn^ 

ers  unon  that  portion  of  *St'^*^^'arv' s^Ave^^r  ^  i^ajority  of  tne  resident  free-hold- 

Chica-n  01  bt .  ...ary's  Avenue  between  Ereck  Street  and  the  New  ’^ork 

s?£„?S\y"?h:n.’a^a?;:t  ^  'e»onsi?jSje 

J  eia  a^a^nst  tne  making  of  sucn  improvement;  Therefore. 

of  St.  Mary'fiveni;  ?rorirei*''3t?ier?®  tr.e  west  side 

be,  end  the  sai-ri“he?X  “d  St.  Louis  Ruilroad 

referred  to  and  adonted  bJ  •"  with  the  resolution  above 

anoe YuhYhYproviSYohs  o«  ao  SreoYtYYk/'^^Y 

passed  by  the  Seueaal  Assen..b?y  at  thfeYYsesYoYtteYeo?!"""'  Corporations” 

Passage  anYappYovalYf  tYYaJ.oY"“=^ 


1.  A.  Liggett. 

Done  at  the  Council  Chamber  the  10th  day  of  July,  1928,  City  of  Fort  V/ayne,  Indiana. 

St  B  T  hereby  certify,  That  the  Comraon  Council  of  the  City  of  Port  V/avne  Indiana 

?eYr‘’YS%tYsYh°'’  Y"  Y"  ^  major^y  yY?  oi  2l 

CEiELl’oSlmTC^  flC;  llze?"  hereunto  attached,  and  known  as 


Ben.  F.  Bennett 

President 


Leonard  H.  El]env\rood 

City  Clerk, 


Presented  to  the  llayor  for  a^oprovc.l  on  tne  10th  do.y  of  July,  1928. 


Leonard  K.  Ellenwood, 

City  Clerk. 


Approved  this  12th  day  of  Nuly,  1928, 


Wm.  C.  Geake, 


Mayor 


Kii-'iS 


G-SliaKAl  ORDIOJIGE  IJO.  1429 


An  Ordinance  fixing  the  tax  levy  for  the  City  purpose  for  the  year  1929. 

Section  1.  Be  it  ordainded  hy  tae  Corraon  Council  of  the  City  of  Fort  V/ayne,Indi 

that  a  levy  of  seventy-one  (.71)  cents  upon  each  One  Hundred  (llOO.OO)  Dollars  of  the  as 

sessed  valuation  of  all  property  within  the  corpora.te  limits  of  said  City,  he,  and  tne 

same  is  nerehy  made  for  the  year  1929,  same  to  be  divided  as  follows: 


General  Appropriation  Fund 
Bonds  &  Interest 
Track  Flevation 

River  Improvement  &  Flood  Prevention 

City  Plan  Commission 

Police  Pension 

Fire  Pension 

Park  General 

Park  Playgrounds 

Park  Tree  Preservatiom 

Park  Aviation  Field  Purchase  &  Improvement 

Park  Sinking  Fund 
Total 


.5435 

.03 

.0025 

.02 

.004 

.01 

.01 

.06 

.01 

.005 

.005 

.01 
".  71 


oection  2.  That  there  shall  be  collected  from  each  male  inhabitant  liable  ac¬ 
cording  to  law,  a  poll  tax  of  tv/-o  ($2.00)  Dollars  during  said  year  of  1929. 

Section  3.  That  all  taxes  shall  be  collected  in  semiannual  in3tallm.ents . 

Section  4.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after 
its  passage  and  approval  by  the  Ilayor. 

A.  0.  Pape. 

Done  at  the  Council  Chaiiiber  the  25th  day  of  August,  1928,  City  of  Fort  Vfeyne,  Indiana. 

\'1E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Port  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  25th  day , of  August,  1928,  by  a  majority  vote  of  all 
m.embers  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GEHERjlL  ORDIHAHCE  HO.  1429. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  4th  day  of  September,  1928. 

Leonard  H.  Ellenwood 

Approved  this  5th  day  'of  September,  1928, 

■*  V/m.  G.  Geake, 

Mayor . 


GEMERiSi  ORDIKAEGE  NO.  14 SO. 


An  Ordinance  a,:.proving  a  contract  between  tne  City  of  Fort  Nayne ,  Ny  and 
through  its  Board  of  fublic  works,  and  the  Indiana  Service  Corporation  for  the  con¬ 
struction,  maintainance  and  operation  of  a  standard  single  track  and  two  side  tracks 
to  replace  a  single  track  now  existing  across  North  Clinton  Street  betv/een  Elizabeth 
Street  and  Jacobs  Avenue  in  tne  City  of  Fort  V/ayne, 

v'/NEREAS,  heretofore  on  t:.e  24th  day  of  June,  1928,  the  City  of  Fort  Wayne,  ' 
Indiana,  by  and  through  its  Board  of  F-ublic  Works  entered  into  a  contract  with  the 
Indiana  oeririce  Corporation  for  the  construction,  maintainance  ai'.-id  operation  of  a 
standard  single  track  and  two  side  tracks,  replacing  tne  single  track  now  in  existence 
across  North  Clinton  Street,  between  Elizabeth  Street  and  Jacobs  Avenue,  in  the  City 

of  Fort  Wayne,  Indiana,  which  contract  is  in  tne  words  and  figures  following,  tc-wit: 

VfflEREAS , 
a  systen  of  stree 
furnishing  street 
constructing,  mai 
Tifitn  all  a^_:plianc 
addition  to  its  s 
and  facilities  to 
convenience,  inte 
a  standard  single 
tral  Railv/ay  and 
egraph  C  "v.pany  ac 
right-of-way  inte 
A.venue,  to  replac 
and  also,  for  tne 
ally  hereinafter 
for  on  file  with 


the  INDIANA 
t  railway  in 
car  service 


SERVICE  CORPORATION  is  now  the  ov/ner  of  and  operating 
tile  City  of  Fort  Wayne,  Indiana,  for  the  purpose  of 
fo  the  innabitants  of  said  City,  and  is  desirous  of 
ntaining,  opera-ting  and  using  additional  rahlway  tracks,  together 
es  and  appurtenances  thereto  as  a  part  of  said  system,  and  which 
ystem  are  reasonably  necessary  in  order  to  provide  adeq,uate  seryice 
its  patrons,  and  for  the  conduct  of  its  business  a,nd  for  the  public 
reet  and  safety,  by  the  construction  maintenance  and  operation  of 
track  and  two  side  tracks,  one  siding  to  connect  tne  New  York  Cen- 
one  siding  to  connect  to  the  property  of  the  Home  Telephone  and  Tel- 
ross  North  Clinton  Street,  a,t  a  point  where  said  Service  Corporation' 
rsects  said  North  Clinton  Street  betvreen  Eli.zabeth  Street  and  Jacobs 
e  the  single  track  nov/  existing  across  said  North  Clinton  Street, 
improvem.ent ,  betterment  and  safety  of  its  service  as  more  specific- 
set  forth,  and  in  accordance  with  the  plans  and  specifications  there- 
the  Board  of  PubJic  Works  of  said  City*. 


NCW  THEREFORE,  this  agreement  made  and  entered  into  this  24th  day  of  July, 1928, 
by  and  betv/een  the  City  of  Fort  Wayne,  Indiana,  hereinafter  called  tne  "City"  by  and 
through  its  Board  of  Public  v;orks,  and  India^na  Service  Corporation,  a  corporation 
organized  and  existing  under  the  laws  of  the  State  of  Indiana,  hereinafter  called  the 
"Com.pany",  WITNESSETH: 

That  for  and  in  consideration  of  tne  severaD  and  mutual  covenants  herein 
contained,  it  is  hereby  agreed  by  and  betvireen  said  parties  as  follows: 

1.  The  City,  by  and  through  its  Board  of  Public  Works,  in  and  by  virtue  of 
the  power  and  authority  granted  by  l3.w  to  said  Board,  does  hereby  give  and  grant  to 
the  Company,  its  successors  and  assigns,  subject  to  the  conditions  hereinafter  express¬ 
ed,  permission  and  authority  from  and  ad'ter  tne  approval  eg  this  contrac  by  tne  Common 
Council  of  said  city  by  ordinance,  to  construct,  maintain,  use  and  operate  a  standard 
single  track  and  tv/o  side  tracks  in  the  City  of  Fort  'Wayne,  Allen  County,  Indiana  as 
f  ollov/s  ; 

On  and  across  North  Clinton  Street  at  a  point  where  the  said  Service  Corpora¬ 
tion  rigiit-of  way  intersects  aaid  North  Clinton  Street  betv/een  Elizabeth  Street  and 
Ja-cobs  Ave .  ,  connecting  its  said  tracks  v/ith  the  New  York  Central  Railv/ay  and  into 
tiie  property  of  tne  Home  Telephone  and  Telegraph  Company  and  connecting  the  said  Ser¬ 
vice  Corporation's  tracks  v/est  of  said  New  York  Central  Railv/ay  together  v/:  tri  all 
necessary  poles,  wires,  feed  v/ires,  guy  wires,  guy  stubs,  anchors  and  other  fixtures 
and  appurtenances  pertaining  thereto.  Said  tracks  crossing  any  "street  or  alley  snail 
be  at  gra-de  v/ith  said  street  or  alley.  All  grades  to  be  given  by  the  City  Engineer. 


2.  The  permission  and  authority  hereby  granted  are  upon  tne  follov/ing  terms 
and  conditions,  which  terras  and  conditions  t  e  Company  hereby  expressly  covenants  and 
a,grees  for  itself,  its  successors  and  s-ssigns  to  fully  carry  out  and  perform. 

(a)  The  work  of  constructing  said  single  track  and  sidings  and  other  fixtutes 
a/nd  appliances  shall  be  done  a,nd  performed  in  accorda.nce  with  said  specifications  so 
filed  with  ti.e  Board  of  Public  Works,  and  to  the  satisfaction  of  said  Board.  Tne  top 
of  rails  of  all  tracks  laid  under  this  franchise  shall  conform  to  tue  gaade  of  the 
surface  of  the  street  pavem.ent  as  now  laid  or  which  may  herea.fter  be  constructed. 

(B)  The  construction  of  said  tracks  shall  be  carried  on  with  the  least  pos¬ 
sible  inconvenience  to  vehicular  traffic. 

(C)  The  Company,  its  successors  a.nd  assigns,  hereby  expressly  agrees  to  and 
shall  forever  indemify  and  save  harmless  tne  said  City  against  and  from  all  damages, 
Judgments,  decrees,  cost  and  expenses  v/hich  the  City  may  suffer,  or  vmich  may  be  re¬ 
covered  or  obtained  against  it  by  reason  of  or  growing  out  of  or  resulting  in  any  way 
from  the  execution  of  this  contract,  the  passage  of  tiie  ordinance  ratifying  tiie  same, 
or  the  constructing,  maintaining  or  operation  of  the  system  of  railway  herein  pro¬ 
vided  for,  or  the  exercise  by  the  Company,  its  servants  or  agents,  of  the  rignts, 
privileges,  limitations,  condition  and  the  agreements,  stipulations  or  rec^uirements 

herein  contained,  and  agrees  to  pay  said  City  any  such  damages,  Judgments,  decrees 
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coats  and  e  xpense  v;hich  it  may  hereby  or  taer'ehy  suffer,  and  in  any  suit  brought  by 
the  City  for  recovery  of  any  such  damages,  costs  or  expenses  it  shall  be  entitled  to 
recover  in  addition  thereto  reasonable  a.ttorney  fees. 

(D)  The  Company  agrees  to  complete  tbe  construction  of  sa.id  double  track  system 
of  railv/ay  herein  above  described  on  or  before  t.ie  31  day  of  December,  1928.  All  of  said 
tracks  and  the  necessary  curves  shall  be  laid  under  tue  supervison  of  and  on  lines 
designated  by  and  with  the  approval  of  tne  City  Engineer  of  said  City. 

(k )  Said  Company  agrees  to  pave  or  cause  to  be  paved  the  said  portion  of  said 
street  betv/een  the  outer  rail  of  aaid  tracks  for  a  space  of  twelve  (ik;)  inches  on  the 
outside  of  said  outer  rails  with  vitrified  paving  brick  on  a  concrete  foundation,  in 
all  things  under  and  in  accordance  v/ith  specifications  to  be  approved  by  said  Board 
of  Tublic  v/orks,  8.nd  to  tne  approval  and  to  be  acceptable  to  sold  Board,  and  hereafter 
to  maintain  and  repair  said  portion  of  said  street  pavem.ent  in  tiie  manner  of  and  at 
such  times  Board  may  require,  and  said  Company  further  agrees  to  repave  said  portion 
of  said  street  when  and  as  often  as  the  remaining  portions  of  said  street  are  paved 
by  said  City,  provided,  hov/evere,  that  said  Company  snail  not  be  req.uired  to  pave,  repave 
or  maintain  said  portion  of  said  street  with  any  more  expensive  material  tnan  tne  re¬ 
maining  portions  are  or  may  be  hereafter  paved  with. 

(k)  Said  Gompany  shall  keep  said  tracks  in  good  condition  at  all  times,  so  tnat 
vehicles  can  easily  and  freely  at  all  times  cross  said  tracks  at  all  points  in  any 
direction  without  unreasonable  interference  or  obstruction. 

(G)  Until  the  happening  of  the  contigency  set  forth  in  Section  H  hereof  the 
said  Company  in  the  enjoyment  of  its  rights  hereunder  shall  in  all  tnings  be  governed 
and  controlled  by  ali  the  limitations,  conditions  agreements,  s tipulciti ons  and  req^uire- 
ments  end  have  tne  sametrights,  privileges  and  duties  as  are  contained  in  an  ordinance 
of  said  City  of  Fort  ¥ayne,  granting  a  fra,nchise  to  the  kort  V/ayne  Traction  Company 
September  2,  1902,  except  as  modified  by  existing  or  future  la.ws  and  all  laws  amenda¬ 
tory  tnereof  and  supplemental  thereto,  and  except  in  so  far  as  ti^e  same  are  not  in  con¬ 
flict  witn  the  rignts  and  duties  of  tbe  Company  under  or  growing  out  of  said  laws,  and 
except  as  to  raise  to  be  charged  for  its  service  and  as  to  tbe  timie  of  expiration  of 
the  grant  and  v/hich  said  limitations,  agreements,  conditions,  stipulations  a,nd  require¬ 
ments  of  said  ordinance  shal  be  exercised,  kept  and  performed  by  the  Company,  its 
successors  and  assigns,  and  in  do  far  as  tbe  same  do  not  so  conflict  and  are  not  so 
modified  as  aforesahd. 

(H)  If  an  act  of  the  General  Assembly  of  tbe  State  of  Indiana  known  as  the 
Shively-Spencer  Utility  Commision  Act,  passed  at  its  session  of  1913,  a.nd  contained  in 
the  acts  of  tbe  General  Assembly  of  Indiana  forthe  year  1913,  on  page  167,  should  be 

repealed  or  annulled  eiti^er  by  such  General  Assembly  or  by  court  action,  tne  Company 
in  tiie  enjoyment  of  its  rights  hereunder  shall  in  all  things  be  governed  and  controll¬ 
ed  by  all  tbe  conditions,  agreements,  stipulations  and  requirements  of,  and  nave  tne 
same  rignts  and  privileges  and  duties  as  are  contained  in  an  ordinance  passed  by  the 
City  of  kort  v7ayne  September  2,  1902,  except  as  to  rates  to  be  cnarged  for  its  service, 
and  except  as  to  the  time  of  expirg,tion  of  grant.  As  to  the  part  of  tne  system  herein 
provided  for  tbe  rate  or  rates  for  services  shall  at  all  times  be  tne  same  as  tne  rates 
charged  for  serv^ice  of  the  remaining  portion  of  its  system  generally,  and  tne  same  agree¬ 
ments,  stipulations  and  requirements  in  said  ordinance,  except  as  to  rates  and  expirat¬ 
ion  of  grant  as  above  provided,  shall  be  kept  and  performed  by  said  corporation,  its 
sucessors  and  assigns. 


Ill  V/ITEESS  Yi/lIBREOk  tbe  parties  have  hereunto  set  their  bands  and  seals  the 
day  and  year  first  above  vi/ritten. 


Attest: 

kred  H.  Schmidt 
Secretary. 


Attest : 


lUDIAUA  SkRVIGk  CORPORATIOII 

B y  Robert  II.  keustel  _ 

Rresident . 


BOARD  Ok  PUBLIC  V/ORivS  Ok  THE 
CITY  Ok  kORT  WAYUE. 

By  Wm.  Beck 
SEom  Snook 

V/illiam  S.  O'Rourke 


Agatha  E.  Diek 

Secretary. 

Be  it  ordained  by  the  Common  Council  of '  the  City  of  kort  'iYayne ,  Indiana: 

3EGTI0U  1.  That  the  contract  heretofore  entered  into  by  and  between  the  City  of 
kort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  and  the  Indiana  Service 
Corporation  by  and  through  its  President,  providing  for  tbe  construction,  maintainance 
and  operation  of  a  standard  single  track  and  two  side  j:racks  replacing  tbe  single  track 
now  existing  across  Uorth  Clinton  Street  betv/een  Elizabeth  Street  and  Jacobs  Avenue 
in  tne  city  of  kort  'Wayne,  as  fully  set  forth  in  trie  preamble  hereto,  be  a.nd  tbe  same  is 
hereby  in  all  things  ratified  and  approved. 

3E0TI0N  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  a.nd  approval  by  the  Mayor.  A.O.  Pape. 

Done  at  the  Council  Cbamber  the  25th  day  of  August,  1928,  City  of  kort  'Wayne,  Indiana. 

’WE  HEREBY  GERTIkY,  That  the  Common  Council  of  tbe  City  of  kort  'Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  25tb  day  of  August, 1928,  by  a  majority  vote  of  all  mem¬ 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEHERAL  ORDIITAUGE  HO.  1430. 


Wm.  G.  Geake 


GEKElliJL  eRDIIJAlICE  UO  1431. 


An  Ordinance  amending  Section  1  of  General  Ordinance  #1410  being  "An  Ordin¬ 
ance  regulating  traffic','  pasced  April  10,  1928. 

Be  it  ordained  by  t.e  CoLninon  Council  of  t:-e  City  of  x^ort  Wayne,  Indiana. 

SECTION  1.  Tnat  Section  1  of  General  Odinance  #1410  being  an  ordinance 
regulating  traffic,  passed  April  lo,  1928,  be  amended  to  read  as  follows: 

SECTION  That  on  and  after  May  1,  1928,  it  shall  be  unlawful  for  any  person, 
firm  or  corporation  to  drive ,  operate  or  direct  tne  movement  of  any  vehicle  or 
cause  or  permit  any  vehicle  to  be  driven,  operated  or  its  movements  directed 
from  and  upon  any  intersecting  street,  alley  or  driveway  into  and  upon  Rudisill 
Boulevard,  Fairfield  Avenue  Soutn  from  the  South  line  of  Main  Street,  Washington 
Boulevard  from  Swinney  Park  to  tne  East  line  of  Harmer  Street,  Maumee  Avenue  from 
tne  .*est  line  of  Harmer  Street  to  its  eastern  terminus  and  Lake  Avenue,  or  to 
enter  upon  any  of  said  streets,  avenues  or  boulevards  without  first  bringing 
soon  vehicle  to  a  complete  stop,  and  shall  not,  at  any  time,  enter  said  streets, 
avenues  or  boulevards  from  any  intersecting  street,  alley  or  driveway,  after 
making  such  complete  stop,  in  any  manner  as  to  directly  or  indirectly  inter¬ 
fere  with  or  interrupt  tne  traffic  upo:  said  street,  avenue, or  boulevard  and  in 
no  event  wnen  any  automobile  is  approaching  any  intersecting  street,  alley  or 
driveway  upon  said  Rudisill  Boulevard,  Fairfield  Avenue  South  from  the  South  line 
Ox  Main  litreet,  Pashington  Boulevard  from  Swinney  ParAto  the  East  line  of  Harmer 
Street,  Maumee  Avenue  from  tne  West  Line  of  Harmer  Street  to  its  Eastern  terminus 
and  La.-ce  Avenue  within  twenty-five  feet  from  such  intersecting  street,  alley,  or. 
driveway;  provided,  hov/ever  that  all  such  intersections  where  semaphore  lignts 
are  stationed,  tnat  such  person,  firm  or  corporation  shall  govern  tne  operation' 
of  said  vehicles  according  to  tne  semaphore  light  control.- 

SxxClION  2.  That  this  ordinance  be  in  ful.  force  and  take  effect  oi.  and  after 
its  approval  by  the  Mayor. 

Luois  S.  C.  Schroeder. 

Done  at  the  Council  Cnamber  the  11th  day  of  September,  1928,  City  of  Fort  V/ayne ,  Indiana, 

v'/E  HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tue  City  of  Fort  'v/ayne,  Indiana, 
at  a  regular  meeting,  iield  on  tiie  11th  day  of  September,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ord:  nance  nereunto  attached,  and  icnown  as 
GEIURAL  ORDINANCE  No.  1431. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood 

City  Clerk 


Presented  to  tne  Mayor  for  approval  on  the  14th  day  fo  September,  1928. 


Approved  this  24th  day  of  September,  1928. 


Leonard  H.  Ellenwood. 

City  Clerk. 


V/m.  C.  Geake, 


Mayor . 


GENER/X  ORDIHAITCE  RO.  143k;. 

An  Ordinance  prohibiting  the  se.le  of  raw  milk  skimmed  milk,  crea-m  and  rav/  milk 
.roducts,  in  tne  City  of  Rort  r/ayne . 

Section  1-  Se  it  ordained  by  tne  Common  cCouncil  of  tAe  City  of  Rort  V/ayne ,  tnat 
it  shall  be  unlawful  for  any  person,  firm  or  corporation  to  sell^  barter,  exc-nange  or 
give  aviTay  or  have  in  nis  or  its  possession  with  intent  so  to  do,  v/itnin  tne  corporate 
limits  of  tne  city  of  Rort  Wayne,  any  raw  milk,  skimmed  milk,  raw  cream  or  rav/  milk  pro¬ 
ducts  . 

Section  2-  Tnat  section  l.o.  10.  of  General  Ordinance  Eo,  1092  is  nereby  repeal¬ 
ed  and  also  any  ordina.nce  or  parts  of  ordinances  in  conflict  nerewith. 

Section  3-  Tnat  any  person,  firm  or  corporation  found  guilty  of  violation  of 
o.ny  section  of  tnis  ordinance,  shall  upon  conviction  be  fined  in  any  sum  not  less  tfi8,n 
ten  dollars  and  not  more  tnan  fiffty  dollars. 

Sectio  4  That  this  ordinance  snail  be  in  full  force  and  effect  on  and  after  its 
passa.ge  and  approval  by  tne  Mayor  and  its  legal  publication.  ^ 

Chester  Hinton 

Done  at  the  Council  Chamber  tne  11th  day  f  September,  1928,  City  of  Eort  Wayne,  Indiana. 

tJH  HEREBY  CERTIFY,  That  the  Common  Council  of  tiie  City  of  Fort  ./ayne,  Indiana, 
at  a  regula.r  meeting  held  on  the  11th  day  of  3eptem.ber,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEIIERAL  ORDINAHGE  No.  1432. 

Ben.  F.  Bennett,  Leonard  H.  Ellenwood, 

President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  tne  14tn  day  .^f  September,  1928. 


Approved  this  _ j _ day  of 


19 


Leonard  H.  Ellenwood, 
City  Clerk. 


\ 


Mayor. 
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GENERAL  OHDINANCE  NO.  1433. 

An  Ordinance  approving  a  contract  between  the  City  of  Eort  vYayne  by  and 
through  its  Soard  of  Public  Works  and  the  General  Electric  Company,  for  the  purchase 
of  an  electri  generator  to  be  used  in  the  Ilunicipal  Light  Plant. 

’.Yhereas,  The  City  of  Fort  Wayne  by  and  through  its  Board  of  Public  Works 
entered  into  a  certain  contract  on  the  11th  day  of  September,  1928,  v/ith  the  General 
rilectric  company  for  tue  purchase  of  an  electric  generator  to  be  used  in  the  Municipal 
Lignt  Plant,  which  contract  is  in  tne  following  wordsand  figures,  towit: 

CONTRACT 

This  agreemeht  made  and  entered  into  this  llth  day  of  September,  1928,  by 
and  between  the  General  Electric  Company,  of  tne  County  of  Schenectady,  State  of  New 
York,  party  of  the  first  part,  and  the  City  of  Port  Wayne,  County  of  Allen,  State  of 
Indiana,  by  and  through  its  Board  of  Publi  Works,  party  of  the  second  part. 

''^'^^'®SSETH;  That  the  party  of  tne  first  part  covenants  and  agrees  to  furn¬ 
ish  and  pay  for  all  of  tne  work,  materia,!  and  apparatus,  tools  and  labor  necessary 
for  the  construction,  delivery  and  erection  where  specified,  of  the  v/ork,  materials 
and  apparatus  as  covered  oy  tiie  follov/ing  named  divisions  of  certain  specifications 
apd  proposals,  which  specifications  and  proposals  are  ob  file  in  the  office  of  said 
Baord  of  nublic  Works  and  whicn  by  reference  are  made  a  part  of  this  contract,  to 
v/it : 

Division  No.  1-One  7500  Iv.’W.  steam  turbine  generating  unit  with  generator, 
air  cooler  and  accessories,  delivered  and  erected,  all  of  v/hich  work,  material  and 
apparatus  is  to  be  in  accordance  with  said  specifications  and  proposal,  supplemented 
by  tne  detailed  equipment  specifications  of  the  General  Electric  Company,  all  of  which 
latter  specifications  are  also  maae  a  part  of  this  contract  as  fully  and  effectively 
as  if  copied  herein  at  full  length,  for  and  in  considera.tion  of  the  payment  by  tne 
City  of  Fort  'Wayne,  Indiana,  as  follows,  to  wit: 

One  hundred  and  five  thousand  nine  hundred  and  eighteen  dollars  and  no 
cents  ($105,918.00). 

Payments  are  to  be  made  in  accordance  with  paragraph  No.  18  (Estimates)  of 
the  said  General  Specifications.  Final  Payment  will  be  made  not  more  than  ninety  (90) 
days  after  delivery  of  wquipment. 

This  contract,  although  executed  on  behalf  of  the  City  by  its  Mayor  and 
by  the  Board  of  Public  'Works,  shall  not  be  binding  or  obligatory  upon  the  City  of 
Fort  V/ayne,  Indiana,  unless  and  until  it  shall  have  first  been  approved  by  the  Common 
Council  of  said  City. 


CITY  OF  FORT  Y/AYNE  ,  INDIANA 
By  \Wm.  Beck 
Tom  Snook 

'William  S.  O’Rourke 
Board  of  Public  Works. 

Wm.  C.  Geake , 

MAYOR. 

Attest : Agatha  E.  Diek 


GENERAL  ELECTRIC  COMPANY, 

By  R.  D.-  Truex 

Assist.  Magr.  Central  Station  Dept. 

Contractor,  Party  of  first  part. 

( Seal ) 

Arjproved  as  to  form  and  Legality 
By _ _  _ 


Sec ' y. 

Approved  by  :The  Froehlich  and  Emery  Engineering  Co. 

By  F.  H.  Froehlich. 

Be  it  orde.ined  by  the  Common  Cotincil  of  the  City  of  Fort  Wayne,  Indiaha: 
SECTION  1.  That  the  contract  heretofore  entered  into  on  the  llth  day  of 
September,  1928,  by  and  between  tne  City  of  Fort  Wayne,  Indiana,  by  and  through  its 
Board  of  Public  Works  and  tne  General  Electric  Company,  for  the  purchase  of  an  electric 
generator  to  be  used  in  the  Municipal  Light  Plant,  as  more  fully  set  forth  in  tne  pre¬ 
amble  hereto,  be  and  tne  same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 

passage  and  a_-'  roval  by  the  Mayor. 


A.  0.  Pape. 


Done  at  the  Council  Chamber  the  25th  day  of  September,  1928,  City  of  Fort  Y/ayne ,  Indiana. 


MiH  HEREBY  CERTIFY,  That  tne  Goirunon  Council  of  tne  City  of  Fort  './ayne ,  Indiana, 
at  a  regular  meeting,  held  on  t.:e  25th  day  of  Septemher,  1928,  by  a  majority  vote  of 
all  members  elect  ,  did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINAECE  NO.  1433 

Ben.  F.  Bennett  Leonard  H.  Ellenvifood, 

President.  City  Clerk. 


Presented  to  trie  Llayor  for  approval  on  the  4th  day  of  October ,  1928. 

Leonard  H.  Ellenv/ood, 
City  Clerk. 


Approved  tnis  5th  day  of  October,  1928. 


Vi’m.  C.  Geake, 

liayor . 


I 


GENERAL  ORDINANCE  NO.  1434. 

An  Ordinance  extending  the  City  Limits ,  annexing  certain  terrltorty  to 
aity  of  eort  ./ayne ,  Indiana,  and  making  the  same  a  part  of  the  Fitst  Viard. 

Be  it  ordained  hy  tne  Common  Council  of  tee  City  of  Port  Wayne,  Indiana. 
3SCTI0K  1  Tnat  the  territorial  limits  of  tne  City  of  Port  ,/ayne ,  Indiana, 

Be  and  tne  same  are  hereby  extended  as  follows:  That  part  of  the  northwest  quarter 
of  dection  6,  TovTOship  30  North,  Range  13,  (Adams  Township)  lying  east  of  the  east 
line  of  douth  .iensington  lark  Addition;  south  of  Lake  Avenue,  west  of  the  center  sec¬ 
tion  line  of  Section  6;  and  north  of  t..e  ilaumee  River,  and  that  when  so  extended  the 

territory  embraced  within  said  boundaries  be  and  tne  same  is  hereby  added  to  tne  First 
Nard  of  said  City. 

SECTION  2.  That  tnis  ordinance  shall  he  in  full  force  and  effect  upon  and 
after  its  passage  and  approval  hy  tne  Nayor  and  its  legal  publication. 

J.  N.  Stouder . 

Done  at  tne  Council  Chajnher  the  9th  day  of  October,  1928,  City  of  Fort  Wayne,  Indiana. 


-AE  HEREBY  CERTIFY,  Tnat  the  Coninon  Council  of  the  City  of  Fort  Wayne,  Indiana 
nt  a  regular  meeting,  held  on  tne  9th  day  of  October,  1928,  by  a  majority  vote  of  all 
2;  embers  elect,  did  pass  the  ordinance  hereunto  attached,  and  Known  as 
GE13RAL  ORDINANCE  No.  1434. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood, 

City  Clerk. 


Presented  to  the  Nayor  for  approval  on  tne  11th  day  of  October,  1928, 


Leonard  H.  Ellenwood, 

City  Clerk. 


Approved  this  11th  day  of  October,  1928, 


Win.  C.  Geake, 


Mayor. 


Not  Approved  'by'  the  Llayor. 


GENERAL  ORDINANCE  NO. 143 5. 

An  Ordinance  transferring  and  vesting  in  the  Department  of  Public  Parks 
of  the  City  of  i  ort  ./ayne,  Indiana,  the  control  and  management  of  certain  portions 
of  the  raised  eartnen  banks,  sloping  outer  sides  and  terraces  of  tne  City’s  Water 
Works  Reservoi,  located  in  the  tract  of  land  lying  between  Clinton  Street  and  La¬ 
fayette  Street  from  Creighton  Avenue  to  Suttenfield  Street,  and  autnorizing  the 
Board  of  xark  Commissioners  to  maintain  trie  same  in  tneir  proper  conditions. 

:Dii.CriON  1.  Be  It  ordained  by  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  tnat  the  Board  of  Park  Commissioners  be  and  is  hereby  authorized  and  em¬ 
powered  to  have  control  and  management  of  all  tnat  portion  of  the  earthen  raised 
banks,  sloping  outer  sides  and  terraces  of  tne  City's  iater  Works  Reservoir  located 
on  t..e  tract  of  land  owned  by  ti.e  City  lying  between  Clinton  Street  and  Lafayette 
Btreet  from  Creignton  Avenue  to  Suttenfield  Street* 

S1.CTICN  p.  It  is  understood  tnat  the  Board  of  Park  Commissioners  in  taking 
control  and  management  of  the  outer  surface  of  the  earthen  portions  of  tne  raised 
bcanks,  sloping  sides  and  the  terraces  of  this  reservoir,  said  Board  shall  be  reim¬ 
bursed  by  the  Water  works  Department  to  the  extent  of  any  moneys  they  actually  ex¬ 
pend  for  labor  and  material  furnished  in  maintaining  tne  eartnen  slopes,  sodding 
tne  same  and  keeping  the  grassy  surface  sprinkled  and  cut  when  necessary. 

ohCTION  3.  As  tne  above  mentioned  Reservoir  is  controlled  by  the  Water 
Works  Department  of  tne  City  and  tne  said  department  not  being  eq.uipped  with  the 
needful  implements  for  this  special  service  and  the  Park  Board  being  in  charge  of 
all  tne  grounds  surrounding  the  reservoir,  the  cost  of  maintaining  and  beautifying 
the  slopes  and  terraces  of  this  reservoir  will  be  at  t  e  expense  of  tne  Water  'Worxs 
Department  and  paid  by  said  department  upon  presentation  of  certified  bills  present- 
by  t..e  rark  Department  for  t..e  up-kecp  of  its  outside  eartnen  surf c.ce . 

oECTION  4 . Tnat  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  the  Layor . 

He  rman  E .  Ge  rd om 
L.  L.  Burns. 


.  SiTl  3^  • 


Done  at  tne  Council  Gham.ber  the  13tn  day  of  November,  1928,  City  of  Fort  W^yne,Indij 

./b  HEREBY  GERTIFY,  That  t.ie  Common  Council  of  the  City  of  Fort  'Wayne,  Indiana 
at  a  regular  meeting,  held  on  tne  13th  day  of  November,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  nereunto  attached,  and  knovm  as 
GENERAL  ORDINAl.'CE  NO.  1435. 


Ben.  F.  Bennett 

President . 


Leonard  H.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Ilayor  for  approval  on  the  17th  dajr  of  November, 1928. 


Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this 


day  of  November , 1928. 


Mayor. 


Estalolishing 
the  height,  area,  hulk 
courts  and  other  open 
to  classify  and  regula 
prises  and  the  loc3.tio 
lines;  and  for  such  pj 
tion  and  for  penalties 
hoard  of  zoning  appeal 
court.  This  ordinance, 
as  the  Zoning  Crdinanc 


GENERAL  ORDINANCE  NO.  14:; 6. 

AN  ORDINANCE  . 

a  zoning  xjlan  for  tne  City  of  j’ort  ./ayne  to  regulate  and  restrict 
and  use  of  building;  to  regulate  and  determine  tiie  area  of  yards, 
spaces;  to  regulate  and  limit  the  use  and  intensity  of  use  of  land; 
te  the  location  of  trades,  callings,  industries,  commercial  enter- 
n  of  buildings  designed  for  specified  uses;  to  establish  building 
r^,oses  to  divide  the  city  into  districts;  t^  provide  for  administra- 
for  violation  of  its  provisions;  authorizing  tne  creation  of  a 
s  and  providing  for  review  of  the  decisions  of  such  board  by  the 
and  ordinances  supplemental  or  amendatory  thereto,  shall  be  knovi/n 
e  of  Eort  V/ayne,  as  amended  this  13tn  d8.y  of  November,  .1928. 


Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  '<7ayne ; 
SECTIOD  1.  INTERLRETATION;  PURPOSE. 


In  interpreting  and  applying  tne  provision  of  thos  ordinance  such  provision 
shall  in  every  instance  be  held  to  be  tne  minimum  requirements  adopted  to  conserve  the 
value  of  property  in  ti:e  City,  to  secure  adequate  light,  air,  convenience  of  access  and 
safety  from  fire  and  other  dangers,  to  lessen  or  avoid  congestion  in  tie  public  streets 


and  othervi^ise 
welfare . 


to  promote  public  health,  safety,  comfort,  morals,  convenience  and  general 


3ECTICN  2. 


DEFINITIONS. 


Certain  words  in  this  ordinance  are  defined  for  the  purposes  thereof  (unless 
there  is  express  provision  excluding  such  construction  or  the  subject  matter  or  context  is 
repugnant  thereto!  as  follows: 

(a)  .Vords  used  in  tne  present  tense  include  the  future;  the  singular  number 
includes  the  plural  and  the  plural  includes  the  singular;  the  word  "building"  includes  tne 
\7ord  "structure";  the  word  "shall  "  is  mandatory,  '..'itn  reference  to  use  of  buildings  or 
premises  the  word  "used"  or . the  word  "occupied"  shall  be  construed  as  if  followed  by  "or  in¬ 
tended,  or  arra,nged  to  be  used  or  occupied."  V/ith  reference  to  the  erection  of  buildings, 
the  word  erected  shall  be  construed  as  if  fbllov/ed  by  "or  altered,  enlarged,  arranged, 
intended  or  designed.  '  The  Viford  "use"  means  the  purpose  for  which  a  building  or  premises 

is  or  may  be  occupied.  In  tne  classification  of  uses  a  "use"  may  be  a  use  as  commonly  un¬ 
derstood  or  the  nwie  of  an  occupation,  business,  activity  or  operation  carried  on,  or  in¬ 
tended  to  be  carried  on,  in  a  building  or  premises,  or  the  name  of  a  building,  place  or 
thing  which  neme  indicates  the  use  or  intended  use. 

(b]  ALGCIl.IARY  USE  OR  BUILDING  -  Is  a  use  or  building  wnich  does 


tne  character  of  tne 


not  alter 

establisn- 

building 


premises  with  respect  to  their  principal  use  and  which  is 
ed  after  and  is  customarily  incidents.!  and  accessory  to  ti.e  principal  use  of  a 
or  premises  loca.ted  on  the  same  premises  with  such  principal  use. 

,  _  '  A  name  plate  on  the  exterior  door  of  a'dwelling  or  t.-o-family  nouse; 

inscriptions  , in  masonry  or  on  a  mets.l  tablet  on  an  apartment  building,  hotel,  public  or 
quasi  public  building;  an  un- illuminated  identification  capd  or  sign  not 
square  foot  in  area  in  a  window  or  on  a  tablet  attached 
nouncing 


to 


in  excess  of  one 

^  and  flat  against  a  building  an- 

tne  existence  of  any  conforming  use  in  such  building  are  auxiliary  uses. 

Customary  indoor  home  occupations,  office  of  a  pnysician,  dentist,  or 
-I  j  professional  person,  in  a  dwelling  or  apartment  conducted  by  members  of  tne  house- 
0  residing  therein,  without  windov/  display;  renting  of  not  more  than  two  rooms  in  a 
dwelling  or  in  an  apartment  of  a  two-family  house,  dining  room  or 
flower  or  news  stand,  beauty 


other 


,  X  uuiu  ux  restaurant,  cigar,  con- 

.  ,  .  .  .  parlor,  barber  shop,  ball  room  in  a  hotel,  without 

^  ^  window  display  and  without  public  access  except  from  or  through  tne  lobby;  pri- 

dining  hall,  dormitory,  printing  press,  student  laboratory  or  work-shop, 
connection  v/ith  a  school  or  college;  recreation  or 
playground 


fectionery , 
exterior  or 
vate 


playground  in 

service  building  in  a  public  oark  or 

or  auxiliary  uses. 

Private  garage  or  private  stable 
family  house;  community  garages  in  connection  with 

garage  as  defined  in  paragraph  (g)  of  this  Section  in  connection  with 
dv/elling,  two-family  house,  apartment  building  or  hotel  are  auxiJ.iary  uses. 

Necessary  and  customary  out-building  or  structure  which  will  not  annoy 
the  owner  of  adjacent  property  or  do  damage  thereto;  and  a  news  or  refresnm.ent  stand  in  a 
railway  station  v/ith  no  public  access  except  from  within  the  station  are  auxiliary  uses. 

Icj  BLOCK  -  is  that  property  abutting  on  one  side  of 
between  tne  two  nearest  intersecting  or  intercepting 

intercepting  street  ahd  railro9.,d  right-of-way  or  waterv/ay.  ^ 

(d)  DVSLLING,  TUO-FAIIILY  HOUSE  -  A  dwelling 
clusively  as  a  home  or  residence  of  a  single  family. 

.  .  .  ^  two-  family  house  is  a  building  used  as  a  residence 

living  independing  of  each  other,  a  building  coim  only 
apartment  building,  or  a  double  house;  a  building  consisting  of  two 
separated  by  a  party  wall. 

,.  FALILY  -  Is  any  number  of  individuals  living,  sleeping,  cooking'  and  eat- 

a  single  housekeeping  unit,  but  shall  not  include  a  group  of  more 
than  live  individuals  not  related  by  blood  or  marriage  »■  ^ 

1  X-  c-  X  GRADE  -  The  finished  grade  of  premises  improved  by  a  building  is  the 

ground  adjoining  the  building.  The  established  o-fade 
the  elevation  of  the  sidewalk  at  the  property  line  as  fixed  by  the  City.  Nhere 

?!„!!!!  established  grade,  tne  established  grade  shall  be  used 


in  connection  with  a  dwelling  or  two- 
an  apartment  building  or  hotel;  auxiliary 

any  use  except  a 


a  street  and  lying 
streets,  or  nearest  intersecting  or 

is  a  detached  house  used  ex- 

as  a  residence  of  two  families 
known  as  a  duplex  house ,  or  a  two- 
'g  of  two-one -family  houses 


IS 

f inisn- 


purposes  of 
(g) 


this  ordinance. 
GARAGE  -  A  public 


garage  is  a  buildi 


or  premises  used  for  tue  storage 


of  motor  vehicles  for  hire  or  reward,  where  minor  repairs  may  be  made. 

au>^iliary  garage  is  an  auxiliary  building  located  on  the  rear 
one-half  of  tne  premises  and  naving  a  ground  area  not  in  excessof  15  percent  of  the 
area  of  sucn  premises  and  which  may  be  used  for  tne  storage  of  commercial  or  passenger 
automobiles  operated  in  connection  v/itn  the  principal  use  of  such  ^I’emises. 

private  garage  is  an  auxiliary  building  v/ith  ground  area  not 
in  excess  of  lOpercent  of  tne  area  of  tne  premises  upon  wnich  it  is  located,  as  an 
+  a  dwelling  or  two-family  house,  and  which  is  used  for  the  storage  on 

e  groun  oor  o  passenger  automobiles  ov/ned  and  devoted  to  tne’  private  use  of  the 
occupants  of  tne  same  premises.  A  use  as  a  private  stable  shall  be  subject  to  tne  same 
ground  area  and  private  use  regulations  for  the  purposes  of  this  ordinance  as  tnose 
pertaining  to  a  private  garage. 

.  community  garages  are  a  group  of  three  or  more  private  garages 
occupying  collectively  not  to  exceed  15  per  cent  of  tue  area  of  tne  premises  upon  vmich 
^  ey  are  located  as  auxiliary  uses  to  an  apartment  building  or  hotel,  each  garage  be- 
xng  not  in  excess  of  200  square  feet  in  area  and  whetner  tne  private  garages  are  separ- 
rated  by  partitions  or  not,  provided  such  garages  are  located  on  the  rear  half  of  the 
premises  and  further  provided  that  tnere  are  not  more  than  two  vehicle  entrances  ag¬ 
gregating  not  more  tnan  20  feet  in  v/idtn  on  a  public  street. 

,  „  HEIGHT  OE  BUILDIKG  -  Is  tiie  vertical  distance  measured,  in  the 

case  of  flat  roofs,  from  tne  mean  level  of  the  established  grade  to  the  under  side 
of  tne  celling  beams  of  tne  uppermost  story  nearfest  tne  street,  and  in  the  case  of  a 
pitcned  roof  making  an  angle  not  greater  tna  45  degrees  v/ith  tne  horizontal,  from  the 
+  such  grade  to  tue  top  of  tne  enclosing^walls ,  exclusive  of  gables,  The 

neight  of  cnimneys,  flues,  cooling  towers,  fire  towers,  church  spires,  belfries,  pitch¬ 
ed  rocfs  of  not  greater  pitch  than  45  degrees  and  dormer  and  gables  thereon,  water 
tanxs  or  tov/ers,  stacks,  elevator  bulkheads  and  pent  houses,  gas  holders,  stage  towers 
and  scenery  lofts,  but  not  coal  bins,  holders,  bunker  or  similar  structures  is  not 
limited  by  this  definition,  v/ithout  adding  to  the  height  of  a  building  as  defined  here¬ 
in  a  para,pet  wall  and  finials  solely  for  ornament  and  v/ithout  windows  may  be  erected, 
buch  parapet  wall  may  extend  above  the  uppermost  ceiiing  not  to  exceed  10  oer  cent 


of  tue  height  of  the  building  as  herein  defined,  but  may  extend  5  feet  lu  o.ny  case. 

ere  a  roof  exceeds  45  degrees  pitch  neignt  of  a  building  shall  be  calculated  from  the 
mean  level  of  tne  underside  of  tne  rafters. 

.  lot  -  Is  a  Tjarcel  of  land  or  premises  occupied  by  one  building 
wi tn  its  usual  auxiliary  buildings  and  uses,  including  such  open  spaces  as  are  arrang¬ 
ed  and  designed  to  be  used  in  connection  v/ith  sucn  buildings.  A  cornre  lot  shall  be 
deemed  to  be  a  property  whicn  has  an  area  not  in  excess  of  6,000  square  feet,  and  whicn 
abuts  on  two  intersecting  streets  r.aking  an  angle  on  the  lot  side  of  not  greater  than 
120  degrees,  to  be  determined  in  the  case  of  curved  lot  frontages  by  the  intersection 
of  the  tangents  erected  at  t  e  intersection  of  the  lot  and  street  lines.  Tiie  side  street 
line  of  a  corner  lot  shall  not  exceed  120  feet  in  length  nor  shall  the  front  street 
line  exceed  50  feet  in  length. 

(j)  HON-GONFORllIITG  USE  -  Is  a  use  or  building  v/hich  does  not  comply 
with  the  regulatiors  of  tne  district  or  part  thereof  in  which  it  is  situated.  A  non- 
conforming  use  of  a  building  designed  for  such  use,  whether  tne  building  is  vacant,  or 
occupied  from  time  to  time  for  the  same  or  for  different  purposes,  within  tne  same  use 
class,  without  major  structural  changes,  and  so  long  as  tne  building  is  tena.ntable ,  is 
deemed  to  be  a  continuous  use.  A  non-conforming  use  of  a  building,  or  part  thereof,  which 
is  designed  as  a  conforming  building,  if  vacated  from  any  cause,  is  deemed  to  have  been 
discontinued.  A  sign  or  device  of  any  description  on  tne  same  premises  with  and  announc- 
ing^the  existence  of,  or  advertising  a  non-conforming  use,  the  replacement  of  any  non- 
conformdng  advertising  sign  after  it  has  been  removed,  any  use  auxiliary  to  a  non-con- 
forming  use,  the  extension  of  a  non-conforming  building  or  storage  yard,  the  structural 
alteration  or  remodeling  of  a  non-conforming  use  during  any  5  year  period  to  the  ex¬ 
tent  of  50  per  cent  of  the  'calue  of  the  structure,  are  non-conforming  uses.  A  non-con¬ 
forming  use  is  more  restricted  than  another  use  if  it  is  included  in  the  class  that  in 
arrangement  in  this  ordinance  precedes  the  class  in  which  such  non-conforming  use  is 
included;  and  tne  classes  in  order  of  precedence  are  A,  13, U,  0,  El,  E2,  E3,  and  E4.  here¬ 
inafter  enumerated. 

(-^)  x-UBLIG  SyAGE  -  Is  a  park  playground  or  open’  square  under  the  juris¬ 
diction  of  Federal,  State,  Gounty  or  Municipal  government. 

(l) _  STFiEET  BIKE  -  Is  the  dividing  line  between  a  street  and  the  lot. 
ihe  front  street  line  generally  is  the  street  line  which  has  tne  least  dimension,  or 
Which  is  at  the  o^^posite  end  of  the  lot  from  an  alley,  or  upon  which  the  front  wq,lls 
of  builQings  face, (in  unusual  cases  the  front  street  line  shall  be  determined  by  the 
board  of  zoning  appeals  as  provided  by  Section  14,  paragraph  (f)  of  this  ordinance). 
Interior  lots  extending  through  to  and  fronting  on  two  streets,  and  trianvular  corner 
lots  Shall  be  deemed  to  have  two  front  street  lines. 

(m)  STREET  V/ALI.  -  Is  that  wall  or  part  of  a  wall  of  a  building,  or 
the  v;all,  posts  or  columns  of  a  porch  or  other  structure,  nearest  to  the  most  nearly 
parallel  v/ith  the  street,  extending  more  than  4  feet  above  the  finished  grade. 

(n)  VOLULS  OF  BIJILDIFG  OR  ANY  PART  THEREOF  is  the  content  in  cubic 
feet  of  that  space  between  the  grade  used  in  determining  tne  height  of  the  building 
end  the  ceiling  of  the  uppermost  story  of  a  flat-roofed  building  or  part  thereof,  and 
tiie  top  of  ti*e  enclosing  v/alls  of  a  pitched  roof  building  or  part  thereof,  and  shall 
also  include  scenery  lofts  and  other  storage  spaces,  bays,  covered  ways,  covered 
porches,  or  other  s_.aces  not  open  to  tne  sky,  and  courts  or  parts  thereof  not  opening 
on  rear  yards  or  thoroughfares  or  public  spaces.  The  volume  of  a  building  shall  not 
include  elevator  bulkheads  and  pent  houses,  water  tanks,  cornices,  belt  courses, 
parapets,  chimneys ,  architectural  finials,  spires  on  churches,  spaces  above  enclosing 
v/alls  enclosed  by  pitched  roofs  and  doripers  and  gables  thereon;  provided  that  where  a 
roof  -^'Xceeds  45  degrees  pitch  the  excess  space  shall  be  included  in  the  volume.  Ho 
court  except  an  open  court  unobstructed  from  a  rear  yard  or  street  or  alley  or  nublic 
space  by  walls  for  its  full  width  shall  be  excluded  from  the  volume  of  a  building.  An 

offset  court  open  ng  on  an  open  court  but  having  a  building  wall  between  the  offset 


court  and  a  rear  yard,  tiiorouglif are  or  public  place,  or  tnat  i^art  of  a  court  not  open 
to  tue  sky,  shall  not  be  within  the  definition  of  an  open  court  or  a  part  of  an  open 
court,  and  sna] 1  be  included  as  a  part  of  tne  volume  of  a  building. 

(o)  YARD  -  Is  a  continuous  open  space  re.^uired  by  this  ordinance  along 
the  side  or  rear  f  a  building  on  the  same  lot,  starting  at  tne  ground  level.  A  cornice 
or  belt  courses  projecting  not  more  than  ll  feet  into  the  rear  yard  or  6  inches  into 
a  side  yard  shall  not  be  regarded  as  reducing  the  width  or  depth  of  a  yard.  REAR  YARD 
ia  a  yard  across  the  full  width  of  tne  lot  extending  from  the  rear  line  of  the  build¬ 
ing  to  the  rear  of  the  lot,  and  may  conta.jn  auxilia^ry  buildings  not  over  2  stories  high 
erected  after  the  principal  building  is  erected.  3IDR  YARD  is  a  ya.rd  extending  from  the 
rear  yard,  or  from  the  rear  lot  line  vmere  no  rear  yard  is  req,uired  to  the  front  lot 
line  between  the  building  and  the  side  line  other  tnan  a  street  line  of  tne  lot. 

SECTIOR  3.  DISTRICTS  DEFINED. 


For  the  purpose  of  classifying  and  regulating  tne  location  of  trades,  call¬ 
ings,  industries,  commercial  enterprises  and  trie  location  of  building^^  designed  for 
specified  industrial,  business,  residential,  and  other  uses,  and  for  the  purpose  of 
regulating  the  heignt  and  size  of  buildings,  tne  size  of  yards  and  other  open  spaces 
surrounding  such  buildings  and  for  the  purpose  of  establishing  building  lines,  the  City 
of  Fort  v/ayne,  is  hereby  divided  into  six  classes  of  districts;  (l)  A  districts,  {2^  D 
districts,  (3)  C  Districts,  (4)  D  districts,  (5)  E  districts,  and  (6)  F  districts;  as 
shovm  on  the  zoning  map  which  accompanies  this  ordinance.  The  said  map,  consisting  of 
six  separate  parts  all  of  which  are  sections  of  tne  same  map  covering  the  entire  terri¬ 
tory  of  tne  City,  and  the  chart  upon  one  of  them  containing  the  explanation  of  symbols 
and  indications  vriiich  appear  on  said  map,  are  hereby  made  a  part  of  this  ordinance. 

Ine  districts  designated  on  said  map  are  hereby  established.  No  building  shall  be  erect¬ 
ed  ^nor  shall  buildings  or  premises  be  used  except  in  conformity  v/ith  tne  provisions  of 
this  ordinance  in  the  district  in  which  such  building  or  premises  is  or  are  located.  No 
lob  area  shall  be  so  reduced  or  diminished  nor  shall  a  building  be  so  enlarged  tnat  the 
volume  of  the  building  shall  be  greater  or  the  open  spaces  smaller  tnan  hereinafter  pre¬ 
scribed.  The  open  spaces  re^puired  for  a  particular  building  shall  not  be  included  as  a 
part  of  the  repaired  lot  or  yard  of  any  otner  building. 


ing  be 
thereto 
Class  B. 


ape 


SECTION  4.  A  DISTRICT. 

(a)  In  an. A  district  no  building  or  premises  shall  be  used  nor  shall  any  build- 
erected  to  be  used  except  for  Glass  A  uses  and  auxiliary  uses  and  auxiliary  uses 

as  defined  by  Section  2  (b),  or  special  uses  exclusively  as  hereinafter  provided. 

.  C.  D.  and  E  uses  shall  not  be  established  in  an  A  district. 

(b)  CLASS  A  USES  DEFINED:  For  the  purposes  of  this  ordinance.  Class  A  uses 
hereby  defined  as  uses  designed  for  and  permitted  in  A  districts  and  conforming  to  the 
provisions  relating  to  such  districts;  and  all  A  uses  are  furtner  defined  as  follows: 

A  Use  -  Shall  include  every  use  as  a: 

1.  Dwelling; 

*-2.  Golf  or  country  club,  or  other  private  club  executing 
activity  of  which  is  a  service  customarily  carried  on  as  a  business, 
parish  nouse,  public  recreation  building,  community  center  building, 

school,  public  school,  juvenile  dancing  school,  or  a  private  or  boarding  school  or  college 
except  such  schools  or  colleges  as  are  hereinafter  enumerated,  and  in  connection  with 


such  club,  churcii,  convent,  parish  house,  recreation  or  community  center  building, 
versity,  school  or  college  one  unlighted  sign  not  in  excess  of  S  spuare  feet  in  ar 


announcing  the  existence  of  such  use. 

3.  Public  Park,  public  playground; 

4.  Tree  or  plant  nursery,  f^rm. 


a  club  tne  chief 
church,  convent, 
university,  music 
or 

any 
un  i  - 

puare  feet  in  area 


house  is  operated  as  a 
of  any  3  ot  line  ) ; 

5.  Railway 
industrial  tracks; 

6.  Unlighted 
upon  it  is  located  for 


.  -  truck  garden,  greenhouse (unless  such  green- 

retail  business  and  provided  no  building  is  located  within  15  feet 

right-of  -way  or  passenger  station  not  including  yard  tracks  or 

of  6  spuare  feet  in  area  offering  the  premises 


sign 

sale 


not  in 
or  for 


(c)  USE  LIMITATIONS;  In 


On 

Or 


excess 
rent . 

4.  j  ■  an  A  district  no  building  shall  be  erected  or  used  for 

any  use  except  a  dwelling  or _ greenhouse  unless  such  building  or  use  is  located: 

premises  adjoining  or  across  a  street  or  alley  from  a  railv>ray  rignt-of-way ; 
on  the  same  street  and  adjoining  premises  or  directly  across  a  street  from 
premises  wnere  there _ exists  a  conforming  building  devoted  to  a  use  other  than  a  dwelling- 

the  intersection  of  two  streets  diagonally  or  directly  across  a  street 
f  i?i  corner  lot  upon  which  is  maintained  a  conforming  use  other  than  a  dwelling; 

other  than  I  dietriotf  aorose  a  street  from  a  district 

Or  in  a  block  in  which  there  a  e  no  dwellings. 

VC  +  1  +  ^  area  of  the  lot  repaired  for  each  senarate  dwellino-  shall  be 

6,000  spuare  feet,  and  no  dv/elling  shall  hereafter  be  erected  unon  a  lot 
w  ich  is  less  in  area  than  6,000  spuare  feet;  provided  tnat  this  regulation  snail  not  be 
construed  so  as  to  prevent  the  erection  of  one  dwelling  on  any  vacant  ^0^11^^.^^ 
separately  owned,  or  on  any  numbered  lot  in  an  allotment  v^hich 
time  of  the  passage  of  this  ordinance  even  though  such  lot  is 


f  eet . 


was 

less 


recorded  prior  to  the 
in  area  than  6,000spuare 


narrower 
foot  for 
width  of 
but  need 
a 


(e ) 
side 
each 
both 


SIDE  YARD; 
yard  shall 
ten  feet  in 


There  shall 


be  a  side  yard  on  eacn  side  of  every  building.  The 
be  not  less  in  width  than  five  feet,  to  which 
the  height  of  tne  building  in  excess  of  20 
side  yards  shall  be  not  less  tha  25  per  cent  of 

Tc  -Id-  feet  in  any  case.  Spaces  or  rooms,  exempt  from  the  volume  of 

side\uildini  not  regarded  by  this  paragraph  as  additional  height.  The 

side  building  line  on  a  corner  lot  may  be  regarded  as  a  side  yardc 

(f ) 


shall  be  added  one 
feet,  and  the  total 
mean  width  of  the  lot 


rear  YARD;There  shall  be  a  rear  yard  for  every  building  the  depth  of  which, 
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portion  used  for  auxiliary  buildings,  snail  not  be  less  than  kib  per  c 
of  tne  mean  depth  of  trie  lot,  but  need  not  be  more  in  any  case  than  25  feet.  A 

occupied  by  auxiliary  building  whose  aggregate  area  shall  not  ex¬ 
ceed  15  per  cent  of  tne  area  of  tne  lot. 

a  hpic-h+  street  line  no  building  or  part  thereof  shall  exceed 

f  30  feet.  For  each_  one  foot  tnat  a  building  or  portion  of  it  sets  back 

+  ^uilding  or  such  portion  thereof  along  such  street  may  be 

erected  two  leet  in  height  in  excess  of  the  30  feet. 

(h)  VCLUllS:  The  aggregate  volume  in  cubic  feet  of  all  buildings  on  a  lot, 
of  tne  ground  story  of  a  private  garage,  and  tne  ground  story  of  other 
building,  snail  not  exceed  tne  area  of  tne  lot  in  siuare  feet  multinlied 
by  14  in  tne  case  of  a  corner  lot. 

(i)  ZiLdY  ShTBAGh:  ITo  building  or  portion  thereof  shall  be  erected  near- 
center  line  of  an  alley  tnan  eight  feet. 

-^ORl^R  VISIBILITY:  No  fence,  v/all,  hedge  or  other  planting  or  other 
vision,  extending  in  excess  of  four  feet  above  tne  established  grade 
shall  be  erected  or  maintained  on  tnat  part  of  a  corner  lot  tnat  is  included  between 
tie  lines  of  intersecting  streets  and  a  line  intersecting  them  at  points  of  15  feet 
distant  irorn  tiie  intersection  of  the  street  lines. 

(k)^  NON-CONPCKKING  USB:  A  non-conforming  use  existing  at  the  time  of  the 
passage  of  tnis  ordinance  may  be  continued,  but  if  discontinued  shall  not  be  renew¬ 
ed.  A  non-conforming  use  shall  not  be  cnanged  unless  changed  to  a  more  restricted  use; 
iroyided,  nowever,  tnat  a  non-conforming  storage  yard,  E3  or  an  E4  use  hereinafter 
d  lined  snail  not  be  changed  except  to  a  conforming  use. 

^  BUILDING  LINE;  Building  lines  are  req.uired  as  nrovided  by  Section  11 

oi  tnis  ordinance.  * 


exclusive 
auxiliary 
by  10,  or 


er  tne 


SECTION  5,  B  DISTRICT. 


(a)  In  a  B  district  no  building  or  premises  shall  be  used  nor  snail  a  build- 
ing  be  erected  to  be  used  except  for  class  A  or  B  uses,  and  auxiliary  uses  thereto  as 
denned  by  Section  2  (b),  or  special  uses  exclusively  as  hereinafter  provided.  Class 
C.  D  and  E  uses  snail  not  be  established  in  a  B  district. 

( "b )  USnS  DEFINED:  For  the  purposes  of  this  ordinance,  Clans  B  uses  are  here- 
by  dei ined  as  uses,  other  than  Class  A  uses,  designed  for  and  permitted  in  B  districts 
and  conforming  to  the  provisions  relating  to  such  districts;  and  all  B  uses  are  further 
defined  as  follows: 

B  Use  -  Shall  include  every  use  as  a: 

1.  Tv/o-family  house; 

2-  Public  library,  public  museum,  public  art  gallery,  hospital  or  sani- 
tarium,  an  eleemosynary  institution  except  as  otherwise  classified,  and  in  connection 
Vifitn  any  such  library,  museum,  art  gallery,  hospital  or  sanitarium  or  institution  one 
unligiited  sign  not  in  excess  of  6  spuare  feet  in  area  announcing  tne  existence  of 
such  use . 


(c)  LOT  AREA:  The  area  of  tbe  lot  required  for  each  separate  dwelling  or 
two-family  house  shall  not  be  less  tiian  4,000  square  feet,  and  no  dv/elling  or  two- 
family  house  sha..l  hereafter  be  erected  upon  a  lot  which  is  less  in  area  tnan  4,000 
Square  feet;  provided  that  this  regulation  shall  not  be  construed  so  as  to  prevent 
the  erection  of  one  such  building  on  any  vacant  lot  which  v/as  separately  owned  or  any 
numbered  lot  in  an  allotment  v/hich  was  recorded  prior  to  the  time  of  the  passage  of 
this  ordinance  even  though  such  lot  is  less  in  area  than  4,000  square  feet. 

OTxIER  PROVISIONS:  The  provisions  of  Section  4  (A  districts)  paragraphs 
\s)}  {f)>  (g)}  (h),  (i),  (j)  and  (k)  pertaining  to  side  yards,  rear  yards,  height, 

v.lurae,  alley  setback,  corner  visibility  and  non-conforming  uses  shall  apply. 

(e)  BUILDING  LliuIS;  Building  lines  are  required  as  provided  by  Section  11  of 
t.iis  ordinance. 


SECTION  6.  G  DISTRICT. 


(a)  In  a  G  district  no  building  or  premises  shall  be  used  nor  shall  a  build¬ 
ing  be  erected  to  be  used  except  for  Class  A,  B  or  G  uses  and  auxiliary  uses  tliereto 

as  defined  by  Section  2  (b),  or  special  uses  exclusively  as  liereinafter  provided;  but 
B  uses  shall  not  be  included  in  tiie  uses  permitted  in  a  C  district  which  is  entirely 
surrounde<i  by  A  districts.  Class  D.  and  E.  uses  shall  not  be  established  in  a  G  district. 

(b)  USES  DEFINED:  For  the  purposes  of  this  ordinance.  Class  C  uses  are  here¬ 
by  defined  as  uses,  other  than  Class  A  and  B  uses,  designed  for  and  permitted  in  G 
districts  and  conforming  to  the  provisions  relating  to  such  districts;  and  all  C  uses 
are  further  defined  as  follows: 

C  Use  -  Shall  include,  and  in  connection  tnerev/ith  v/indov/  signs  and  a  sign 
flat  against  the  building  belov/  the  top  of  the  enclosing  walls  announcing  its  existence, 
provided  no  operation  is  of  such  a  nature  as  to  become  offensive  or  noxious  by  reason 
of  tne  emission  of  odors,  fumes  or  gases,  dust,  smoke  or  noise,  every  use  as  a: 

1.  Financial  institution: 

Gasoline  (automobile)  filling  station; 

3.  Greenhouse  operated  as  a  retail  business; 

4.  Ice  distributing  stahion  from  v/hich  wagon  or  truck  deliveries  are  not 

made ; 


f  ied ; 


5.  Office; 

6.  Public  or  private  institutions,  except  an  institution  otherv/ise  classi- 


fit; 
or  the 


7. 


8. 

making 


Restaurant,  tneater,  dance  nail,  operated  for  purposes  of  privehe  pro- 

I 

Retail  store,  retail  tra.de,  vocation  profession,  or  shop  for  custom  work 
of  articles  to  be  sold  at  retail  on  tne  premises  to  the  residents  of  the 


neighborhood,  but  not  including  E  uses  hereinafter  enumerated; 


o 

O 


9.  ochool  for  dancing  except  as  nereinbefore  classified;  business  college, 
trade  or  vocational  school  otner  txian  an  1]  use;  horsebacix  riding  school. 

(c)  SIDii!  YARD;  The  side  yard  provisions  of  A  district,  Section  4,  paragraph 

(d),  shall  apply  to  premises  occupied  by  an  k  or  B  use.  In  connection  with  a  C  use  a 

side  yard  not  less  in  width  than  5  feet,  to  which  shall  be  added  one  foot  for  each 

lo  feet  in  tiie  height  of  tne  building  in  excess  of  20  feet,  snail  be  rei^uired  along 

that  side  of  a  lot  wnich  adjoins  an  A  or  B  district. 

(d)  OTHSR  PROVISIONS;  The  provisions  of  Section  4,  (A  district)  paragrapns 
(f),  (g),  (n),  (i),  (j)  and  (k)  pertaining  to  rear  yard,  height,  volume,  alley  set¬ 
back,  corner  visibility  and  non-co  forming  uses  shall  apply. 

(e)  BUILDING  LINUS;  Building  lines  are  reL][uired  as  provided  by  Section  11 
of  this  ordinance. 


SUCTION  7  .  D  DISTRICT. 

(a)  In  a  D  district  no  building  or  premises  shall  be  used  nor  shall  any  build¬ 
ing  be  erected  to  be  used  except  for  Class  A,  B  or  D  uses,  and  auxiliary  uses  there¬ 
to  as  defined  by  Section  2  (b),  or  special  uses  exclusively  as  Hereinafter  provided. 
Class  C  and  E  uses  shall  not  be  established  in  a  D  district. 

(b)  USDS  DERINED:  Nor  tne  purposes  of  this  ordinance.  Class  D  uses  are  here¬ 
by  defined  as  uses,  other  than  Class  A  or  B  uses,  designed  for  and  prenitted  in  D  dis¬ 
tricts  and  conforming  to  tlie  provisions  relating  to  such  districts,  and  all  D  uses 

are  further  defined  as  follows: 

D  Use  -  Shall  include  every  use  as  a: 

1.  Apartment  building; 

2.  Boarding  house  or  lodging  House; 

3.  Hotel  v/hich  is  maintained  within  the  limitations  in  D  districts  imposed 
thereon  by  tnis  ordinance,  and  in  connection  therewith  an  unligiited  sign  not  in  excess 
of  six  Si-iuare  feet  in  area,  flat  against  ti^e  building  below  tne  top  of  tne  enclosing 
walls,  announcing  the  existence  of  such  hotel. 

(c)  SIDE  YARD:  There  shall  be  a  side  yard  on  one  side  of  every  building.  The 

side  yard  shall  be  not  less  in  widtn  tnan  4  feet,  to  which  shall  be  added  one  foot  for 

eacn  10  feet  in  the  height  of  the  building  in  excess  of  20  feet,  ./here  a  side  line  of 
a,  lot  adjoins  an  A  or  B  district  tne  required  side  yard  shall  be  along  that  side  line. 

(d)  RU7\R  YARD:  There  shall  be  a  rear  yard  for  every  building  tne  depth  of 

which,  including  any  portion  used  for  auxiliary  buildings,  shall  be  not  less  tnan  15 

per  cent  of  the  mean  depth  of  the  lot,  but  need  not  be  more  in  any  case  than  20  feet. 

•<heie  the  alley  adjoins  the  rear  lot  l.ine  the  depth  of  tne  rear  yard  may  be  measured 
from  thecenter  line  of  such  alley. 

(®)  Height:  At  any  street  line  no  building  or  any  part  thereof  shall  exceed 
a  height  of  50  feet.  Nor  each  one  foot  that  a  building  or  portion  of  it  sets  back  from 

any  street  line,  such  building  or  portion  thereof  may  be  erected  2  feet  in  height  in 

excess  of  50  feet.  “ 

(f )  VOLUIilU:  The  aggregate  volume  .  in  cubic  feet  of  all  building  on  a  lot,  ex¬ 
clusive  of  tne  ground  story  of  a  private  garage  or  community  garages  and  the  ground 
story  of  other  auxiliary  buildings,  shall  not  exceed  the  area  of  the  lot  in  s.-j_uare 
feet  multiplied  by  24  or  by  30  in  the  case  of  a  corner  lot. 

,  (s)  OTHER  PROVISIONS:  The  provisions  of  Section  4,(  A  districts)  paragrapns 

(i;,(j)  and  (k)  pertaining  to  Alley  Setback,  corner  visibility  and  non-conf ormino-  uses 
shall  apply. 

(h)  BUILDING  LINES:  Building  lines  are  required  as  provided  by  Section  11  of 
this  ordinance. 


SECTION  8  E  DISTRICT. 


(a)  In  a  n  district  no  building  or  premises  shall  be  used  nor  shall  a  building 
be  erected  to  be  used  except  for  uses  hereinbefore  enumerated  or  E  or  special  uses, 
enumercited  in  Section  10  of  this  ordinance,  exclusively;  provided,  however,  that  wnere 
any  other  valid  ordinance  of  the  City  of  Port  Wayne,  prohibits  tne  establishment  or  oner 
ation  of  any  E  use  hereinafter  enumerated,  the  provisions  of  such  ordinances  shall  take 
precedence  over  this  ordinance. 

(b)  bSES  DEFINED:  For  the  purposes  of  this  ordinance,  E  uses  are  hereby  de¬ 
fined  ad  uses,  other  than  Class  A,B,  C,  or  D  uses,  designed  for  and  permitted  in  E  dis- 
ti'icts  and  conforming  to  the  provisions  relating  to  such  districts;  and  all  E  uses  are 
further  defined  and  classified  as  El,  E2,  E3  or  E4  in  paragraph  s  (c),  (d),  (e)  and  (f) 
of  tnis  section. 

(c)  El  USE  -  shall  include,  provided  n„  operation  is  of  such  a  nature  as  to 
become  or  noxious  by  reason  of  the  emission  of  odors,  fumes  or  gases,  dust,  smoke  or 
noise,  every  use  as: 

1.  Armory  or  arsenal,  except  where  ainmunition  is  manufactured; 

2.  Billiard  room,  bowling  alley,  skating  rink:  for  purposes  of  private 

profit; 


Billboard,  sign  board,  advertising,  announcement  or  name  sign  or  movinp" 
advertising  device  unlighted  or  initially  illuminated  or  illuminated  by  projectors 
whether  or  not  any  such  use  is  on  the  same  premises  as  tne  activity  announced,  advertised 
or  stated  thereon,  except  a  sign  which  is  defined  in  Section  2  of  this  ordinance  as  an 
auxiliary  use  or  v/hich  is  classified  as  an  A,  B,  C  or  D  use; 

4.  Convention  hall; 

5.  Public  passenger  automobile  garage  or  repair  shoe;  automobile  parts  or 

tire  repair  or  vulcanizing  shop;  automobile  laundry;  truck  garage  other  than  an  auxiliarv 
use ; 


6.  Railroad  freignt  station,  or  storage,  team, 
private  track;  provided  that  the  handling  of  materials. 


loading  or  unloading  track  or 
products  or  articles  at 


such 


;U4 


station  or  track  shall  he  subject  to  the  general  restrictions  and  conditions  vhiich 
a^.ply  to  iiil  uses; 

7.  Storage,  packing,  labeling,  consigning  or  warehouse; 

8.  VTliolesale  sales  office,  sajnple  room  or  warehouse; 

9.  Undertaking  parlor; 

An  ^1  use  shall  also  include  every  use  not  otherv/ise  classified,  provided 
aj.1  riatei  ials  and  products  are  stored  and  all  manufeicturing  operations  are  carried 
on  entirely  witiiin  substantial  buildings  cor’pletely  enclosed  with  walls  and  roof, 

•f  so  conducted  t^at  such  use  could  occupy  space  in  a  building  generally  housing 
more  than  one  manufacturing  use  and  customarily  called  a  loft  building,  witnout 
serious  annoyance  or  injury  to  otner  usual  occupants  or  without  affecting  by  reason 
of  noxious  odors,  fumies  or  gases  or  excessive  dust,  noise,  vibrations  or  danger,  a 
business  or  other  activity  'vhich  may  be  carried  on  v/ithin  the  Scime  building,  and 
provided  no  operations  are  of  such  nature  as  to  become  offensive  or  noxious  to  the 
occupants  of  adjoining  residence  or  apartment  uses  by  reason  of  tne  emission  of  odors, 
fumes  or  gases,  dust,  smoke,  noise,  or  vibrations;  and  U1  uses  shall  include  such 
uses  as: 

10.  Carpenter  shop  whether  or  not  the  product  is  sold  at  retail  on  the  pre¬ 
mises,  but  not  including  planing  mill; 

11.  Cigar,  cigarette  or  smoking  tobacco  manufacturing; 

lA.  Clay  or  glass  articles  manufacturing,  provided  no  individual  kiln  ca¬ 
pacity  exceeds^200  cubic  feet  and  no  kiln  is  fired  except  by  oil,  gas  or  electricity; 

13.  Cotton,  wool,  felt,  flax,  hair,  hem  ,  le-.ther,  paper,  cardboard,  cork, 
rubber,  fur,  feather,  horn,  bone,  shell,  celluloid,  fiber  articles  manufacturing,  or 
the  manufacturing  of  articles  from  sim.iiar  materials; 

14.  Ink  manufacturing  no'  including • tne  preparation  of  linseed  or  resin  oils; 

15.  ^Lletal  working,  assembling,  machine  v/ork,  other  than  by  processes  or 
operations  which  are  disagreeable  or  annoying  from  any  cause;  casting  of  aluminum, 
babbitt,  lead,  brass,  bronze,  white  mete,l,  for  the  manufacturing  of  metal  products, 
provided  no  metals  are  melted  except  in  melting  pot,  tne  capacity  of  which  does  not 
exceed  500  pounds  or  in  electric  furnace,  the  capacity  of  which  does  not  exceed  500 
:  ounds ,  and  further  provided  no  power  vibrating  shippers  or  riveters  are  employed; 
sheet  metal,  pipe,  tin,  copper,  brass  v.'orkers '  or  wagon  shop,  whether  or  not  the  pro¬ 
duct  or  service  is  sold  at  retail  on  the  premises; 

IS.  Paint  or  enamel  blending  including  only  such  operations  as  do  not  emit 
noxious  odors,  gases  or  fumes,  painting,  enameling,  japanning,  lac.'^^uering,  oiling, 
staining  or  varnishing  shop,  whether  or  not  the  product  or  service  is  sold  at  retail 
on  t..e  premises; 

17.  rharmaceuti cal  products,  toilet  preparations,  iiatent  or  proprietary 
medicines,  or  baking  powder  manufacturing,  provided  no  toxic  or  corrosive  fumes, 
offensive  odors  or  dust  a.re  permitted  to  escape  from  the  building; 

18.  Printing  of  a  iieriodical,  job  printing,  book  binding,  lithographing, 
engraving ; 

19.  Rubber  products  manufacturing  from  Para,  plantation  or  non-illsmell- 
ing  African  rubbers,  and  in  which  sulphur  chloride  is  not  used; 

20.  Stora.ge  in  warehouse  of  materials  or  products;  storage  in  underground 
ta.nks  of  oils,  petroleum  or  inflamina.ble  fluids  in  -luantities  and  under  conditions 
permitted  by  other  ordinances; 

21.  Tnolesale  products  salesroom  or  market. 

(d)  J32  U3R  -  Ro  R  2  use,  or  part  thereof,  together  with  auxiliary  uses 

there  o  shall  be  established  in  that  part  of  an  iC  district  which  is  nearer  at  any 
wOint  to  an  A,  E  or  D  district  than  125  feet.  An  E  g  use  shall  include,  provided 
no  operations  are  of  such  a  nature  as  to  becom.e  offensive  or  noxious  to  the  occupants 
of  adjoining  premises  devoted  to  or  adapted  for  other  uses,  by  reason  of  the  emission 
of  odors,  fumes  or  gases,  dust,  smoke  or  noise,  every  such  use  as: 

I.  Above  ground  tanks  for  the  storage  of  inflammable  fluids  in  ^usintities 
not  greater  than  3,000  cubic  feet,  except  as  prohibited  or  otherwise  regula.ted  by  other 
ordinances,  storage  in  bulk  or  in  yard  or  in  shed  of  products  or  materials  or  articles 
manufactured  or  in  the  process  of  ma.nuf  a.cture ,  (except  as  othervase  classified), 
which  do  not  em.it  dust;  gas  or  odors  of  a  di sa'greea.ble  or  annoying  nature;  scra-o 

iron,  metal  or  junk  ya,rd;  stora,ge  and  ba.ling  or  scrap  papper  or  rags;  worn  out  motor 
vehicles; 

Bleaching  and  dyeing  of  yarns,  textiles  or  felt,  provided  no  sulphur 
colors  or  m.ateri8.1s  v/hich  create  offensive  odors  are  used; 

3.  Brewery;  distilled  liipuors  or  spirits  manufacturing; 

4.  Cement  products  such  as  concrete  blocks  and  garden  furniture  manu¬ 
facturing; 

5.  Clay,  glass  or  shade  products  manufacturing  including  the  refining 
or  blending  of  tne  raw  amterials; 

6.  Custom,  dyeing  or  cleaning,  clothes  cleaning,  steajn  cle;  ning,  carpet 
cleaning,  commercial  laundry; 

7.  Pood  products,  beverages,  confections  manuf a.cturing ,  preparation,  com¬ 
pounding,  baking,  canning,  packing  or  bottling,  including  tne  grinding,  cooking, 
roasting,  preserving,:  drying,  smoking  or  curing  of  meats,  fruits  or  vegetables,  ex¬ 
cept  a  use  otherwise  classified;  feed  manufacturing  except  from  refuse,  offal  or 
ta.nkage ; 

6.  Fuel  distributing  station  from  v/hich  coal,  coke,  wood  or  similar  fuel 
is  sold  at  retail  and  where  all  fuel  is  unloaded  from  carriers  and  loaded  upon  carri¬ 
ers  a.nd  stored  entirely  v/ithin  substantial  enclosed  buildings,  provided  the  operat¬ 
ion  of  such  station  is  carried  on  v/ithout  the  emission  of  dust  or  noise; 

9.  Ice  manufacturing,  .quantity  storage  of  ice  for  purposes  of  sale  by 
wagon  or  truck  delivery; 

10.  Paper  or  strawboard  manufacturing  from,  waste  paper  stock  or  pulp  board; 

II.  Poultry  killing,  packing,  or  storage  for  purpose  of  sale  at  wholesale; 


12.  Railroad  freight,  storage  or  classificati  -n  yard;  railroad  shop  or  round¬ 
house  ; 

13.  Soap  nanuf acturing  from  refined  oils  or  fats,  provided  competent  condens¬ 
ers  or  other  a^.pliances  shall  he  operated  where  necessary  to  comply  with  the  definition 
or  the  intended  definition  of  an  R2  use,  n&d  excepting  the  use  of  low  grade  greases, 
oils  or  tallovif  or  other  ingredients  which  emit  of  noxious  odors; 

14.  Stable  for  the  housing  of  more  than  4  horses  or  cows,  livery  or  hoarding 
or  ss,les  stable,  veterinary  hospital;  dog  pound; 

15.  Stone,  marble  or  granite  grinding,  dressing  or  cutting,  but  not  crushing; 
monum.ent  v/orks; 

16.  Varnish  or  enamel  manufacturing  from  balaam  gums,  copal,  or  spar  and  tur- 
alcohol  or  benzine  and  other  ingredients  which  do  not  emit  disagreeable  or 

fumes  or  gases; 

(e  )  S3  USS  .  Hi  S3 
shall  be  established  in  that 


use , 
nart 


pentine , 

noxious  _ 

or  pa,rt  thereof,  together  with  auxiliary  uses  thereto, 
of  an  S  district  which  is  nearer  to  an  A,  E,  C,  or  D 
district  tha.n  400  feet  nor  nearer  to  an  P  district  than  125  feet.  S3  use  shall  include 
provided  competent  dust  collecting,  condensing  or  other  appliances  are  employed  where 
necessary  to  prevent  the  emission  of  dust,  gas,  smoke,  noise,  fumes,  or  odors  t-  such 
an  extent  as  to  affect  tne  health,  safety,  comfort,  morals  or  v/elfare  of  occupants  of 
premhses  loca.ted  not  fartiier  from  such  use  tiia.n  400  fe-et,  every  such  use  as  ; 

1.  Bone  grinding  from  soft  bone;  carpet  beating; 

2.  Chalk,  graphite,  emery,  corundum,  carborundum,  whiting,  mercury  salts, 
white  lead,  red  lea.d,  zinc  salts,  lithophone,  plaster,  punice  or  talc  products  :riai  ufactur- 

dry  materials,  or  tuemanuf actur ing  of  product  from  other  dust  producing  mater- 
stone  grinding  or  refining;  litnopone,  white  lead,  red  lead,  whiting  mann¬ 


ing  from  tne 
ials;  pumice 
facturing ; 

5 . 


or  coal 


Chewing  tobacco  or 
Coal  distillation. 


cereals  i 

6. 

felt  except 

7. 

8. 

inating  gas 


Coffee  roasting  or 
done ; 

Dyes  manuf a.cturing 


snuff  manufacturing; 

including  derivation  of  such  products  as  gas,  ammonia 
manufacturing  of  coffee  substitutes  v/here  roasting  of 

dying  of  yarn,  textile  or 


otherwise  classified; 


from  coal  tar  derivatives; 
a  use  otherv/ise  classified; 

Foundry  compound  or  parting  sand  manufacturing; 

Fuel  gas  or  illimiinating  gas  manufacture  or  purification;  fuel  gas  or  ilium- 
storage  or  the  storage  above  ground  of  other  inflammable  fluids  exceot  as 


9. 

Fuel  pocket,  tipple, 

trestle , 

10. 

Grain  elevator; 

11. 

Linseed  oil,  or  simi! 

Lar  oils. 

12. 

Linoleum,  oil  cloth. 

printers 

v/ise  cla.ssified; 

13.  Live  stock 

14.  Metal 

where  processes  crea 


dump  or  yard,  wholesale  or  retail; 

manufacturing,  boiling  or  refining; 
ink  manufacture,  lacq,uer,  except  a  use  other- 

corrals  or  pens;  stock  yards;  abattoir; 

processes  or  assem.bling  where  snap  riveting  is  done. 


fabricating 


_  ig  noises  permitted  in  the  general  definition  of 
ed  on;  forging,  melting,  heating  or  casting  of  metal  or  their  alloys, 
cesses,  except  a  use,  othe rwi se.  classified;  rolling  or  bio omi ns'  m '  11  ; 


or 

an  Fb  use  are  carri- 
employing  all  pro¬ 
nail,  tack  or  rivet 


African 


wise 


are  employed,  wireraill,  pipe,  boiler, 
otherv/ise  classified; 

furnitui'e,  wood  boxes,  basket  material  manu- 

•smelling 


manufacturing  where  heading  or  cutting  machines 
locomotive  v\»orks; 

15.  Paper  manufacturing,  except  as 

16.  Planing  mill;  cooperage  plant; 
facturing; 

17.  Rubber  products  manufacturing  from  Para,  plantation  or  non-ill 
rubbers,  in  v/hich  sulphur  chloride  is  used; 

18.  Salt  manufacturing; 

19.  Shoddy  or  shoddy  felt  manufacturing; 

20.  Stone  crushing  and  screening,  stone  grinding,  cutting  or  buffing  not  other- 
classified;  stone  quarry; 

21.  Tallow,  grease,  lard  or  fat  rendering  or  refining,  except  from  refuse  or 
rancid  fats;  sa.usage  casing,  gut  strings  or  similar  products  manufacturing; 

22.  Varnish  or  enamel  manufacturing  if  animal  glues  or  shellac  are  used  as  in¬ 
gredients;  shellac  refining;  soya  bean  oil,  or  china  v/ood  oil  manufacturing  or  refining;- 

23.  Vinegar,  or  yeast  manufacturing; 

'Wood  distillation; 

F4  bSF.  Ho  E4  use  hereinafter  defined,  or  part  thereof,  shall  be  established 
A,  B,  C,  or  D  district  tha,n  1,000  feet,  nor  nearer  to  an  F  distrist 
F4  use  shall  include  all  E  uses  which  are  excluded  by  general 


24. 

(f) 

nearer  to  an 
500  feet.  An 


by  enumera.tion  from  the 


than 
definition 


,  ,  ^3  classes  of  uses;  and  shall  include,  subject  to 

provisions  of  paragraph  (a)  of  this  section,  every  such  use  as: 

1  Asphalt  or  creosote  manufacturing  or  refining;  asohalt  or  similar 
vative  coating^or  impregnation  of  fibre  materials  or  wood  where^heat  is  applied;” 

2.  Chlorine  disinfectants,  insecticides  or  bleaching  powder  manufacturi 


or 

the 


preser- 


ng; 


of  brine;  cattle  or  sheep  did  manufacturing; 

/oCottonseed  oil,  or  similar  oils,  manufacturing,  boiling  or  refining; 
Fertilizer  manufacturing  from  organic  matter  or  minerals; 

Fish  curing,  cooking,  or  smoking  or  canning,  fish  oil  manufacturing  or 


re¬ 


electrolysis 

5 . 

4. 

5. 

fining; 

6. 

storage ; 

7.  •’  Glue,  size  or  gelatine  manufacturing,  where  the  processes  include  tiie  refin¬ 
ing  or  recovery  of  products  from  fish  or  animal  refuse  or  offal; 

8.  Grain  drying  or  poultry  feed  manufacturing  from  refuse  mash  from  breweries 
or  from  refuse  grain; 


Gun 


powder,  nitroglycerine,  picric  acid  or  other  explosive  manuf acturins-  or 


9.  Hydrociiloric ,  nitric,  sulphuric  or  sulphurous  acid  manufacturing; 

10.  Incineration,  distillation,  drying,  cooking,  rendering,  reduction  or 
storage,  of  garbage,  slaughter  house  refuse  and  rancid  fats,  offal  refuse,  refuse 
dead  animals  or  other  refuse; 

11.  Petroleum  or  kerosene  refining  or  distillation  or  derivation  of  by 

products ; 

12.  Portland  slag,  or  natural  cement,  lime  or  plaster  of  paris  manu¬ 
facturing;  gypsum  refining; 

13.  Refuse  grain,  fermented  refuse  grain,  bones  distillation;  animal 
or  bone  black  manufacturing. 

14.  Rubber  products  manufacturing  from  or  refining  of  illsmelling  Afri¬ 
can  or  similar  rubbers; 

15.  Soap  manufacturing  except  a  use  otherv/ise  classified ;■  smelting  or 
refining  of  such  metals  or  their  alloys  as  aluminum,  iron,  lead,  steel,  tin,  zinc, 
from,  tiie  ores;  ore  or  slag  pile; 

16.  Starch,  dextrine,  or  glucose  manufacturing,  sugar  refining; 

17.  Tanning  of  hides  or  pelts;  storage,  curing  or  cleaning  of  raw  hides 
or  pelts;  wool  scouring,  washing  of  hair  from  tanneries,  or  from  slaughter  houses, 
washing  of  feathers  or  similar . operati cns ; 

(g)  SIDE  YARD:  There  shal]  be  a  sude  yard  a.long  tne  side  line  of  a  lot 

which  adjoins  an  A  or  B  district.  The  dimensions  of  such  side  yard  shall  be  not 

less  than  tne  minimum  side  yard  dimensions  re^iuired  in  such  districts. 

(h)  REAR  YARD:  There  shall  be  a  rear  yard  across  tne  rear  of  a,  lot  which 
adjoins,  or  vAnich  :.s  acrosi  an  all.ey  from  an  A,  B  G  or  D  district.  The  dimensions 
of  such  rear  yard  sha.ll  be  not  less  tnan  the  rear  ye:rd  dimension  re^puired  by  this 
ordinance  in  such  districts. 

(i)  IISIGKT:  At  any  street  line  no  building  or  part  thereof  shall  exceed 
a  height  of  75  feet.  Por  e8,ch  foot  that  a  building  or  portion  of  it  sets  back  from 
any  street  line,  such  building  or  such  portion  thereof  may  be  erected  3  feet  in 
height  in  excess  of  75  feet. 

(j)  VCLUlvIE :  The  aggregate  Toiur.ae  in  cubic  feet  of  all  building  on  a  lot 

shall  not  exceed  the  area  of  the  lot  in  spuare  feet  multiplied  by  65,  or  by  75  in 

case  of  a  corner  lot. 

(k)  TOVSR:  If  the  area  of  a  building  is  so  reduced  tuat  above  tne  height 
and  volume  limits  as  hereinbefore  defined  it  covers  in  tne  aggi'egate  not  more  than 
20  per  cent  of  tiie  area  of  tne  premises,  that  portion  of  tne  building  above  such 
height  sha]  i  be  accepted  from,  such  hereinbefore  defined  height  and  volui.ie  limit  regu¬ 
lations.  The  aggregate  volume  in  cubic  geet  of  a,ll  such  portions  of  tiie  building 
sha".  1  not  exceed  one  tenth  of  the  volume  of  such  building  as  permitted  by  this  or¬ 
dinance  on  the  premises  upon  which  such  building  is  erected;  provided  that  for  each 
one  per  cent  of  the  width  of  the  lot  on  tne  street  line  that  the  street  wall  above 
the  street  line  height  limit  is  grea.ter  in  length  than  40  percent  of  tne  width  of 
the  lot,  such  wall  shall  be  erected  not  nearer  to  such  street  line  than  one  foot; 
and  further  provided  that  for  each  5  feet  in  height  tiiat  any  such  portion  of  the 
building  is  erected  above  the  street  line  height  limit,  such  portion  of  the  build¬ 
ing  8ha.ll  be  set  back  one  foot  from  all  lines  of  adjacent  premises. 

(l)  ALIEY  SETBACK;  Eor  each  one  foot  that  a  building  or  portion  of  it  is 
distant  from  tne  center  line  of  a.ny  alley,  such  building  or  such  portion  thereof 
shall  be  erected  nea,rer  to  the  center  line  of  an  a.lley  $:han  8  feet,  provided  these 
regulations  shall  not  be  applied  along  that  part  of  an  alley  for  tne  60  feet  of  its 
length  nearest  the  street  which  t^.e  alley  intersects,  ./here  premises  or  any  portion 
thereof  abut  on  an  alley  directly  across  such  alley  from,  a  railroad  right-of  vra.y, 
public  spa.ce  or  cemetery,  or  which  abut  on  the  end  of  Virhat  is  commonly  known  as  a 
blind  alley,  the  ^^rovisions  pretaining  to  distance  of  a  building  or  part  thereof 
from  the  center  line  of  an  alley  shall  not  ap^ly  for  such  premises  or  such  portion 
thereof. 

(m)  UOlTCCKFORliIIKG  USE:  nonconforming  use  existing  at  the  time  of  the 

passage  of  this  ordinance  may  be  continuedm  but  if  discontinued  shall  not  be  re¬ 
newed.  A  nonconforming  use  shall  not  be  changed  unless  it  is  changed  to  a  more  re¬ 
stricted  use. 

(n)  BUILDIKG  LIKES;  Building  lines  are  re'puired  as  provided  by  Section  11, 
Paragraph  (f),of  this  ordinance. 

SEDTICK  9  F  DISTRICT. 

(a)  In  an  F  district  no  building  or  premises  shall  be  used  nor  shall  a 

building  be  erected  to  be  used  except  for  Glass  A,  B,  C,  and  D  uses  and  El  sub¬ 
division  of  Class  E  uses  enum.erated  in  Section  8,  (c)  or  special  uses,  enum.erated 

in  Section  10  of  this  ordinance,  exclusively.  In  an  F  district  no  building  or  pre¬ 
mises  shall  be  used  nor  shall  a  building  be  erected  to-  be  used  for  an  E2,  E3,  or 
E4  use  as  hereinbefore  defined. 

(b)  iiEIGHT:  At  any  street  line  no  building  or  part  thereof  shall  exceed 
a  height  of  150  feet.  For  each  one  foot  that  a  building  or  portion  of  it  sets  back 
from  any  street  line,  such  building  or  such  portion  thereof  may  be  erected  three 
feet  in  height  in  excess  of  150  feet. 

( c )  VOLUKS :  The  aggregate  volume  in  cubic  feet  of  all  buildings  on  a  lot 
shall  not  exceed  the  area  of  the  lot  in  sq.uare  feet  multiplied  by  125  or  by  150  in 
the  case  of  a  corner  lot. 

(d)  OTHSR  PROVISIOKS:  The  provisions  of  Section  8.  (Edistricts ), paragraphs 
(k),  (l)  and  (m),  pertaining  to  tower,  alley  setback  and  nonconforming  use  shall 

hj.-'Pi  y  • 

(e)  EXCEPTIOKS:  The  volume  and  height  restrictions  of  Section  9  shall  not 
h.ply  to  any  proposed  building  com.plete  -Ians  for  which  shall  have  been  filed  in 
the  office  of  the  building  inspector  on  or  before  December  Ist,  1928V  whether  a 


3 


lDui].ding  permit  for  such  proposed  tuilding  shell  have  heon  issued  or  not. 

]?or  the  purpose  of  this  exception  such  plans  shall  be  deemed  complete  if  they 
include  a  complete  plan  of  the  foundation  and  general  bearing  structure  of  the  pro¬ 
posed  building  and  show  the  complete  shape,  contour  and  general  exterior  thereof. 

SECTIOll  10.  SPECIAL  US33. 

(a)  USES  LEUIKED:  For  the  puroose  of  this  ord.  nance  air  special  uses  are 
classified  as  follov/s: 

1.  Aviation  field;  hangar;  cemetery;  boat  house;  race  tracx;  baseballl  oark, 
except  a  public  playground,  anusement  park; 

S.  uircus,  carnical,  carcusol,  open  air  or  tent  snow,  or  similar  use: 

3.  Hospital  or  sanitarium  for  tne  care  of  contagious  diseases  or  incurable 

patients)  institution  for  the  care  of  tne  insane  or  feeble  minded,  nenal  or  correctional 
institution;  _ ^ 

4.  Oi]  ,  gas  or  salt  vmter  v/ell. 

5.  Police  or  fire  station; 

6.  Public  service,  public  utility  or  institutional  water  reservoir,  fiitera- 
tion  plant,  or  pumping  station ,  light ,  heat  or  pov/er  plant,  except  an  auxi].  ia.ry  use,  electric 
station  or  sub-station;  telephone  excha.nge ;  street  car  barn; 

7.  Refuse  dump; 

8.  Sewage  disposal  or  treatment  plant. 

^b)  LIMITATICHS :  A  special  use  of  the  extension  of  an  esixting  special  use 
and  auxiliary  uses  thereto  may  be  located  in  an  E  or  F  district  or,  in  specific  cases 
as  shall  be  determined  by  the  Board  of  Zoning  Apoeals,  after  oublic  hearing,  in  an 
A,  B,  G,  or  D  district, 

SECTION  11.  BUILD  NG  LINES. 


(a)  No  building  shall  be  erected  or  altered  in  an  A,B, 


C  or  D  District, 
district  exceot  in  sucn 


or  as  provided  by  paragraph  (f)  of  this  section  in  an  E  or 
manner  as  to  conform  to  tne  provisions  of  this  section. 

'(b)  VifHZN  FIXED  BY  LOT  DEPTH:  In  an  B,  and  C  d; 
be  erected  whose  street  v/all  is  nearer  the  front  street  line  taan  a  distance  e^ual  to 
SO  per  cent  of  tie  average  depth  of  tne  lots  in  a  block  except  as  hereinafter  provided: 
building  snail  be  erected  whose  street  v/all  is  nearer  to  tne  side  street 


and  no 
than  5 
to  t he 
of  the 


-stricts  no  building  shall 


line 


feet,  -^n  a  D  district  no  building  shall  be  erected  wnose  street  v/all  is  nearer 
front  street  line  than  a  distance  eq_ual  to  15  per  cent  of  ti*e  average  depth 
lots  in  a  block  except  as  hereinafter  provided. 

(c)  LllEN  FIxnD  BY  EXISTING  BUILDING:  Where  an  A,  B,  or  C  district  in  a  block 
IS  occupied  or  partially  occupied  by  a  building  or  buildings  which  existed  at  theetime 
01  the  passage  of  tnis  ordinance,  tne  average  of  the  distances  from  the  street  line 
of  tne  front  street  walls  of  such  building  or  buildings  shall  be  the  established  build¬ 
ing  line;  where  this  average  distance  exceeds  that  repaired  by  parap-raoii  (b)  of  this 
provisions  of  said  paragraph  shall  apply.  o  .  v  / 

(h)  ./HEN  ESTABLISHED:  The  building  line  in  any  block  snail  be  deemed  to  be 
established  upon  the  issuance  of  a  permit  for  the  first  building'  to  be  erected  in  sucn 
block  after  tne  passage  of  this  ordinance.  If  such  first  building  reolaces  or  is  intend¬ 
ed  to  replace  an  existing  building  on  tne  lot,  such  lot  shall  be  regarded  as  tnous-n  vacant 
for  the  purpose  ofestablishing  tne  building  line. 

I®)  DETERLINED  BY  EXISTING  BUILDING:  The  average  of  tne  distancis  of  street 

each  lot  at  from  tne  street  line  shall  be  determined  by  multiplying  tne  width  of 

+  front  line  by  the  distance  back  from  tne  front  line  of  ti  e  nearest  -art 

lot'^or  °t  located  thereon,  whether  it  extends  across  tne  entire 

I  01  not,  adding  together  these  products  and  dividing  this  sum  by  tne  total  of  tne  front 
age  of  all  such  occupied  lota,.  The  existing  auxiliary  buildings,  gLages,  or  cotta'L 

wall\^^  sTp  ^  of  lots,  temporary  buildings,  fences,  billboards,  retaining, 

alls,  steps,  balustrades,  or  similar  existing  structures  and  vacant  lots  shall  not  be 
considered  in  computing  such  average. 

.  T  REAR  PART  OF  SIDE  LINE:  Along  the  side  street  line  of  a  corner  lot  in 

ownership  at  tne  time  of  ti.e  passage  of  this  ordinance  in  an  ,  B,  G,  or  D  district 
y.  ®  same  block  virith  a  lot  or  lots  whose  street  is  in  the  front 

line,  no  building  shall  be  erected  ivhose  street  wall  is  nearer  tne  street  on  the  rear  15 
feet  of  such  corner  lot  than  tne  establisndd  building  line  in  t;ie  block.  The  provision  of 
this  paragraph  shall  apply  also  to  any  street  line  in  an  E  or  F  district  wnicn  is  in  tne 
same  block  with  an  A,  B,  G  or  D  district. 

RELAXATIONS:  Where  a  lot  adjoins  premises  upon  which  tne  street  wall  line 
IS  unrestricted  or  less  restricted  bu  this  section,  the  street  v/all  on  sucn  lot  for  that 

frontage  nearest  to  such  unrestricted  or  less  restricted  street 
wall  ixne  but  not  in  excess  of  30  feet  in  any  case,  may  conform  to  the  urovislLrorL s 
section  as  they  apply  to  such  unrestricted  or  less  restricted  stre.t  wall  line  which  it 
aajoins.  Where  any  existing  building  erected  prior  to  tne  time  of  the  passage  of  this 
ordinance  has  its  street  wall  nearer  to  the  street  line  than  tne  building  afestabl i Led 
section,  then  the  street  wall  of  any  building  erected  or  altered^on  tnat  75  per 

IV  adloir^f  adjacent  lot  LiL  LILiaL- 

y  o  s  kuct  vision,  or  similar  structures  hereafter  erectecj,  shall  be  exempt  frnm*thp 
lie.  All  measured  distances,  and  building  11, 


Lnes  established  by  this  ordinance. 


shall  he  "taken  to  the  nearest  integral  foot.  If  tne  fraction  is  foot  or  less  tiie  in¬ 
tegral  foot  next  helow  shall  he  taken. 

{2  )  RECORDS;  The  building  cornjnissioner  shall  keep  a  map  record  of  building 
lines  -established  by  this  ordinance.  Tiie  map  or  plat  shall  show  by  figures  all  build¬ 
ing  lines,  the  dists^nce  from  tiie  street  line  to  the  building  line  and  tne  date  of 
their  establisliment, 

SRC. 'I OR  1;^.  DISTRICT  BOmCDARIES. 

(a)  HOW  DHRIliED :  Wherever  a  portion  of  any  district  is  indicated  upon 
tne  zoning  map  as  a  strip  paralleling  an  opened  or  unopened  street,  tne  width  of 
this  strip,  unless  delimited  on  tne  map  by  dimensions,  lot  lines,  alleys,  railroad 
rights- of -v/ay ,  or  otherwise,  shall  be  assvoned  to  be  100  feet  measured  at  rigut  angles 
from  the  nearest  street  line  of  the  street  to  which  it  is  parallel  and  adjacent. 

'.ifliere  the  street  layout  on  the  ground  varies  from  the  street  layout  as  shown  on  the 
zoning  map,  the  designation  shown  on  the  mapped  street  shall  be  a^.plied  to  tne  un¬ 
mapped  streets  in  such  a  way  as  to  carry  out  ti.e  manifest  intent  and  purposes  of 

the  plan  for  t.ie  particular  section  in  question.  The  space  above  the  surface  of  .  ■  j. 
streeos,  alleys  or  waterways  and  areas  on  t;±e  sections  of  t.ie  zoning  map  along  the 
margins  generally  outside  of  the  border  line  streets  are  to  be  regared  merely  as  ex- 
plana.tory  of  the  map  and  shall  not  be  deemed  to  be  apart  of  the  district  to  v/nich 
it  is  adjacent. 

(b)  RELAXATION:  Where  a  district  bou'ndary  line  as  defined  in  this  section 
or  as  shown  on  the  zoning  meip  divides  a  l:.t  in  single  ov/nership  at  the  time  of  the 
passage  of  this  ordinance,  the  use  authorized  on  the  least  restricted  portion  of  such 
lot  shall  :e  construed  as  extending  to  the  entire  lot,  provided  this  does  not  extend 
r.ore  than  25  feet  bey.rnd  tiie  said  boundary  line  of  the  district  in  v/hich  such  use  is 
authorized.  If  in  tne  subdivision  of  land,  after  the  passage  of  this  ordinance,  any 
lot  i'n  such  subdivision  lies  in  more  t.ian  one  district  the  minimun  area  of  such  lot 
shall  conform  to  the  regulations  •  of  the  district  in  which  the  greater  part  of  such 
lot  is  located. 

SECTION  13.  ADKINISTRAlTICN. 

(a)  BY  V.'’KCLI  ENEORGED:  This  ordinance  shall  be  enforced  by  the  Building 
Commissioner.  The  Building  Commissioner  is  hereby  empowered  and  it  shall  be  his  duty 
to  administer  this  ordinance  in  conjuction  with  the  administration  of  such  portions 
of  tne  general  ordinances  of  the  City  as  are  commonly  designated  as  the  building  code 
in  such  a  manner  as  to  facilitate  their  joint  administration.  Nor  the  purpose  of  en¬ 
forcing  this  ordinance  the  authority  vested  in  him  under  the  said  building  code  is 
hereby  declared  to  be  vested  in  him  under  this  ordinance. 

(b)  CERTIEIGATE3  C?  OCCUPANCY:  It  shall  be  unlav/ful  to  use  or  permit  the 
uses  of  any  building  or  premises  or  part  thereof  hereafter  erected  until  a  certi¬ 
ficate  of  occupany,  to  the  effect  that  the  building  or  premises  ot  tne  part  thereof 
and  the  proposed  use  thereof,  conform  to  the  provisions  of  this  ordinance,  shall  have 
been  issued  by  the  Building  Commissioner.  No  change  or  extension  of  use  and  no  alter¬ 
ations  shall  be  made  in  a  non-conforming  use  or  premises  without  a  certificate  of 
occupancy  having  first  been  issued  by  the  Building  Goimnissioner  that  such  change, 
extension  or  alteration+is  in  conformity  with  tne  provision  of  this  ordinance.  Cer¬ 
tificates  of  occupancy  shall  be  applied  for  at  the  same  time  that  the  building  per» 
mit  is  ajjplied  for  and  shall  be  issued  within  10  days  after  the  erection  or  altera¬ 
tion  of  a  building  shall  have  been  completed.  A  record  of  all  certificates  shall  be 
kept  on  file  i'n  t  e  office  of  tne  Building  Commissioner  and  copies  shall  be  furnish¬ 
ed  upon  request  to  any  persons  having  a  proprietary  or  tenancy  interest  in  the  build¬ 
ing  affected. 

(c)  PLATS;  Each  application  for  a  building  permit  shall  be  accompanied 
by  a  plat  dravm  to  scale  Sind  in  such  form  as  may  be  prescribed  by  tne  Building  Com¬ 
missioner,  shov/ing  the  actua.!  dircens:  ons  of  tne  lot  to  be  built  upon,  tne  size  of  the 
building  to  be  erected,  and  such  other  information  as  ina.y  be  necessa.ry  to  provide  for 
enforcement  of  tne  regulations  contained  in  this  ordinance.  A  record  of  such  appli¬ 
cations  and  plats  shall  be  xept  in  the  office  of  the  Building  Commissioner. 

SECTION  14.  BOARD  0?  ZONING  APPEALS; 

(a)  A  Board  of  Zoning  A^.peals  is  hereby  established.  The  Board  shall  consist 
of  five  members  to  be  appointed  by  the  Ilay.r,  at  least  t’wo  of  Whom  shall  be  Bjiembers 
of  the  City  Plan  Commission  and  not  more  than  two  of  v/hom  shall  hold  elective  or  ap¬ 
pointive  office  of  the  City.  The  members  of  tne  first  Board  of  zoning  appeals  shall 
hold  office  respectively  as  follov/s:  One  for  a  term  of  one  year,  one  for  a  term  of 
two  years,  one  for  a  .terra  of  three  years  and  two  for  a  term  of  four  years  from  and 
after  the  first  day  of  January  of  the  year  of  their  appointment.  Annually  there¬ 
after,  on  or  before  tne  first  day  of  Pebruary  of  each  year,  tne  Mayor  shall  appoint 
a  m.ember  of  sucn  Board  to  fill  tne  vacancy  caused  by  tne  expiration  of  the  terra  of 
office  of  any  member  and  such  member  then  appointed  shall  hold  office  for  the  term 
of  four  years  from  the  first  day  of  January  of  tne  year  of  hib  appointment.  If  any 
vacancy  snail  exist  on  said  Board  caused  by  resignation  or  otherwise  tne  Mayor  shall 
a^.point  a  member  for  t..e  remainder  of  such  term.  Such  Board  of  Zoning  Appeals  shall 
hear  and  determine  appeals  from  and  review  any  order,  requirement,  decision  or  deter¬ 
mination,  made  by  an  administrative  official  charged  with  the  enforcement  of  this  or- 
dinance,  and  shall  permit  and  authorize  exceptions  to  and  variations  from  the  district 
regulations  in  tne  classes  of  cases  or  in  particular  situations  specified  herein,  and 
they  shall  hear  and  try  all  matters  referred  to  them  or  upon  which  they  are  required 
to  pass  pursuant  to  this  ordinance.  Every  decision  of  such  Board  of  Zoning  Appeals, 

shall  be  subject  to  reviev/  by  certiorari.  Sucn  an  appeal  may  be  taken  by  any  perso'n 


a^greived  or  "by  any  officer,  department,  looard  or  “bureau  of  tne  City. 


(b)  Any  appeal  taken  from  the  re .^uirement ,  decision  or  determination  made 

by  an  administrative  official  char^^ed  with  the  enforcement  of  this  ordinance  shall  be  taken 
within  such  time  as  shall  be  prescribed  by  the  Board  of  zoning  appeals  by  general  rule, 
by  filing  v/ith  the  board  of  zoning  appeals,  a  notice  of  appea'j  ,  specifying  tne  grounds 
thereof,  3.nd  in  such  form  as  may  be  required  by  general  rule  of  the  board.  Tne  administra¬ 
tive  officer  from  whom  the  appead  is  tadcen  shall,  upon  tne  request  of  tne  board  of  zoning 
appends,  fortnv^ith  transmit  to  tne  board  of  zoning  appeals  all  documents,  plans  and  papers 
constituting  the  record  upon  which  tne  a,ction  appealed  was  taken. 

(c)  '.Whenever  an  appeal  shall  be  taken  from  jjhe  decision  of  the  officer  charged 
with  tne  enforcernnet  of  tnis  ordinance  all  proceedings  and  work  on  tne  premises  concerning 
wiiich  tne  decision  was  made  shall  be  stayed,  unless  such  official  from  v/iiom  tne  appeal 

is  taken  shall  certify  in  writing  tnat  by  reason  of  tne  facts  stated  in  such  certificate 
such  stay  of  proceedings  or  work,  would,  in  nis  opinion,  cause  eminent  peiil  to  life  or 
property,  in  which  event  proceecdings  or  work  shall  not  be  stayed  otnerwise  than  by  a 
restraining  order  which  may  be  granted  by  tne  board  of  zoning  appeals  or  by  a  circuit 
or  superior  court  of  the  County,  on  application  ,  on  notice  to  the  officer  from  v*hom  the 
appeal  is  taken  and  tne  ovraer  of  the  property  affected  and  on  due  cause  shovm . 

(d)  If  tne  owner  or  his  s-gents  or  the  person  or  corporation  in  charge  of  tne 
v/ork  on  the  premises  concerning  which  tne  decision  a^.pealed  from  was  made  shall  fail  to 
discontinue  or  stay  tiie  work  on  such  premises  upon  receipt  of  notice  tnat  an  apueal  has 
been  filed  v/ith  tne  board  of  zoning  an^.eals,  then  the  officer  charged  with  tiie  enforce¬ 
ment  of  this  ordinance  shall  have  full  power  to  oerder  such  v/ork  discontinued  or  stayed 
until  such  appeal  is  finally  determined  by  the  board  of  zoning  appeals.  Sucn  administra¬ 
tive  official  shall  nave  further  power,  v^^ith  the  v/ritten  approval  of  tne  liayor  of  tne 
City  so  to  do, to  call  upon  the  department  of  Police  of  the  City  or  any  member  thereof 
for  aid  and  assistence  in  carrying  out  or  enforcing  the  provision  of  such  order;  a,nd  it 
shall  be  the  duty  of  the  Department  of  Police,  or  any  merabez’  thereof,  vhien  so  called  upon 
for  aid  to  act  according  to  tne  instructions  and  perform  the  duties  as  re4uired  by  such 
official  to  give  full  force  and  effect  to  such  order  directing  such  work  to  be  discontinu¬ 
ed  or  stayed. 

(e)  The  Board  of  zoning  a^ppeals  shall  fix  a  r'.asonable  time  for  tne  hearing  of 
an  a^.peal  and  give  due  notice  thereof  to  tne  pa.rties  and  decide  tue  cause  within  a  reason- 
a.ble  time,  bpon  tne  hearing  any  party  may  appear  in  person,  by  agent,  or  by  attorney. The 

Board  of  zoning  appeals  may  reverse  or  affirm,  wholly  or  partly,  or  may  modify  tne  order, 
reiiuirement ,  decision  or  determination  appealed  from  ad  in  its  opinion  ought  to  be  done 
in  tne  premises,  and  to  that  end  shall  have  all  tne  powex’s  of  tie  officer  or  board  from 
whom  ti^e  ap  eal  is  taken. 

(f)  The  Board  of  zoning  appeals  may  determin  and  vary  tne  application  of  tne 

regulations  herein  established  in  harmony  with  their  general  purpose  and  intent,  and  v/here 
there  is  practical  difficulty  or  unnecessary  hardship  in  tne  way  of  carrying  out ' the 
strict  letter  in  this  ordinance  as  follows,  and  authorize  tne  issuance  of  a  oermit  and 
certificate  of  occupancy  therefore.  % 

1.  For  special  use  or  tne  extension  of  a  special  use  in  an  A,  B,  C,  or  D  dis¬ 
trict  where  necessary  for  tne  public  convenience  and  welfare;  or  v/here  tne  aporooriate 
use  of  neighboring  property  will  not  be  seriously  injured  thereby; 

k.  For  tne  extension  of  a  non-conforming  use  or  building,  or  for  the  reconstruc¬ 
tion  or  replacement  of  a  structure  v/holly  or  partly  destroyed  or  removed  by  fire,  water 
or  wind,  upon  the  lot  occupied  by  such  use  or  building  at  tne  tine  of  tne  nassage  of  this 
ordinance;  " 


o.  In  undevelope  sections  of  the  City,  for  not  more  than  two  years,  for  struc¬ 
tures  and  uses  in  contravention  of  the  use  regulations  controlling  A  or  B  districts;  pro¬ 
vided  such  uses  are  important  to  the  development  of  such  undevelope  sections  and  also  pro¬ 
vided  such  uses  are  not  prejudicial  to  the  neighboring  and  adjoining  sections  already 
developed; 

4. In 'an  A  district  for  a  use  located  contrary  tp  tne  provisions  of  Section  4, 
pa.ragraph  (  c  )  ;  ’ 

,  .  ,  5.  lor  any  jx  use  contrary  to  tne  limiting  provisions  of  Section  8,  jrai-agi-anh  (c) 

[  I6j  or  (fj  in  any  location  in  an  B  or  F  District  where  clearly  tiie  aoprooriate  use  of 
neighboring  property  is  not  injured  thereby; 

6. For  a  building  in  variation  in  the  application  of  the  volume  provisions  of  an 
irr^ular  or  unusual  shape  lot  with  ample  street  frontage  or  in  the  application  of  tne  use 
and/^volume  provisions  of  tnis  ordinance  in  a  block  where  there  exists  a  non-conf ormino-  use 
or  a  structure  v/nich  exceeds  tne  volume  req^uirements  of  tnis  ordinance; 

.  .  'S^or  a  church,  public  school  or  other  public  building  in  an  A,  B,  or  G  dis¬ 

trict  in  variation  in  the  application  of  tne  height  and  volume  regulations  of  tnis  ordinanct 
8.  j^or  a  building  in  variation  in  the  application  of  the  height  regulations 


on  a  natural  hillside; 
height  so  tnat  it 


iiie 


but  such 
will  be  in 


of  the  building  line  regula¬ 
te  prevent  undue  or  peculiar 


where  sucn  building  has  frontage  on  a  public  waterway  or  i 
variation  shall  be  made  only  for  the  purpose  of  adjusting 
conformity  with  tnat  of  neighboring  structures; 

9.  _  For  a  building  in  variation  in  tne  application 
tions  of  oection  11  of  tnis  ordinance  to  the  extent  necessary 

hardship  v/here  in  any  bl.cx  or  portion  of  a  block  there  are  lots  not  of  uniform  depth  or  ir. 
regular  shapes  or  peculiar  proportions,  forms  or  topography,  or  fronting  on  more  than  one 
street  or  wnen  clearly  tne  general  purpose  and  intentUnAeof  will  Pe  bfttL  ee?yer?nereby 

^2’  ^  building  in  variation  in  the  application  of  the  building  line,  pro¬ 

visions  of  Section  11  of  this  ordinance  where  owners  of  all  properties  in  an  A,  B.  or  D 
District  in  a  block  petition  in  writing  for  tne  establishment  of  a  building  line  v/ithin 
such  district  in  tnatblock  which  building  line  is  nearer  to  tae  street  than  that 
would  otherwise  be  established  by  the  provision  of  Section  11; 

For  a  building  in  relaxation  of  tiie  district  b  .undary  limitations 
by  Section  12,  paragraph  (b); 

l2.  In  specw.al  cases  for  a  building  so  located  on  a  corner  lot  as  to  determine 
which  stre.'t  line  is  tlie  front  line; 


which 

imposed 


20 


carrying 


ffi:ere  tuere  are  .practical  difficulties  or 
out  tiie  strict  letter  of  thj 


lave 


.  ov/er ,  in  passing  upon  appeals, 


or 


unnecessary  hardship  in  the  way  of 
.3  ordinance,  the  Board  of  zoning  appeals  shall 

tinnc;  to  ov  t  1“ '  ’  petitions  for  variance  from  district  regula¬ 

tions,  to  v^ry  01  modify  any  of  t^e  rules,  regulations 

nanco,  30  tuat  "tri.©  spirit  of  tii6  ordinance 
or  substantial  justice  done. 

fi-m  or  corlLa^on'^^^???'^^'  CBRTIORARI,  3TAYIKG  CRDhRS :  Any  person  or  persons, 
ii.m  or  corporation  jointly  or  severally  ag  rieved  by  any  decision 
zoning  ap  .ectls,  may  present  to  t;ie  circuit 
fied,  setting  forth  that  such  decision 


observeu , 


from 
provisions 
public 


of  this 
v/elf  are 


ordi- 

secured 


of  the  board  of 
or  superior  court  a  petition  duly  veri- 
,  ^  -  -  is  illegal,  in  whole'  or  in  cart,  and  s^^ecitv- 

wi?hin^30^dPv^^«ft  petition  snail  be  presented  to  tue 

wii^hin  30  days  after  ti.e  entry  of  t  .e  decision  or  order  of  tue  board  of 
peals  complained  of. 

(h)  On  filing  such  netition  with  tue  clerk  of  the  Circuit  or  Superior 

a  notice  to  be  issued  and  served  by  the  sheriff  of 


court 
zoning  ap- 


such  netition 

court,  the  petitioner  sha? 1  cause 
the  county  upon  file  adverse  narty 
appeal  in  tne  office  of  the  board 
petition  for  a  v/rit  of  certiorari 
of  tne  county,  as  the  case  may  be, 
of  zoning  appeals,  des i.o-natino-  the 


or  parties,  if  any,  a,s  shown  by  the  record  of  the 
Oi  zoning  appeala.  Such  notice  shall  state  that  a. 
ha.3  been  filed  in  tiie  circuit  or  superior  court 
asKing  for  a  review  of  the  decision  of  the  board 

+-0  +1X00  -Pnv  ^  -p  1  f  property  affected  8,nd  tne  date  of  the  decision 
and  t  .e  time  fixed  for  tne  return  of  tne  writ  of  certiorari  by  the  board  of  zoning 

seSetlrv^of  t^e'^bn^rd"  certiorari  by  the  sheriff  or  .tne  chairman  or  the 

secretary  of  tne  boc.rd  .of  zoning  appeals  snail  constitute  notice  to 

-ity  or  ohe  administrative  official  charged  'with 


the 


such  board  and  to 

pnz  no  u  - “““  - -  enforcement  of  this  ordinance, 

a.,.  _  furthe.  official  charged  with  tne  enforcement  of  this  ordinance,  and  no  fur- 

summons  or  notice  with  reference  to  the  filing  of  such  petition  shall  be  necess- 


i.y  proceedings  or  work  on 
up  for  review,  but  tne  court 
such  decision,  and  on  due  cause 


th 
ary 

Ipcn^t  e  yresentation  of  such  petition,  the  circuit  or  superior  court 
of  tne  county  or  a  judge  tnereof  in  vacation,  may  allow  a  writ  of  certiorari  direct- 

oi  zoning  apper-ls  and  shall  prescribe  in  said  v/rit  tne  time  within 
tixereto  shall  be  maae ,  v/hich  time  shall  not  be  less  tnan  ten  days 

of  said  writ  and  tnis  may  be  extended  by  the  court  or  judge  there 

.  me  c.llo\/ance  of  tne  writ  of  certiora.ri  snail  not  st 
tne  .remises  affected  under  the  decision  to  be  brought 
may,  on  application,  and  on  notice  to  all  parties  to 

such  relief  as  _  tne  circumstances  of  tne  case  may  require,  including  an 
^  stay.ng  suen  worx  until  the  final  determination  of  tae  case  by  tne  court;  and 
suen  staying  order  may  be  issued  by  the  court  without  req.uiring  tiie  petitioner  to 

enter  into  a  written  undertaxing  to  the  adverse  party  affected  thereby  for  the  pay¬ 

ment  of  damages  by  reason  of  such  staying  order.  The  Board  of  zoning" aopeals  shall  not 
De  required  to  return  tne  original  papers  acted  upon  by  it,  but  it  shall  be  sufficient 
to  return  certified  copies  tnereof  or  such  portions  tnereof  as  may  be  called  for  by 
such  writ,  me  return  to  tne  v/rit  must  concisely  set  forth  such  facts  and  data  as  may 
vhf  p  show  tne  grounds  of  tne  decision  appea.led  from,  and  must 

secretary  of  such  board.  The  court  may  decide  and  determine  the 
sufficiency  of  these  statements  of _ illegality  contained  in  tne  petition  without  further 
p_ee..!ings,  and^v-.ay  maxe  its  determination  and  render  its  judgment  v/ith  reference  to 
tne  legality  of  t..e  decisions  of  tue  board  of  zoning  appeals  on  the  facts  set  out  in 
tue  return  to  tne  v/rit  of  certiorari;  or,  if  it  snail  appear  to  the  court’ tiiat  testi¬ 
mony  is  necessary  for  the  proper  disposition  of  tne  matter,  it  may  taxe  evidence  tuere- 
on  to  supplument  tne  evidence  and  facts  disclosed  by  the  return  to  tue  writ  of  certi- 
or  ri .  In  ...assing  upon  the  legality  of  tne  decision  of  tne  board  of  zoning  a]p‘oea.ls, 
the  court  may  reverse  or  affirm,  wholly  or  in  .=art  ,  or  may  modify  tue  dedisicn  of  tne 
boUf-d  oj.  zoning  appeals  brougnt  up  for  review.  Issues  in  any  proceeding  under  this 
section  shall  haye  preference  over  a]]  other  civil  actions  and 


proceedings . 


SSGTIOIT  15  SUPPLElfirTAl  ORPIRAPGES . 


(a)  The  Common  Council  m.ay  from  time  to  tim.e ,  afte-r  public  notice  and  hear- 
-p"!’  sJTcnu,  sup  lement  or  change  tiie  regulat.ions  and  districts  fixed  by  this  ordinance'. 
Si^c/i  notice  shall  be  pubiisned  by  o- e  insertion  in  two  nev/spapers  of  general  circulat¬ 
ion  i  tue  City  not  less  than  7  days  previous  to  tiie  time  fixed  for  such  hearing',  and 
vvi'iich  said  notice  shal^  set  out  in  substance  the  proposed  arvendments  or  changes  to  be 
made  and  shall  state  that  objections  tnereto  v/il]  be  heard,  and  that  information  con¬ 
cerning  suen  proposed  amendments  or  changes  is  on  file  on  tue  office  of  tne  City  Plan 
Co:'’r:33ion  for  public  exar-inati on . 

(b)  ’/nenever  tne  owner  of  50  percent  or  :;:ore  ■  of  tue  frontage  on  any  street 
v-itnin  any  district  shallpresent  a  petition  duly  signed  to  the  Common  Council  request¬ 
ing  an  amendment ,_  supplement  or  change  of  tne  regulations  prescribed  for  such  diArict 
or  part  tnereof,  it  sha.ll  be  tne  duty  of  tne  Common  Council  to  vote  upon  the  jjronosal 
presented  by  said  petition  within  90  d^:  ys  after  tne  filing  of  tne  same  with  the  clerk 
of  such  Common  Council.  Any  proposed  ordinance  for  tne  amendment,  supplement,  change 
or  repeal  of  an  ordinance  adopted  hereunder  shall  be  referred  to  tiie*  City  Plan  Gom- 
mjissicn  for  consideration  and  repot  before  any  final  action  shall  be  taken  thereon 
by  said  Common  Council.  3ucn  report  shall  be  made  by  tne  City  Plan  Commission  dur- 


in 


ti'ie  period  v/itnin  which  tne  Common  Council  is  required  to  act  herein  provided.  In 


Tfie  'event  the  report  of  t/^e  city  plan  commission  on  the  proposed  ordinance  for  ti.e 
emendment, ' supplement,  chenge  or  repeal  of  an  ordinance  adopted  hereunder  snal  be  ad¬ 
verse  tuereto  or  in  tue  event  a  protest  against  a  proposed  amendment,  supplement , change 
or  repeal  snail  be  presented  in  v/riting  duly  signed,  and  acKnov/ledged  by  tne  ov/ners 
of  hO  percent  or.  more  of  tne  frontage  of  tue  property  proposed  to  be  altered,  or  by 
the  ov/ners  of  20  percent  of  tne  remainder  of  tue  block  in  wnich  tne  proposed  altera¬ 
tion  is  to  be  made  or  by  tne  ov/ners  or  20  percent  of  t.ie  frontage  directly  opposite 
the  property  proposed  to  be  altered,  such  ordinance  for  tue  a/iiendment,  supplement, 
change  or  reger,!  of  an  ordinance  a^dopted  hereunder  shall  not  be  passed  except  by  af¬ 
firmative  vote  of  'at  least  75  oercent  of  tne  m.embers  of  t.;e  Common  Council. 


SECTION  15 


PENALTIES,  i^IlIEDIES. 


(a)  Any  owner,’  general  agent,  lessee  or  tenant  of  any  building  or  premises 

or  any  part  thereof,  or  any  contractor  or  builder  of  any  building,  structure  or  part 
thereof,  or  any  architect  or  any  other  person  who  shall  vioiate  any  of  tiie  terms  or 

provisions  of  this  ordinance  or  shall  fail  to  comply  with  any  of  t^.e  terms  and  provis¬ 

ions  of  the  same,  or  any  person  or  persons  aiding  and  assisting  in  any  such  violation 
shall  be  fined  in  any  sujti  not  to  exceed  Tnree  Hundred  .( #300 . 00 )  Dollars,  and  each  day 
or  part  of  a  day  that  sucn  violation  continues  shall  be  a  separate  offense.  V/henever 
any  permit  or  certificate  ^f  occupancy  shall  have  been  granted  by  an  officer  or  board 

ai.'thorized  to  grant  ti.e  sane  under  the  ^u'cvision  of  this  ordinance,  upon  any  condition 

or  conditions  as  to  tiie  m.ethod  of  operation,  or  the  use  of  nusance  preventi.:-n  e guiiment 
or  nuisance  eliminating  processes  or  any  other  repuirem.ent ,  any  person  pursuing  tne  pse 
or  operation  of  said  promises  and  failing  to  comply  with  such  condition  or  conditions 

in  any  manner  shall  be  deemed  guilty  of  a  violation  of  this  ordinance  and  shall  be  fined 
in  an^*  sum  not  to  exceed  Three  Hundred  (;i?300.00)  Dollars,  and  each  day  or  ^.art  of  a  day 
tiiat  such  violation  continues  shall  be  a  separate  offense.- 

(b)  In  case  any  building  or  structure  is  erected,  constructed,  reconstructed 
altered,  repaired,  converted  or  maintained,  or  any  building,  structure  or  land  is  used, 
ir.  violation  of  this  ordinance,  the  proper  authorities  of  t..e  City,  in  addition  to  tixe 
remedies  herein  _-rov  ded  for,  may  institute  any  pr.priate  action  or  proceeding  to  pre¬ 
vent  sucii  unlav.fua  erection,  construction,  re-cons  Lruction ,  alteration,  repa.ir,  convers¬ 
ion,  m.ainten"  nee  or  use,  or  to  restrain,  correct  or  abate  such  violati  n,  in  order  to 
prevent  the  occupancy  of  said  building,  structure  or  l8,nd  contrary  to  tae  provisions 
hereof,  or  to  prevent  any  illegal  act,  conduct,  business  or  use  in  or  about  such  pre¬ 
mises. 

3EGTI0  17  VALIDITY  OF  ORDINANCE.  IRIORITY. 

(a)  If  any  section,  pa.ragrapli,  subdivision,  clause,  sentence  or  provision 
of  til.  s  ordinance  snail  be  adjudged  by  any  court  of  competent  Jurisdiction  to  be  in¬ 
valid,  such  Judgment  shall  not  affect,  impair,  invalidate  or  nullify  tas  remainder  of 
this  ordinance  but  the  effect  thereof  shall  be  confined  to  the  section,  paragraph,  sub¬ 
division,  clause,  sentence  or  provision  immediately  involved  in  tae  ccntrovei sy" in 
v/hich  such  Judgment  or  decree  shall,  be  rendered. 

(b)  ''i^herever  this  ordinance  requires  greater  widtc  or  size  of  ya.rds  or  open 

spaces,  or  requires  a  lower  height  of  building,  or  requires  a  greater  percentage  of  lot 
to  be  left  unoccupied  or  imposes  other  higher  standards  than  are  required  in  any  statute 
or  in  any  other  ordinance,  or  in  any  restrictions  or  limitations  running  with  the  land, 
the  provisions  of  this,  ordinance  shall  govern.  "" 

(c)  ''herever  the  provisions  of  any  statute  or  any  other  ordinances,  or  any 
restrictions  or  limitations  running  v^ith  the  land,  require  grea.ter  v/idtu  or  size  of 
yards  5  courts,  or  other  open  spaces,  or  re>.iuire  a  lower  height  of  building  or  re.iuire 

a  greatei  percentage  of  lot  to  be  le'ft  unoccupied,  or  impose  other  higher  sta.ndards 
than  are  required  by  this  ordinance,  the  provisions  of  such  statute  or  ordinance,  or 
such  restrictions  or  1 imintations  shall  govern. 

(d)  Ihis  ordinance  shallnot  be  construed  as  repealing  any  valid  ordinance 
of  the  City  of  Fort  .'/ayne  nov/  in  effect  which  prohibits  tne  establishment  or  operation 
of  certain  classes  of  business  within  trie  corporate  limits  of  the  City  of  Fort  vVayne 
ot  which  restrict  the  location  of  theatres,  moving  picture  t!ies.trcs,  public  garages, 
filling  stations,  or  billboards,  but  the  fulfillment  of  the  req^uirements  imposed  by 
such  valid  ordina.nces  by  obtaining  frontage  consents  or  otherwise  snail  in  no  case  in- 
va,lia,date  the  provisions  of  this  ordinance  which  limit  the  establisiiment  of  theatres, 
moving  picture  theatres,  public  garages,  filling  stations  or  billboards,  to  certain 
diotricts.  oedticn  353  of  Ordinance  Number  1338  of  the  City  of  Fort  v/ayne  limiting  the 
location  of  business  building  by  re'.j.uiring  frontage  consents  is  hereby  repee.led. 

SECTION  18  V/HEN  EFITIGTIVE. 


This  ordinance  shall  take  effect  and  be  in  force  from  and  after  its  oassage, 
approval  by  tiie  Mayor  and  due  publication.  ~  ^ 

Herman  F.  Gerdom. 

Done  at  the  Council  Chamber  the  13th  day  of  Novem.ber,  1928,  City  Fort  V/ayne,  Indiana. 


V.E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
at  a  regular  meeting,-  held  on  the  13th  day  of  November,  1928,  by  a,  majority  vote 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovm  as 
GENERAL  ORDINANCE  No.  1436. 


Indiana, 
of  all 


Ben.  F.  Bennett 

President . 


Leonard  K.  Ellenwood, 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  ti.e  17th  day  of  November ,  1928 . 

Leonard  H.  Ellenwood, 
City  Clerk. 


Approved  this  17th  day  of  November,  1928. 


»/m .  C .  ake  , 
Mayor . 
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OliKiCl^AL  ORDIKAI'IQh]  NO.  1438. 

through  i^ou-Heos  Co.puny,  hy  and 

tnrcugh  its  Board  of  luBlic  </orks  fnr  th^  ^  of  iort  »/ayne,  Indiana,  by  and 

vertical  turbine  pump  complete  fo^  tne  V/ater  v/orL'Sf pSLenf S^hf  City”" 

by  and  thro'iI^™^?’3cLd''of®yihi?7o°rkf’^anf"d  *='1'""  ■  I"<Jlana 

Oonpany,  for^he  furnishing  SSS  SSsSSSSn.  l”  °  "  tne  Harn.n-Haso  ' 

for  tne  water  Works  Denartaent  of  said  r^i  +  xr  °‘?®,  veitical  turbine  pump  complete 

and  figures:  epartaent  of  said  Oity,  wnicn  contract  is  in  tne  following  words 


Harmon -Ness 


This  agreement  made  this  24th  day  of  September , 1928 , 
u.ompany,  a  corporation  h;  vino-  i  ta  nT-  1  n  o  T  non  1  o 


by  and  betv/een  the 


Bend,  Indiana,  osrty  of  the  first  part  hereinSt  h  Business  in  oouth 

City  of  Fort  V/ayne  '^Indiana  designated  Contractor;  and  tne 

second  na-t  ^  tnrough  its  Board  of  Public 

secona  part,  hereinafter  designated  City, 


- - p 

-C  Works,  party  of  the 


install  on  SoSSSS^oSSdStSSn  SSSSt.rSSrSf "  =f'P“y  hereby  agrees  to  furnish  and 

p--/o-pL”s\ntf.nS?sfsr:L«s?°"  dnye 

first  partSrs-MSs 

.1  iHj  Ay)  •  j j  ^  .  _  _  _ 

oos,p]ete  With  Kingsbury  thrust  hearing  and  motor  fraiSS  dSSigneS  75' molotl  ’ 

less  steel  T^lfivAaft  SS^ers"'  l-PelJers  and  stain- 

ti  g  will  bf~lS?^iSed°t!f'^ni  e  ^  sufficient  number  of  feet  of  dlsonarge  column  set- 
oonfisro?  ®  PPh,p^bowl  160  feet  below  ground  level.  Oisonarge 

meter  oh  lln^lvL^  «  5  diameter  Cumberland  turned  and  ground  snaftlng,  al"  dla-  ■' 

?langerin^i5;r:xISfe!y"80°"^leShs?"  ^pe 

^APACITf  &  BFFICINh’GY.  Complete  num-o  shall  have  a  caoaGitv  of  650  P-allnnc,  nf 
oeJJ  a  total  head  of  270  feet  wnen  operated  at  a  speed  S  ^fe^ 

c.  contractor  guarantees  t^at  wnen  operating  under  above  conditions. 


^  - '-'itci.ovviic 

pump  bowl  will  nave  an  efficiency . of  65c/o  based 


on  pov/er  delivered  to 


pur;ip  shaft . 


PAYItHL'T  &  TEHIiiS. 


j.  •  - — T - ^ Purchaser  agrees  to  pay  Gorjtractor  for  furnish'-ng  and 

installing  pump  motor  ana  starter  as  hereinbefore  set  forth  tiie  sum  or  Four  Thous 

??  eiSipLnt  O0/I00-($4,380.00)-Dollars  payable  upon  installation 


7A  T-’^  -fir  STARTER.  Contractor  \yill  furnish  and  instal] 

^5  Ai  6C  cycles  3  piiase  2200  volts  1200  RPI.:  vertical 
furnish  witn  motor  General  Hlectric  cB-7051 
two  CR-2940-B3-;il2A  start  and  stop  bush  button 


a  general  Electric 
Si^uirrel  cage  motor  and  will 
automatic  starter  with  pilot  lignt  and 
sts-ticns  • 


aUA?.Ai;TEL] , 

charge  to  City  any  part 
witnin  a  period  of  one 
is  caused  by  defective- 


contractor  agrees  and  guarantees ■ to  replace  free  of 
or  pa,rts  of  e-iuipment  furnished  by  Contractor  tnat  may  fai 
year  from  date  of  installation,  provided  tnat  siich  failure 
wor.Kmansnip  or  material. 


j- 


3ELIVBRY. 

weeks  from  date  of  order. 


contractor  agrees  to  ship  pump  and  motor  within  two 


GATER  LEVEL  GAUGE.  Contractor  will  furnisn  and  install 
tending  from  pump  nead  to  suction  flange  on  pump  bowl  and  eLj_uipped 
gauge  for  tne  recording  of  pumping  level  in  v/ell. 


%”  air  line  ex¬ 
air  line  pressure 


^  ^^.:^BILjT_f.  ^  Contractor  agrees  to  protect  and  save  narmless  tne  said 

city  of  Fort  .Vayne  from  all  -royalties,  penalties,  damages,  cost  and  expense  on  ac- 
count^of  or  growing  out  of  any  infringement  of  any  kind  of  cnaracter  and  agrees  to 
del  end  in  its  name  or  tne  name  of  the  said  City  a.ny  and  all  actions  and  suits  tuat 
may  be  instituted  for  recovery  of  such  penalties,  royalties,  damages,  cost  or  es- 
cense  and.to  pay  any  judgment  t/.at  may  be  rendered  for  or  on  account  of  sucn  royalties 
penaloies,  damages,  cost  and  expense  in  connection  therewith.  ’ 

^  .  SURETY  BONI).  Contractor  agrees  to  furnish  Surety  bond  payable  to 

city  in  tne  sum  of  #4,380  for  tne  faithful  performance  of  each  and  every  covene.nt 
and  provision  to  be  by  it  performed  in  a«.corrlance  with  tne  terms  of  the  contract 
herein  entered  into  v/ith  the  ssid  City.  This  contract  shall  not  be  binding  nor 
obligatory  upon  said  City  unless  and  until  the  same  shall  have  been  ratified  and 
approved  by  the  Common  Council  of  said  City. 
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Witness  tne  nands  and  seals  of  tne  said  parties  tne  day  and  tne  year 
hereinabove  written . 

HAKLICl'I-HESo  GOLPAliY 

By.  D»  I.  Harmon _ (Seal) 

President . 

'  ATTEST;  0.0.  Schwier 

Secretary 

THE  CITY  OP  PORT  V/AiOLffi ,  IPBIAITA. 

Wrn.  Beck 
Ton  Snook 

’.Vil]  ian  S.  O'Rourke 

■"BOARD  OF  PUBLIC  V/0RIC3 . 

AT TE S T :  Geo.  G.  Waldrop 

Secretary  Water  Works. 

SEGTIOif  l.Be  it  ordained  by  tne  Connon  Council  of  tne  City  of  Port  V/ayne ,  Indiana, 
that  the  contract  entered  into  on  tne  24th  day  of  September,  1928,  betv/een  ti^e  City  of 
Fort  'Wayne,  by  and  through  its  Board  of  Public  Works,  and  tne  Harnon-lless  Company,  by 
and  through  Hr.  D.  L.  Harmon,  its  president,  for  the  furnishing  and  insta,lling  of  one 
Layn'e  .vertical  tirbine  pump  complete  for  the  Water  Works  Department  of  said  City,  as 
fully  set  forth  in  tne.  prcample  hereto,  be  and  tne  same  is  Hereby  in  all  things  rati¬ 
fied  and  approved. 

SE*CTI0H  2. That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 

James  A.  Lige-ett 

Done  a.t  t^.e  Council  Chamber  the  27th  da.y  of  November,  1928, City  of  Port  Wayne, 

Indiana. 

Vfi  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana, 
at  a  regulsr  meeting,  held  on  the  27th  day  of  Hovember,  1928,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereu'  to  attachedrj  and  known  as 
GEHERAL  ORDIHANGE  Ho. 1438. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood , 

President.  City  Clerk. 

Presented  .to  the  Mayor  for  approval  on  tne  6th  day  of  December,  1928. 

Leonard  H.  Ellenwood , 

City  Clerk. 

Approved  this  7th  day  of  December,  1928. 

Wra.  C.  Geake , 

Mayor . 


GEFxiR.’L  ORDINAIjCE  NO.  1439. 

,  Ordinance  approving  a  contract  betv/een  the  City  of  Fort  Wayne  by  and  t 

througn  Its  Board  of  Public  dorks  and  tue  Peerless  Pump  CoLany,  for  t  e%ulcTaL 
of  a  certain  electric  punp  for  use  in  tne  City  Water  'Works  iepakment. 

v/hereas,  the  City  df  Port  'v/ayne  by  and  tnrougn  its  Board  of  Public  -^orks 
^onnanv  0^  -tne  P8th  day  of  August,  1928,  with  the  Peerless  Puirip 

of  a  certain  electric  pump  for  use  in  tne  City  'W^Lr^iorks 
ep..,rti..ent ,  wn.cn  contract  is  in  tne  following  words  and  figures,  towit: 


CONTRACT. 

AGRBiLiiiLT  made  and  entered  into  tnj. s 

S  taritlte^of  IndTpnn  ^  municipality  incorporated  under 'tne  laws 

oi  tue  otaxe  of  Indiana,  acting  by__and_  througn  its  BOARD  OF  W0HIC3 ,  hereinafter 


28th  day  of  August,  1928,  by 


referred  to  as  THE  BOARD,  and  the 
corporation,  hereinafter  referred 

‘WITIdiGSETil: 


PS- 

to 


RIWJS3  PLIIP  COMPANY  of  .-assilDon,  Ohio, 
as  the  CONTRACTOR, 


.  ,  BOARD  nereby  agrees  to  purchase  from  tne  CONTRACTOR  one  deep  well 

or  -im  GOHO,  1200RPN,  2.00Volt  General  Electric  VerticS  Ilot- 

cr_  a.nd  starting  apparatus  for  same,  all  in  accordance  and  as  described  in  pro-oosal 

COKTHAOIOR  under  the  date  of  Auguet  10,  19A8  marked  "TAlXorsTSSl 
-100  ft.  ,  wnicn  was  dul;^  accepted  by  TIIF  BOARD  on  August  15,  1928,  and  also  in 

general,  conditions  and  specifications  covering  this  work  as 
^suea  by  BOARD,  ana  said  proposal  and  specifications  are  hereby  made  a  part 

oi  tnis  contract. 

consideration  of  the  furnishing  and  installing  of  said  eq.uipment,  Tlffl 
COP  TRACTOR  tiie  net  sum  of  THREE  THCl'SAITD  NIPE  HDPDRED 
DOLlAtS  (^.3900. 00)  within  thirty  days  after  tne  completion  of  tne  installation 
of  said  e^iuipment. 

It  is  tne  understanding  and  intent  of  this  contract  tnat  TilE  BG/.RD  snail 
furnisn  tne  pump  House,  all  electrical  wiring  and  tne  material  for  the  foundation, 
but  one^ioundation  shall  be  erected  by  tne  CONTRACTOR  v/ho  siiall  assume  all  responsi- 
Dilixy  for  san6  in  accordance  with,  tne  specifications. 

IN  V/ITKESS  tllSRDOF: 


tne  ir 


t: 

respective 


BOARD  and  the  vvONTRACTOR  have  caused  this  contract  to  be  executed  by 


duly  author! zed  officals  on  this  28th  day  of  August,  19E8 


Ject  to  tue  ratification  of  the  Common  Council,  (O 


K. -  B.  Eern) 

CITY  OP  PORT  \/AYNE, 
Wm.  Beck 
Tom  Snook 

William  S.  O'Rourke 


3ub- 


IEERLES3  PUI.IP  CONPAirf 

Boyd  Eern _ 

General  Sales  Ilanager. 


CONTRACTOR'S  BOND,. 

KNOW  ALL  LIEN  BY  THE3E  PRESENTS,  that  we,  PEERIiCSS  PUMP  COMPANY  of  Massillon, 
Ohio,  as  principal,  and  tne  AETNA  CASUALTY  AND  SURETY  COMPANY,  a  Connecticut  Corpor¬ 
ation  duly  autnorized  to  do  business  in  tne  State  of  Indiana,  as  surety,  aie  neid- 
and  firmly  bound  unto  the  City  of  Port  'Wayne,  Indiana  in  the  sum  of  THREE  THOISAND 
NINE  HUNDRED  DOLLARS  (^3900.00)  to  be  paid  to  tne  said  City  or  to  its  certain  at¬ 
torney  or  assigns,  for  which  payment,  well  a,nd  truly  to  be  made,  we  jointly  and' 
severally  bind  ourselves,  our  heirs,  executors  and  successors,  firmly  by  tnese 
presents . 

The  condition  of  tne  foregoing  obligation  is  such  tnat,  whereas  tiie  said 
PEERLESS  PUliP  COLIPANY  did,  on  tne  28th  day  of  August,  1928,,  by  articles  of  tnat  date, 
enter  into  a  contract  with  tne  said  City  for  tne  furnishing  and  installing  of  a  deep 
well  pumping  unit  and  tue  necessary  eiectrical  e.iuipment  in  accordance  with  contract 
attached  nereto, 

NC'W  THEREPCRE,  if  the  said  PEERLESS  PUMP  COMPANY  shall  well  and  faithfully 
in  all  tnings  fulfill  the  said  contract,  and  snail  save  and  hold  harmless  the  said'" 
City  from  all  liens  and  damages  of  every  description  in  connection  therewith,  then 
tnis  obligation  shall  be  void  and  of  no  effect;  but  otherwise  it  shall  remain  in 
full  force  and  virtue. 

/IT1E33  CUR  HANDS  AND  SEALS  THIS  2Stn  DAy  CP  August  1928. 

PEERLESS  PUMP  COMPANY, 

_ BOYD  KERN _ 

General  Sales  Manager 


THE  AETNA  CASUAI.TY  &  SURETY  COMPANY 
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-tie  it  ordained  by  the  Common  Council  of  t  .e  City  of  Fort  .'/ayne ,  Indiana: 

SECTION  l.That  the  contract  heretofore  entered  into  on  the  28th  day  of 
August,  1928,  by  and  between  tnS  City  of  Fort  V/ayne ,  Indiana,  by  and  tnrough  its 
Board  of  Public  V/orks  and  the  Peeerless  lump  Company,  for  the  purchase  of  a  certain 
electric  pump  for  use  in  the  City  vVater  ViTorks  Department,  as  more  fully  set  forth 
in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  tilings  ratified  and  approved. 

SFCCION  2. That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 


o.  ’■{.  Fisher 

Done  at  the  Council  Chamber  the  27th  day  of  November,  1928,  Sity  of  Fort  uVayne ,  Indiana . 

V/F  HEiiEBY  CERTIFY,  That  the  Common  .  Council  of  tne  City  of  Fort  Yayne ,  Indiana, 
at  a  regular  meeting, held  on  tne  27tn  day  of  November,  1928,  by  a  majority  vote  of  all 
members  elect,  did -pass  tne  ordinance  hereunto  attached,  and  knov/n  as 

GENERAL  ORDINANCE  NO. 1439. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood, 

President.  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  6th  da-y  of  December  1928. 

Leonard  H.  Ellenwood , 

City  Clerk. 


Approved  tnis  7tri  day  of  December,  1928. 


um. 


Geake 


n 

w  • 


Mayor . 


GEKERi'i  ORDIIIAECE  I.O.  1440 


AE  ORDIl'.'AllCE  EIXIEG  T’E  S 
_  OF  TliE 


.-'iARY  OP  AK  ADDIOJSGOGRAPn  OlERATCR  IH  Tiiiii 
CITY  LIGHT  DElARTIviERT. 


OPPIGE 


3e  it  ordained  Ly  the  Gorimon  Gounci]  of  the  Gity  of  Port  ’»7ayne ,  Ind; 

SEGTION  1  -  That  on  and  after  the  1st  day  of  Recein'ber,  1928,  the  addresso- 
grapii  operator  in  tne  off j.ce  of  tne  City  Light  Department  shall  receive  a  salary 
at  tne  rate  of  One  Hundred  Thirty-five  ($135.00)  dolla.rs  per  month. 

SECTION  2'-  That  all  ordinance s ' and  parts  of  ordinances  in  conflict  here¬ 
with  are  herehy  repealed. 

Ci-jCTION  3  -  That  this  ordinance  shall,  "be  in  full  force  and  take  effect  on 
and  after  its  passage  and  approval  "by  tne  llaycr . 


Ralph  Clark. 

Done  at  the  ^.^ouncil  Chamber  -the  27th  day  of  November,  1928,  Gity  of  Port  wayne , 
Indiana. 


irF 

diana,  at  a 
vote  of  all 


liEREBY  CERTIPY,  That  tne  Common  Council  of  tne  Gity  of  Fort  ’.7ayne,  In¬ 
regular  meeting,  held  on  the  27th  day  of  November,  1928,  by  a  majority 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 


GEHER/i  ORDINAITGE  NO.  1440 


Ben.  P.  Bennett  Leonard  H.  Ellenwood 

■  President  City  Clerk. 

Presented  to  the  Mayor  for  a.n^roval  on  tne  6th  day  of  December,  1928, 

Leonard  H.  Ellenvtfood , 
.  City  Clerk. 

Approved  this  7th  day  of  December,  1928. 

V.ln .  G .  Ge  ake 

Mayor. 


GEKE  ,AL  ORDIKAIICE  lIC .  1441 


An  Ordinance  ratifying  and  ap.,roTing  a  contract  bety/een  the  City  of  Fort 
Wayne  and.tne  Inge rs oll-Rand  Company  of  tue  City  of  llev/  York,  State  of  Hew  York,  for 
the  purchase  of  a  Surface  Condenser  with  Auxiliary  Eq^uipment  for  use  in  tne  City  Light 
Plant . 

Whereas,  heretofore  on  tne  19th  day  of  October , 1928  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  'Tories  entered  into  a  contract  with  the  In- 
gersoll-Rand  Company  of  Hew  York,  Hew  York,  for  the  purchase  of  a  Surface  Condenser 
with  Auxiliary  Equipment  to  be  used  in  the  city  Light  Plant,  v/hich  contract  is  in  the 
following  v/ords  and  figures,  to-v/it: 

COHTRACT 

This  agreement  made  and  entered  into  this  19th  day  of  October,  1928,  by  and 
between  Ingersoll -Rand  Company,  of  tne  City  of  Hev/  York,  State  of  Hev/  York,  party  of 
'the  first  part,  and  tne  City  of  Fort  V/ayne ,  County  of  Allen,  State  of  Indiana,  party 
of  the  second  part. 

V/ITHES3ETH;  That  the  party  of  the  first  part  covenants  and  a.grees  to  furnish 
and  pay  for  all  of  the  work,  material  and  apparatus,  tools  and  labor  necessary  for  the 
co'istruction ,  delivery  and  erection  at  the  City  Light  and  lower  Works  of  tne  City  of 
Fort  lis.yne ,  Indiana,  of  one  (l)  Surface  Condenser  witn  circulating  pump,  condensate 
pump,  pump  drives,  air  ejectors  and  other  auxiliary  equipment,  all  of  wnich  v/erk, mater¬ 
ial  and  apparatus  is  to  be  in  accordance  vnth  the  attached  specifications  and  Alternate 
Proposal  Ho.  4,  supplemented  by  tne  attached  detailed  equipment  specifications  of  in- 
gersol"' -Rand  Company,  all  of  which  specifications  a.nd  proposal  are  made  a  part  of  tnis 
contract  as  fully  and  effectively  a.s  if  copied  herein  a.t  full  lengtn,  for  and  in  con¬ 
sideration  of  tne  payment  by  the  City  of  Fort  V/ayne,  Indiana,  as  follows,  to  v/it: 

Thirty  Seven  Thousand  Twenty  Dollars  and  Ho  Cents  ( ^^37 , 020 . 00  )  . 

Payments  are  to  be  made  in  accordance  v/ith  Paragraph  Ho.  18,  "E stimates " ,  of 
the  attached  Genera.1  Specifications.  Should  the  party  of  the  second  part  delay  the 
installation  and  testing  of  this  equipment,  then  final  payment  v/ill  be  made  not  less 
than  ninety  (90)  days  after  delivery  of  equipment. 

This  contract,  although  executed  on  beha.lf  of-,the  City  by  its  Mayor  and  by 
the  Board  of  Public  ‘-orks,  shall  not  be  binding  or  obDigatory  upon  tne  City  of  Fort 
Va.yne,  Indiana,  unles  :■  a-nd  until  it  shall  first  have  been  approved  by  the  Common 
Council  of  said  City. 

To  each  of  the  conditions  a.nd  stipulations  of  this  contract,  tne  undersign¬ 
ed,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

In  Testimony  Whereof,  v/e ,  the  foregoing  named  parties,  hereunto  set  our 
hands  and  seal  on  the  day  and^year  aforesaid. 

CITY  OF  FORT  WAYHE , "iHDIAHA  IHGERSOLL-RAHD  CO. 

By  Wra.  G.  Geake  Tad  S.  Omn _ 

Mayor  .  Secretary. 

Gontraefeor , party  of  tne  first  part. 


Approved  as  to  Form  and  Legality 


Approved : 


Wm .  Be  ck 
Tom  Snook 

William  S.  0 'Rourke 
Board  of  Public  Works. 

Attest  Agatha  E.  Diek _ 

Sec'y. 


Be  it  ordained  by  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana; 


SEGTIOH  1.  That  tne  contract  heretofore  entered  into  by  and  bstv/een  the  City 
of  Fort  Wayne,  Indiana,  by  and  tnrough  its  Board  of  Public  Works,  and  the  Ingersoll- 
Rand  Company  of  Hev/  York,  Hew  York,  for  the  purchase  of  a  Surface  Condenser  together 
with  auxiliary  equipment  to  be  used  in  tne  City  Light  Plant,  as  fully  set  forth  in 
the  preamble,  be  and  the  seme  is  hereby  in  all  things  ra,tified  and  approved. 

SnCTIOH  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

Chester  Hinton. 

Done  at  the  Council  Chamber  the  27th  ddy.,of  Hovember ,  1928 ,  Gi  ty  of  Fort  Wayne,  Indiana. 

;1E  HEREBY  CERTIFY,  That  tne  Common  -Council  of  tiie  City  of  Fort  'Wayne ,  Indiana, 
at  a  regular  meeting, held  on  the  27th  day  of  Hovember , 1928 ,  by  a  majority  vote  of  all 
Members  elect,  did  pass  the  ordinance  hereunto  attached^  and  knovm  as 
GEHERAL  ORDIHAHCE  HO. 1441 


Ben.  F.  Bennett  Leonard  H.  Ellenwood. 

President  City  Clerk.' 

Presented  to  the  Mayor  for  approval  on  tne  6th  day  of  December, 1928. 

Leonard  H.  Ellenwo-jd 
City  Clerk. 

Approved  this  7th  day  of  December  1928. 


■/m *  C  .  Geake  . 

Mayor . 


GSKb]RAL  ORDIKAN'GIS  ITO.  1442 


•>  »)  Q 
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ro 


AIT  ORDIKAITCE  R^TGULATIITG  TRAFFIC. 

COmiCIL  OP  TRS  CITY  OP  PORT  T7ATi®  ,  IITDIAITA: 
ia^DilOiT  1.  That  dn  an3  After  thd  15th  day  of  January,  1929  it  aha!  1  hp 

“e^r'ofa^YvehLil'oro.f'™  --P-atlon  to  dJl.e,  opera?;  i?1;r?ot1S".o:e- 
ment  oi  any  vehicle  or  cause  or  permit  any  vehicle  to  be  driven,  operated  or  its 

A?Inue"^or^to°entP^^'°^  l-lorrison  Street  into  and  upon  Knitters  Avenue  and  itunnion 
Avenue,  or  to  enter  upon  said  avenues  v^ithout  first  bringing  such  vehicle  to  a 

a??:n^lnY;;or"Lr™?e?  "Y  KoiAeoo  Street 

complete  stop,  in  any  manner  as  to  directly  or  indirectly  inter- 

nobil^'iP  traffic  upon  said  avenues,  and  in  no  event  wnen  any  auto- 

ajproac..ing  said  uorrieon  Street  upon  said  avenues  within  twenty-five 
U5  j  leet  from  said  Lorrison  Street. 

.  SECTION  2.  Any_ person,  firm  or  corporation  violating  any  of  tne  provisions 
of  tais  ordinance  or  failing  to  comply  with  any  provisions  of  the  same,  shall  be 
lined  in  a  sura  not  to  exceed  One  hundre  (§100.00)  dollars. 

3EGTI01T  3.  Tioat  tnis  ordinance  shall  be  in  full  force  and  effect  on  and 
after  its  passage  and  approval  by  the  Layer  and  its  legal  publication. 

Harry  L.  Llcllillen. 

Done  at  tne  Council  Chamber  the  11th  day  of  December,  1928,  City  of ,  Fort.  Tfayne ,  Indiana. 

lEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana 
ext  a  regular  meeting,  held  on  the  11th  day  of  December,  1928,  by  a  majority  vote 

Gi:iQ;AL“oS?SIlvS''Eo:i4;l“''’'  ordinance  hereunto  attached,  and  ienovvn  ae 

.  j  .  Be n n A 1 1  Leonard  H.  Ellenwo 0 d , 

City  Clerk. 


President . 

Presented  to  tue  Mayor  for  approval  on  the  19th  day  of  Decemberl928. 


Le onard  H.  Ellenwood , 
City  Clerk. 


Approved  this  ■19th  day  of  December,  1928. 


Wm.  C.  Geake 


Mayor , 


I  <•  —  •! 


GEl'ISBAL  ORUINAl^CE  NO.  1443. 


An  Ordinance  authorizing  the  Board  of  Puhlic  V/orks  to  sell  one  Tudor  Pord  Sedan 
ueed  in  the  Street  Department. 

EE  IT  ORDAINED  BY  ITIE  COMvTON  COUNCIL  OP  ThS  CITY  OP  PORT  V/AYNE ,  INDIANA; 

SECTION  1.  That  the  Board  of  Ruhlic  V/orks  he  and  thesame  is  hereby  authorized 
to  sell  one  Tudor  Pord  Sedan  used  in  tne  Stre  t  Department,  and  to  file  its  petition 
hy  and  through  the  City  A^ttorney  to  the  Allen  Circuit  Court  for  the  ap_^  ointment  of 
appraisers  to  appraise  said  property. 

SECTION  2.  That  this  ordinance  shall  he  in  full  force  and  take  effect  on 
and  after  its  passage  and  approval  hy  the  Mayor. 

Edward  H.  Hun sake r 

Done  at  tne  Council  Chamher  the  11th  day  of  Deceraher ,  1928,  City  of  Port  V/ayne ,  Indiana . 

VtE  HEREBY  CERTIPY,  That  the  Common  Council  of  the  City  f  Port  V/ayne ,  Indiana, 

at  a  regular  meeting,  held  on  the  11th  day  of  December,  1928,  hy  a  majority  vote  of 

all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  NO. 1443. 

Ben.  P.  Bennett  Leona rd  H.  Ellenwo o d , 

President  '  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  19th  day  of  December , 1928 . 

Leonard 'H.  Ellenwood, 

City  Clerk. 


Approved  this  19th  day  of  December  1928. 


GEIKRAL  0BDI::AECK  MJIIHER  1444. 

An  Ordinance  approving  a  contract  Eety/een  the  Fort  Wayne  Journal-Gazette 
Company  and  tneCity  of  Sort  .Yayne ,  Indiana,  hy  and  through  its  Board  of  Public 

printing  of  tne  Proceedings  of  tne  Common  Council  for  tne  year 

^  7  7  # 


heretofore  on  tne  8th  day  of  January ,  1929 ,  tne  City  of  Fort  Wayne, 

ered  into  a  contract  with  the 
-'ayne  u ournal-.-azette  company  covering  tne  printing  of  tne  Proceedings  of  the 
common  v^ouncil  fortne  year  1929,  wnicn  contract  is  in  the  following  v/ords : 

CCUTR.ACT  AIJP  BOFD. 

AG^hiiENT,  ma>ie  and  entered  into  t  is  8th  day  of  January,  1929,  by 
and^^be  tween  tae  POgf  V/AYIJE  JOURNAL  -  GAZE  T  PE ,  party  of  tne  first  part,  and  tne  City 
of  jort  v/ayne ,  Allen  County,  State  of  Indiana,  by  and  through  its  Board  of  Public 
.Tories,  party  of  tue  second  part,  ./ITNE33ETH: 

the  first  part  covenants' and  agrees  to  print  in  tne  FORT 
./Ai.Nn  JULR.^ini.-vJAZETTE ,  proceedings  of  tae  Coinraon  Council  of  t..e  City  of  Fort  V/ayne, 
Indiana,  from  January  1st,  19a9,  until  December  31st,  19U9,  and  to  furnish  the 
parties  of  ti.e  second  part.  One  Hundred  and  Twenty-Five  (125 )  copies  of  t.^e  Proceed¬ 
ings  of  eacn  Council  IJeeting  bound  in  pamphlet  form,  and  to  furnish  and  complete,  ' 
upon  tne  termination  of  this  contract  ,  on  December  31st,  1929,  Fifty  (50)  copies 
of  t.ie  Proceedings  of  t.ie  entire  year,  bound  together  v/ith  an  index  for  each  of 
said  copies.  All  of  said  Fifty  (50)  copies  to  be  bound  vvitn  Bucicram,  and  also 
Twenty-five  (25)  copies  to  be  bound  in  cloth. 


Tne  party  of  tae  first  part  expressly  agrees  to  perform  all  tne  v/ork  and 
furnish  all  material,  in  accordance  with  tne  terms  and  conditions  of  tae  specifica¬ 
tions  on  file  in  the  office  of  tne  Department  of  Public  Works  of  said  City,  and  to 
tne  entire  satisfaction  of  the  Board  of  Public  Works. 

It  is  understood  and  agreeed  by  tlie  parties  hereto  t..at  tiie  specifications 
shall  be  and  are  hereby  ma.de  a  part  of  this  oontrs-ct  as  fully  and  effectually  as  if 
copied  in  full  length. 


The  cons iderati on  to  be  paid  by  tiie  City  of  Fort  \7ayne,  Indiana,  for  print¬ 
ing,  and  binding  tue  ^^ouncil  Proceedings  and  for  publishing  same  to  the  foregoing 
FCRT  WAYInJ  JOURNAL - GAZE TTE ,  snail  be  at  the  rate’of  One  Dollar  and  Ten  Cents(^l.lO) 
per  lineal  inch,  actual  measurement,  measured  in  the  column  as  particularly  set 
forth  in  said  specifications,  including  tne  index  which  shall  be  measured  as  tv/o(2) 
columns  tue  same  as  any -page  of  tne  proceedings,  when  tne  width  of  tne  entire  page 
is  used  j.  or  said  index,  and  tnat  the  price  for  publishing  all  ordinances  and  other 
publication  inquired  to  be  made  by  law,  shall  be  One  Dollar  and  Ten  Gents  (i^l.lO), 
per  inch,  column  v/idth,  to  be  measured  as  the  saire  appea,r  in  said  paner. 

It  is  further  agreed  by  tne  parties  hereto,  that  in  case  trie  first  nemty 
fails  to  perform  all  tiie  conditions  required  by  this  contract,  to  be  perform.ed  by 
it, ^ tne  parties  of  t  e  second  part  shall  have  tue  right  to  take  charge  of  said 
wor.c  and  tiie  same  done  and  deduct  the  cost  thereof  from  any  amount  then  done  tne 
party  of  tne  first  part. 


The  party  of  tne  first  part  agrees  that  in  the  prosecution  of  said  v/ork 
all  _roper  skil  will  be  exercised  and  the  party  of  the  first  part  agrees  to  furnish 
a  good  and  sufficient  bond  in  the  sum  of  Two  Thousand  (#2,000.00)  Dollars,  payable 
to  tne  City  of  Fort  .Vayne ,  Indiana,  for  tne  fahthful  performance  of  all  the  condi¬ 
tions  of  this  contract. 


IT  13  ilEREBY  AGREED  T.'iAT  NO  A33IG1VMENT  OF  THIS  CONTRACT  shall  be  maae  with¬ 
out  t.ne  written  consent  of  said  parties  of  tne  :  econd  part. 

IN  TESTIMONY  THEREOF,  TIE  FOREGOING  NAJ'.ES  PARTIES  HEREUNTO  set  their  hands 
and  seals  this  8th  dfy  of  January,  1929. 


Journal  -Gazette 

BY :  L . G.  Ellingham _ 

PAilTY  OF  THE  FIRST  PART. 


AT  NEST ;  AGATHA  E  DIEK. 

SECRETARY. 


CITY  OP  FORT  WAYNE,  INDIANA. 
WILLIAM  BECK 
TOM  SNOOK 
VY.  S.  O'ROURKE 
BOARD  OF  PUBLIC  i/ORKS . 


MAYOR. 

KI.:OW  ALL  FEN  BY  THESE  PRESENTS,  That,  we,  the  JOURNAL -GAZETTE  COMPANY, _ 

_  as  principal,  and  L.  G.  Ellingham  of  Allen  County,  State  of 

Indiana,  are  held  and  firmly  bound  to  tne  City  of  Fort  'V/ayne,  Indiana,  in  tne  penal 
sum  of  Two  Thousand  Dollars  (#2,000.00),  for  the  payment  of  which  well  and  truly  to 
be  made,  we  bind  ourselves,  ourhe irs ,  executors ,  administrators  and  assigns  firmly 
by  these  presents. 


The  conditions  of  the  above  obligations  are  such  tnat  the  above  named  party 
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of  tne  first  part  shall  faitnfully  comply  with  the  foregoing  contract,  made  and  enter¬ 
ed  into  tnis  8th  day  of  January,  1929,  with  tae  City  of  i'ort  .‘/ayne ,  Indiana,  and  shall 
fulfill  all  tne  conditions  and  stipulations  Herein  contained,  according  to  tae  true 
intent  and  meaning  tnereof  in  all  respects,  t.ien  inis  oh]  igation  to  he  viod,  other¬ 
wise  to  he  and  remain  in  full  force  and  virtue  in  law. 

VJETIESS  OlPd  ilAlTOG  AlTD  SEALS  THIS  8th  day  of  JAHI/JIY,  1929. 

THE  JOURH/i-GAZETTE  COLPAHY, 

G.  Ellinghom,  Pres. 

PARTY  CP  T.jC  PIRST  PART. 

L.  G.  Ellingham 


ATTEST: 


-APPROVED  THIS  8TH  DAY  OF  JANUARY, 


AGATHA  E  DIEK 

SECRETARY. 


1929. 

V/ILLIAV  SSGK 
TOM  SHOCK 
•T.  s’.  O’RCuRKE 
BOARD  OF  PUBLIC  TC.RK3 . 


STATE  OF  INDIANA ; 

SS: 

COUNTY  OF  ALLEN  : 

Before  me,  the  undersigned,  a.  Notary  Public  in  and  for  said  County  and  State, 
personally  a^-peared  L.  G.  Ellingham,  of  tae  FORT  WAYNE  JCUSNA1.-GA2ETTE ,  and  acKnowleag- 
ed  and  the  execution  of  tae  foregoing  instrument  for  tae  uses  and  purposes  tixerein  men¬ 
tioned. 


(SEAL) 


./itness  my  hand  and  notarial  seal  this  8tn  day  of  January,  1929. 

A.  F.  Scherer 

NOT/RY  PUBLIC 


BE  IT  ORDAIilED  Bi 


COIT.ON  COUNCIL  OF 


:ITY  OF  FORT  V/AYIS  ,  INDIANA . 


SECTION  1.  Tiiat  t..e  contri.ct  heretofore  entered  into  on  ti.e  Stn  d^.y  of  January 
1929,  hy  -  nd  hetv/een  the  City  of  Fort  Wayne,  hy  and  turough  its  Board  of  x-uhlic  ./orhs, 
and  tne  Fort  Jayne  Journal  -Gazette  Company.,  hy  and  through  L.  G.  Ellinghajn,  its  Presi¬ 
dent,  covering  the  printing  of  the  i-roceedings  of  the  Coirrmon  Council  for  t,,e  year  1929 
as  fully  set  fort/i  in  t.  e  preamble  hereto  he  and  tiie  same  is  hereby  in  all  things  rati¬ 
fied  and  approved. 


SECTION  2.  That  this  ordinance  he  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  hy  the  Mayor. 


J .  . _ Stouder 

(A  motion  to  suspend  the  rules  prevailed  ) 

Done  at  the  Council  Chanher  the  8th  day  of  January,  1929  City  of  Port  Jayne,  Indiana. 

HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Jayne , Indiana, 
at  a  regular  meeting,  held  on  trie  0th  day  of  Jariuary,  1929,  hy  a  majority  vote  of  all 
members  elect,  did  pass  ti-e  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  No.  1444 

Ben.  F.  Bennett  Leonard  H.  Ellenwcod, 

President  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  tiie  15th  doy  of  January,  1929. 

Leonard  H.  Ellenwood , 

City  Clerk. 


Approved  this  15tn  day  of  January,  1929. 


'.7m.  G.  Geake 


Mayor 


f)  o 
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aSFjJRAL  CRDINAFC:^  NO.  1445 


Board  of  Public  V/orks  to  sell  a  Ford  Gouoe 
used  in  tue  City  Light  Department.  - 

32  IT  CRDAIFLD  BY  TH2  COI.'JION  CCb-NGIL  OF  T.i;  CITY  OF  FORT  V/AYIJE ,  INDIANA. 

ojiGTION  1.  Tiiat  tiie  Board  of  Public  '.Vorks  be  and  it  is  hereby  authorized 
to  sell  one  (l)  Ford  Goupe  used  in  tue  Gity  Light  Department,  and  it  appearing  that 
said  property  is  worth  less  tnan.  One  hundred  (#100.00)  dollars,  tuat  tc.e  same  shall 
be  sold  without  tiie  appointment  of  an  av.riraiser . 

SECTION  2.  That  this  -ordinance  be  in  full  force  and  take  effect  on'  and  af¬ 
ter  its  pas-^'age  and  ap  roval  by  the  Ifayor . 

Ralph  Clark 

Done  at  the  Council  Chember  the  8th  day  of  January,  1929,  City  of  Fort  Wayne , Indiana. 

..E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne ,  Indiana 
at  a  regular  meeting,  held  on  the  8th  day  of  January,  1929,  by  a  majority  vote  of 
C-J.1  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENER/.L  ORDINANCE  NO.  1445. 


Ben.  F.  Bennett 


Leonard  H.  Ellen wood ^ 
City  Clerk. 


President. 

Presented  to  the  liayor  for  approval  on  the  15tii  da.y  of  Jaunary,  1929. 


Leonc,rd  H.  EllenviTood , 
City  Clerk. 


Approved  this  15th  day  of  January,  1929. 


Vi'm .  C.  Geake 


Mayor . 


GEITERAI  CUDI.RAiyO]!: 


lyo.  1446. 


An  Ordinance  approving  a  Contract  ty  and  betY/een  tr.e  Indiana  Service  Corpora¬ 
tion  and  the  City  of  Port  V/ayne,  by  and  tnrougn  its  Board  of  Public  \7orks ,  for  the 
Construction ,  ._.]i:ai.nta:in'Eace  , and.  Qp^fS-ticn  of  a  Standard  Street  Railway  Track  over  and 
along  V/ells  Street  from  Huffman  Street  to  State  Boulevard  and  thence  by  suitable  curves 
onto  State  Boulevard  and  tnence  over  and  along  State  Boulevard  from  Vrel^o  Street  to  . 
Gertrude  Street  and  ti.e  necessary  Sv/itches  and 'Connecting  Traces  to  connect  v/ith  tiie 
existing  Street  Railv/ay  System  at  ti.e  Intersection  of  .'/ells  and  Huffman  Streets  and 
the  O^aration  of  Hotor  Busses  over  said  Route  until  said  additional  tracks  are  con¬ 
structed  . 

v'yHEREAS,  her  tofore  on  tue  15  th  d?  y  of  November,  19S8,  the  Indiana  Service 
Cor  uo.r8.tion  end  the  City  of  Port  V/ayne ,  by  and  through  its  Board  of  Public  Worms  en¬ 
tered  into  3.  contract  for  the  construction,  maintainance  and  operation  of  a  standard 
street  railv/ay  track  over  and  along  V/el  s  Street  from  Huffman  Street  to  State  Boule¬ 
vard  and  thence  by  suitable  curves  onto  State  Boulevard  and  thence  over  and  long  State 
Boulevard  from  Yields  Street  t.  Gertrude  Street  and  tiie  necessary  sv/itenes  8-nd  connect¬ 
ing  tracks  to  connect. with  the  existing  street  railway  system  at  tiie  intersection  of 
Wells  and  Huffman  Streets  and  tue  operation  of  motor  busses  over  said  route  until 
sa.id  additional  tracks  are  constructed,  v/hich  contract  is  in  the  v/ords  and  figures 
fol 'lowing,  to -wit: 

V/HSIdiAS,  Indiana  Service  Corporation  is  now  tue  ovmer  of  and  operating  a 
system  of  street  ra-ilway  in  the  City  of  Port  Wayne,  Indiana,  for  tiie  purpose  of  fur¬ 
nishing  transportation  to  the  inhabitants  of  said  City  and  is  desirous  of  construct¬ 
ing,  mahntaining,  operating  and  using  additional  street  railv/ay  tracks,  togetner  v/itu 
a.ll  appliances  and  appurtenances  thereto  as  a,  part  of  said  system  e.nd  until  such 
additional  street  railv/ay  tracks  are  constructed  of  furnisuing  tra.nspor tati on  service 
by  motor  busses,  which  additions  and  extensions  to  its  system  are  reasor.8.bly -necessary 
in  order  to  provide  adeciuate  service  and  facilities  to  its  pa.trons  and  for  the  con¬ 
duct  of  its  business  and  for  the  public  convenience,  interest  and  safety,  by  the  con¬ 
struction,  operation  and  m.aintenance  of  a  sta.ndard  street  railv/ay  track  over  and  along 
W'ells  Ctreet  from  Huffman  Street  to  State  Boulevard  and  t-uence  by  suita.ble  curves  on¬ 
to  State  Bouleva.rd  and  thence  over  and  along  State  Bouleva.rd  fror:  V/ells  Street  to 
Gertrude  Street,  £.nd  the  necessa-ry  switches  and  connecting  tracks  to  connect  with  the 
existing  street  railv/ay  system  at  trie  intersection  of  V/ells  and  Huffm.an  Streets,  and 
until  such  additional  tracks  are  constructed  by  tue  operation  of  m.otor  busses  over¬ 
said  route  to  supplement  its  existing  street  railway  system,-  for  tne  improvement,  bet¬ 
terment  and  safety  of  its  service,  as  more  specif icrlly  hereina,fter  set  forth,  and  in 
ac..-ordanGe  with  the  iilans  aind  specifications  therefor  on  file  v/itn  t..e  Board  of  Public 
'Works  of  sa.id  City. 

NC’7,  THERPPORE ,  this  agreement  made  and  entered  into  this  15tn  day  of  November, 
19/s8,  by  and  between  the  City  of  Port  V/ajrne,  India.na,  hereinafter  ca.lled  the  "City,"  by 
and  through  its  Board  of  Public  Works,  and  Indiana  Service  Gorpora.t ion ,  a  corporation 
organised  and  existing  under  the  laws  of  the  State  of  Indiana,  hereinafter  called  tne 
"Company",  //ITKE33ETK: 

THAT:  for  and  in  consideration  of  tue  several  and  mutual  covenants  herein  con¬ 
tained  it  is  hereby  agreed  by  and  betv/een  said  .parties  as  follov/s: 

1.  Tue  City,  by  and  through  its  Board  of  Public  'Works  under  and  by  virtue  of 
the  power  and  a-utnority  granted  by  la-//  to  said  Board,  does  hereby  give  and  ^rant  to  tne 
oompany,  its  succes.-ors  and  assigns,  subject  to  the  conditions  hereinafter  ex-oressed, 
permission  and  authority  from  and  after  t.^e  approval  of  thos  contract  by  tne  Common  Coun¬ 
cil  of  said  City  by  ordinancem.  to  construct,  maintain,  use  replace,  renev/,  repair  and 
operate  a  standard  street  railv/ay  sj/stem  on  and  along  the  following  streets  in  tne  City 
of  Port  ’Wayne ,  Allen  County,  India^na: 

The  right  to  construct,  maintain,  renew,  replace,  repair,  use  and  operate  a, 
standard  double  trac-c  street  railway  over,  on  and  along  V/el;  s  Street  from  Huffman  Stred, 
to  State  Boulevard,  together  v/ith  the  necessary  and  suitable  double  track  turnouts  and 
switches  properly  to  connect  said- double  track  street  rai'way  system  with  tne  existing 
double  track  street  railv/ay  system  at  the  intersection  of  .7el  s  and  Huffman  Streets  and 
thence  v/est  on  State  Boulevard  by  proper  and  necessary  curves  from  ./ells  Street  to  State 
Boulevard  and  tnence  over,  on  and  a:.ong  State  Boulevard  to  Gertrude ,  Street ,  such  Street 
la.ilway  system  so  to  be  constructed,  replaced,  renewed,  repaired,  used  and  operated  on 
State  B  ulevard  to  be  at  tiie  option  of  the  grantee  eitner  a  standard  double  track  street 
railv/ay  or  standara  single  track  street  rci.ilwa.y  together  witli  the  necessary  passing 
tracks  and  sv/itenes,  together  with  all  necessary  poles,  v/ires,  anchors,  guy  wires  and 
appurtenances  appertaining  thereto  and  necessary  for  tne  proper  construction,  maintenance 
repa.ir,  replacement,  renev/al,  use  and  operation  of  said  street  railway,  and  until  the 
construction  of  said  additional  street  railway  system  the  right  to  operate  motor  busses 
over  said  route  on  Wells  Street  and  State  Boulevard  to  supplemient  its  existing  street 
railway  system. 

id.  The  permission  and  authority  hereby  granted  are  upon  the  following  terms 
and  conditions,  v/hich  terms  and  conditions  the  Gom.pany  hereby  expressly  covenants  and 
agrees  for  itself,  its  successors  and  assigns,  to  fully  carry  out  and  perform: 

A.  The  work  of  constn  cting  said  street  railway  system.s  end  other  fixtures  and 
appliances  shall  be  done  and  performed  in  accordance  with  aaid  specifications  so  filed 
with  the  Boa.rd  of  Public  Works,  and  to  the  satisfaction  of  said  Board. 

B.  The  construction  of  said  tracks  shall  be  carried  on  so  that  cross 
shall  be  open  at  all  times  for  vehicular  traffic. 


streets 


and 


T,  ^  Company,  its  successors  and  assigns,  hereby  expressly  agrees  to 

snalx  forever  ind-cnnify  and  save  harnless  the  said  City  against  and  from  all  damages 
judgments,  decrees,  costs  and  expenses  v/hicii  the  City  may  suffer,  or  whicn  may  be 
recovered  or  obtained  against  it  by  reason  of  or  gro\/ing  out  of  or  resulting  in  any 
wa^  from  t  .e  execution  of  this  contract,  the  passage  of  the  ordinance  ra.tifying  the 
same,  ot  tne  coi  structing,  m.aintaining  or  o^.eration  of  the  system  of  street  railway 
and  busses  herein  provided  for,  or  the  exercise  by  the  Company  ,  its  servants  or 
agents,  of  t;ie  rights,  privileges,  limitations,  conditions  and  tne  agreements,  sti¬ 
pulations  or  requirements  herein  contained,  and  agrees  to  pay  said  City  such  de.m- 
ages,  judgments,  decrees,  costs,  and  expenses  which  it  may  hereby  or  thereby  suffer, 
and  in  any  suit  brought  by  t.-.e  City  for  recovery  of  any  such,  dranages,  coSts  or  ex- 
lenses  it  shall  be  entitled  to  recover  in  addition  thereto  reasonable  attorney  fees. 


D.  The  Company  agrees  to  complete  the  construction 
railway  on  or  before  the  Slst  day  of  December,  1931.  All  of 
essary  curves  shall  be  laid  under  the  supervision  of  and  on 
with  t.ie  ap^.roval  of  tae  City  Engineer  of  said  City. 


of  ssid'system  of  Street 
said  tracks  and  tne  nec- 
lines  designated  by  and 


.  ihe  Com.pany  agrees  to  pave  or  cause  to  be  paved  tae  portion  of  said  s 
streets  between  tae  outer  rails  of  seid  tracks  and  for  a  space  of  twelve  (ly) inches 
on  the  outside  of  said  outer  rails  with  vitrified  paving  brick  on  a  concrete  founda¬ 
tion,  in  all  things  under  and  in  accordance  with  specifications  to  be  ap  moved  by 
Board  of  Public  ./orKs  and  to  be  acceptable  to  said  Board  in  all  cases  where 
of  said  streets  are  now  paved,  and  hereafter  to  ma.intain  and  repair 
said  street  pavement  in  the  manner  of  and  a,t  such  tim.es  as  said 
and  said  Company  further  agrees  to  repave  said  portion  of  said 
often  as' the  remaining  portions  of  said  Street  are  paved  by 


said  hoard  p 
the  remainder 
said  portion  of 
Board  may  re  ^uire 
street  when  and  as 


sa  d  '-ity,  provided , however ,  that  said  Company  snail  not  be  required  to  repave  or 
maintain  said  portion  of  said  streets  with  any  more  expensive  material  than  the  re¬ 
maining  portions  are  or  me.y  hereafter  be  paved  v/ith. 


F.  Said  Company  shall  keep  said  tracks  in  good  condition  at  all  times,  so 
that ^vehicles  can  easily  and  freely  at  all  times  cross  said  tracks  at  allpoints  in 
any  direction  without  unreasonable  interference  or  obstruction. 

C.  The  fares  to  be  charged  on  said  busses  while  so  operated  on  said  route 
prior  to  t..e  construction  of  such  street  railv/ay  system  shall  be  the  same  as  the 
rates  and  fares  charged  for  passage  on  the  Company's  street  cars  in  the  City  of 
Port  '.'/ayne  . 


H.  Until  the  happen  ng  of  the  contingency  set  forth  in  Section  1  ixereof 
tiie  said  Company  in  tiie  enjoyment  of  its  rights  hereunder,  shall  in  al  things  be 
governed  and  controlled  by  all  the  lim.itations ,  conditions,  agreements,  stipula¬ 
tions  and  requirem.ents  and  have  tiie  same  rights,  privileges  and  duties  as  are  con¬ 
tained  in  an  ordinance  of  said  City  of  Port  Wayne  granting  a  franchise  to  t^ie  Port 
‘Jayne  Traction  Company  September  2,  19Q2,  exce^.t  a,3  modified  by  existing  or  future 
lav/s  and  all  lav/s  amendatory  thereof  and  supplemental  thereto,  and  except  as  to 
rates  to  be  charged  for  its  services  and  except  t^at  the  time  of  expiration  of  tne 
giant  of  rights  herein  granted  siia.ll  be  the  sairie  a,s  the  expiration  of  the  franchise 
granted  said  Port  .<'e.yne  Traction  Company  on  September  2,  190<;  as  said  time  may  be 
nov  modified  by  tne  A.ct  of  the  Ceneral  Assembly  of  tae  State  of  Indiana,  knov/n  as  tiie 
Shicely-Spencer  Utility  Commission  Act  passed  at  its  session  in  1913  and  contained 
in  the  Acts  of  the  G-eneral  Assembly  of  Indiana  for  t.ie  year  1913  on  page  167  and 
all  acts  amsnda,tory  thereof  and  supplemental  thereto  and  v/hich  limitations,  agree¬ 
ments,  conditions,  stipulations  and  requirement  of  said  ordinance  shall  be  exercised 
kept  and  performed  by  tiie  Company,  its  successors  and  assigns  in  so  far  as  the  same 
do  not  sc  conflict  and  are  not  so  modidied  as  aforesaid. 


I.  If  said  Uhively-opencer  Utility  Commission  Act  should  be  repealed  or 
annulled  either  by  such  General  Assembly  or  by  court  action,  the  Company  in  tiie  en¬ 
joyment  of  its  rigiits  hereunder  snail  in  al  things  be  governed  and  controlled  by 
trie  conditions,  agreements,  stipulations  and  requirements  of,  a.nd  have  the  same 
rights,  privileges  and  duties  a-s  are  contained  in  said  ordinance  referred  to  in 
paragraph  "H"  he-eof,  except  as  to  rates  to  be  charged  for  its  service,  and  except 
that  the  time  of  expiration  of  grant  of  the  rights  herein  granted  shall  be  the  some 
as  t;.e  expiration  of  said  franchise  granted  dated  September  2,  190i;,  as  said  time 
may  be  now  modified  by  said  Shively-Spencer  Utility  Commission  Act  and  all  acts 
aroendatory  thereof  and  supplemental  thereto,  As  to  tne  part  of  the  system  herein 
provided  for  tne  rate  or  rates  for  services  shall  at  all  times  be  the  same  as  the 
rates  charged  for  service  of  the  remaining  portion  of  its  system  generally,  and  tiie 
sax’.e  agreem-ents ,  stipulations  and  requirement  in  said  ordinance,  except  as  to  rates 
and  expiration  of  grant  a.s  above  provided,  shall  be  kept  and  performed  by  said  Com¬ 
pany,  its  successors  and  3,ssigns. 

J.  Bo  interurban  passenger  or  freight  cars  shall  ever  be  operated  over  the 
system.  O''  street  railway  tra.cks  a,uthcrized  by  this  contract  to  be  constructed  and 
used . 


IN  WITNSSG  VUERkOF,  the  parties 
day  and  year  first  above  v/ritten. 

(SUAL) 

ATTPST: 

?.  H.  Schmidt. 

Secretary. 


Attest: _  _  _ 

Secretary. 


have  hereunto  set  their  hands  and  seS-lstthe 

IliDIANA  SERVICE  CORPCRATICN 
By  Robert  M.Peustel 
President . 

BOARD  0?  PUBLIC  V/ORiCS  CP  T31E  CITY  CP  PORT 
WAYNE . 

By  V/m.  Beck 
Tom  Snook 

.v.sT 


0 ' Rourke 


S^CTIOiJ  1.  That  the  contract  heretofore  entered  into  by  and  betv/een  t.^e  In- 


’diana  Service  Corporation  and  tiie  City  of  Fort  ./ayne,  by  and  through  its  Board  of  fublic 
V/orks,  providing  for  tiie  construction,  mainta.inance  and  Oj..-eration  of  a  standard  street 
railway  track  over  and  long  Jells  Street  from  Huffman  Street  to  State  Boulevard  and 
thence  by  suitable  curves  onto  State  Boulevard  and  thence  over  and  along  State  Boule¬ 
vard  fr^m  i/ells  Street  to  Gertrude  Street  and  the  necessary  sv/itcnes  a,nd  connecting 
tracks  to  connect  v/ith  tii.e  existing  street  railv/ay  system  at  the  intersection  of  bells 
a.nd  Huffman  Streets  and  the  operation  of  motor  busses  over  said  route  until  said  addit¬ 
ional  tracks  are  constructed,  as  fully  set  forth  in  tue  preamble  hereto,  be  andtne  same 
is  hereby  in  all  things  ratified  and  approved. 

SECTICl?  S.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


James  A.  Liggett 


Done  at  the  Council  Chamber  the  8th  day  of  January,  1929,  City  of  Fort  'Jayne,  Indiana. 


4 


DE  HEREBY  CERTIFY,  That  the  Common  Council' of  the  City  of  Fort  Jayne,  Indiana, 


at  a  regular  meeting,  held  on  the  8th  day  of  January,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  .^nov/n  as 
GElfER/i  CRDINAIICE  EO.  1446. 


Ben.  F.  Bennett 


Leonard  H.  Ellenv/ood, 
City  Clerk. 


President . 


Presented  to  tne  Mayor  for  approval  on  the  15th  day  of  January  1929. 


Leonard  K.  Ellenwood 

City  Clerk. 


Approved  this  15th  day  of  January,  1929. 


?/m.  C.  Geake . 

Mayor . 


V  • 


GEKh]R/L  OHHINAIiGE  NC.  1447. 


An  Ordinance  fixing  the  salary  of  the  Inspector  of  .iTeigixts  and  Pleasures. 

BE  IT  ENACTED  BY  TIT;  GOLllON  COUNCIL  ON  TIE  CITY  OE  FORT  V.AYi'T]  ,  INDIANA: 

SECTION  1.  That  on  and  after  the  1st  day  of  January,  19B9,  the  compensa¬ 
tion  to  he  paid  the  Inspector  of  heights  and  Measures  is  hereby  fixed  and  establish¬ 
ed  at  the  rate  of  T ..enty-e ignt  Hundred  ($2800.00)  dollars  a  year.  This  salary  snail 
constitute  the  maximum  amount  to  be  paid  said  Inspector. 

SECTION  2.  That  all  other  ordinances  fixing  the  salary  of  said  Inspector 
and  any  other  ordinance  in  conflict  herev/ith,  are  hereby  repealed. 

SECj-ION  3.  j-iiat  this  ordinance  be  in  full  force  and  take  effect  on  and  af¬ 
ter  its  passages  and  approval  by  tne  Mayor. 

A .  0 .  Pape 

Done  at  the  Council  Chamber  the  8th  day  of  Janu- ry,  1929,  City  of  Fort  V/ayne,  Indiana 

./E  HEilEBY  wiiiRiIFY,  That  the  Coinmon  Council  of  the  City  of  Fort  Wa.yne ,  Indian 
at  a  regular  meeting,  held  on  the  8tn  day  of  January,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
OxtD X-. iil,  Cj-j  o  •  1447* 

Ben.  E.  Bennett  Leonard  K.  Ellenv/ood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  a^jproval  on  ti.e  15th  day  of  Jan.  ary,  1929. 


Leonard  H.  ElJenv/ood , 
City  Clerk. 


Approved  this  15th  day  of  January,  1929 


o  O  T’ 
O?)  ( 


GiilJERAL  ORDINANCE  IIC .  1448. 

M  ORDII.AITCE  AI.'ROVIRG  AIJD  RATIFYING  A  GOIITRACT  BElV.E^i:  Tlli  CITY  CF  FORT 
\7AY1IS  EY  AYR  THROUGH  ITS  BCARJ)  CF  PUBLIC  v/CiiKS  AIHG  THU  EIFFALO-SPRIFGFIELP  R0LIE;R 
CCKFAl'CT  FOR  THE  PURCHASE  OF  OFE  BUFFAl.C-SPRINGFIELD  TCU  T/YlIEr  FOUR  CYLIlfflER  ' 

ECTOR  HOLIER  TO  EE  USED  IN  TIE  CITY  CTRE.lT  DEPARTI.ENT. 

V/lffiREAS ,  on  'tne  3rd  day  of  January,  19^9,  tiie  City  of  Fort  V/ayne  oy  and  through 
its  hoard  of  Puhlic  V/orks  entered  into  a  contract  v/itn.  tne  Buffalo-Springf ield  Roller 
Company  for  tne  purcnase  of  one  Buf f al o-3pr ingf iei  d  five  ton  tandem  four  cylinder  motor 
roller  to  he  used  in  the  City  Street  Department,  which  contract  is  in  tne  fcll-ov/ing 
words  and  figures,  to-wit: 

PROP OS /i 
from 

Tile  Buffalo-Springf ield  Roller  Company 
SPRIUGFIEID,  OHIO. 

January  3  1929. 

To  Hon.  Board  of  Puhlic  ./orks, 

City  of  Fort  v/ayne , 

Fort  V/ayne,  Indiana. 

Gentlemen  : 

V/e  propose  to’  furnish  and  deliver  f.o.h.  car  Springfield,  Ohio,  One  Buffalo- 
Springfield  five-ton  Tandem  4-cylinder  llotor  Roller  fully  ©ruiijped  for  rolling  as¬ 
phalt,  for  the  S’um  of  Thirty-one  hundred  seventy  (|!3170.00  )dollars . 

Terms:  Thirty-one  hundred  seventy  (#3170.00)  dollars  Cash  or  its  equivalent 
within  15  days  from  date  of  delivery  in 'good  condition. 

Without  additional  cost  to  you  we  will  furnish  t -e  services  of  an  operator 
to  assist  in  unloading  the  new  roller  and  to  instruct  your  engineer  in  tne  proper 
care  and  use  of  the  toller. 

GUARANTEE . 

V/e  guarantee  said  rolHer  if  properly  operated  to  have  ample  power  to  do  any 
and  all  kinds  of  v,'ork  for  which  it  is  intended,  to  he  male  of  tne  hest  materials  and 
worlmianship ,  and  to  he  durable  with  proper  care.  We  furtner  agree  to  furnish  free  of 
churge  for  tiie  period  of  one  (l)  year  from  date  of  delivery,  any  part  tna.t  may  prove 
to  he  defective  in  workma.nsnip  or  materia.l,  upon  receip  of  notice  and  return  of 
SUCH  defective  prrt  to  our  v/orks.  No  verbal  agreements  or  understandings  not  m.ention- 
ed  in  this  proposal  shall  he  binding. 

Accepted  -  Subject  to  ratification  by  Common  Council 

This  3rd  day  of  January  1929. 

_ City  of  Fort  Wayne _ _ _  ’  Tne  Buffalo-Springf  ield  Roller  Co. 

By _ _ _ _ _  By  H.  llcClenen. 

BE  IT  ORDilHED  BY  THE  COiaiCN  COUNCIL  OF  TI-IE  CITY  OF  PORT  WAYNE,  INDIANA: 

SjICTICN  1.  That  tne  contract  neretofore  entered  into  on  tne  3rd  day  of  "January 
1929,  by  and  between  the  city  of  Fort  IVayne  by  and  through  its  Board  of  Public  Works 
and  ’the  Buffalo-Springf  ield  Roller  Company  for  tne  purchase  of  one  Buffalo-Springf  ield 
five-ton  Tandem  4-cylinder,  Motor  Roller  to  be  used  by  the  City  Street  Department,  as 
more  fully  set  forth  in  tne  preamble  hereto,  be  and  tne  same  is  hereby  in  all  things 
ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

J.  H. _ Stouder 

Done  at  the  Council  Chamber  the  22nd  day  of  January,  1929,  City  of  Fort  Wayne,  Indiana. 

V/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regulc.r  meeting,  held  on  the  22nd  day  of  January,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENER/J  ORDINANCE  NO.  1448. 


Ben.  F .  Bennett 


President 


Leonard  H.  Ellenwood , 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  ti'.e  31st  day  of  January,  1929. 

Leonard  H.  Ellenwood, 

City  Clerk. 

Approved  this  2nd  day  of  February,  1929. 


Mayor . 


GEl'ERAL  ORDINAlTOa  NO.  1449 


An  ordinance  authorizing  tne  Board  of  Public  ./orks  to  sell  three  (3)  Ford 

cars  used  in  tne  City  Lignt  Bepartinent,  and  certain  Junk  from  tne  Street,  Water  and 
City  Light  Bepartnents . 

BE  IT  ORDAINED  BY  T'B:  C  NJdOK  COUNCIL  OF  T.'IE  CITY  OF  FORT  WAYNE,  INDIANA. 
SECTION  1.  That  tne  Board  of  Public  V/orks  be  and  is  hereby  authorized  to 
sell  and  dispose  of  tnree  (3)  Ford  cars  used  in  t:.e  City  Light  Department,  and  cer¬ 
tain  junK  including  old  garbage  collection  trucks,  old  copper,'  lead  pipe  and  scrap 
iron  in  tne  City  Street,  ./ater  and  Light  Departments,  and  cause  to  be  filed  its 

petition  by  and  througn  tne  City  Attorney  to  tne  Allen  Circuit  Court  for  appraisors 
to  appraise  said  property. 

SECTION  2.  Tnat  this  ordinance  be  in  full  force  and  take  effect  on  and  af4 
ter  its  passage  and  approval  by  tne  ilayor . 

Harry  F.  Zimmerman . 

Done  at  tne  Council  Chamber  the  22nd  day  of  January,  1929,  City  of  Fort  'v.'ayne ,  Indiana 
■E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana 
et  a  regul  r  meeting,  held  on  t;ie  22nd  day  of  January,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  Hereunto  attacked,  and  known  as 
CENERAL  ORDINANCE  NO.  1449. 


Ben .  F.  Bennett 


Leonard  H.  Ellenuv o o d 
City  Clerk. 


President . 

Presented  to  the  Nayor  for  approval  on  the  31st  day  of  J- nuary,  1929. 

Leonard  H.  Ellen wood 


City  Clerk. 


A^.proved  tnis  2nd  day  of  February,  1929 


Jrn.  C.  Geo.ke 


Mayor . 
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GEN^:-1AL  ORDIKAIJCE  TO.  1450. 

An  Ordinance  regulating  tne  use  of  Billiard  Tables,  Poll  Tables,  Bov/ling  and 
Pin  Alleys  and  Shooting  Galleries. 

BS  IT  ORDAIEEB  BY  TJH  GOl.llOi:  COUNCIL  OF  Til]  CITY  OF  FORT  V/AYIIF ,  Ib'DIAtlA: 

3FGTI0W  1.  Tha,t  it  shall  be  unlm/ful  for  any  person  to  have  or  keep  for  public 
use  and  for  gahn  v/ithin  the  said  City  any  billiard  table,  pool  table,  bov/ling  or  pin 
alley  or  shooting  gallery,  unless  such  person  shall  have  prior  tiiereto  secure^;  a  license 
frori  the  City  Coriptroller  as  Hereinafter  _,rovided. 

SECTION  2.  V/henever  any  person  shall  desire  to  have  and  keep  for  public  use 
and  for  gain  billiard  table,  pool  table,  bov/ling  alley  or  pin  alley  or  shooting  gallery, 
such  person  shall  pay  to  the  City  Controller  the  sun  of  Ten  (^10. OO)  dollars  for  each 
billiard  table,  pool  table  and  shooting  gallery  and  the  sun  of  Five  ($5.00)  dollars 
for  each  bov/ling  and  pin  alley  tna,t  he  shall  ovan  and  keep,  and  tne  City  Controller  shall 
issue  to  such  person  a  license,  stating  the  nunber  of  tables,  alleys  and  galleries  for. 
v/hich  such  license  has  been  issued.  3uch  license  siiall  be  conspicuously  displayed  in 
the  place  where  such  tables,  alleys  and  shooting  galleries  s.re  kept  and  maintained.  All 
licenses  shall  expire  on  tne  31st  day  of  December  of  each  year. 

SiCGTIOll  3.  Any  person  violating  any  of  the  provisions  of  this  ordina,nce  or  fail¬ 
ing  to  comply  with  tiie  sa.me,’  shall  be  fined  in  any  sum  not  exceeding  One  Hundred  ($100.00) 
dollc^rs,  and  each  day  shall  constitute  a  separate  offense  for  each  such  table,  alley  and 
gallery. 

SEGTIOH  4.  That  this  ordinance  shall  be  in  full- force  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor  and  its  lega.l  publication. 

James  A.  Liggett 

Done  at-  the  Council  Chamber  the  2J£nd  dci.y  of  January,  1929,  City  of  Fort  V/ayne,  Indiana. 

V/S  iIE.-iEBY  CERTIFY,  That  the  Gomjnon  Council  of  the  City  of  Fort  ‘'ayne ,  Indiana, 
at  a  regular  meeting,  held  on  the  22nd  day  of  January,  ]929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  Icnov/n  a-s 
GENERAL  ORDINAHCE  110.  1450. 


Ben.  F.  Bennett. 


Leonard  K.  Ellenwood , 
City  Clerk. 


President . 

Presented  to  tne  Mayor  for  approval  on  the  31st  day  of  January,  1929, 

Leonai'd  H.  Ellenv/ood 


Approved  this  2nd  day  of  February,  1929. 


City  Clerk 


.fa.  C.  Geake , 

Mayor , 


o 
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Gj^EERAI.  ORDIEAEGE  no.  1451 


An  Ordinance  ratifying  and  aporovin' 
"by  and  through  its  Board 


contract  "between  tiie 
•  aj^ne,  by  and  through  its  Board  of  Pu’blic  ./orks  and  Henry  .'/ehrenherg 
the  construction  of  an  addition  to  the  Power  Plant 


City  of  Port 
and  oons,  for 


of  tile  City  Light  and  Power  ’./orlcs, 


.  Decein"ber,  19:^8  the  City  of  Port  V/ayne  by  and 

througn  its  Board  of  Riblic  '‘orks  entered  into  a  contract  with  iienry  •./ehrenberg 
and  ^ons  for  tiie  construction  of  an  addition  to  txie  City  Pov/er  Plant  of  the  City 
Lignt  and  xov/er  -orks,  wnich  contract  is  in  tne  following  words  and  figures: 


CONTRACT 


Lnto  this  18th  day 


This  agreenent  made  and  entered 
and  between  lienry  vVehrenberg  and  Sons  of ,  the  County  of  Allen, 
party  of  tne  first  part,  and  the  City  of  Port  vVayne ,  County 
Indiana,  by  and  tnrough  its  Board  of  Public  Works,  pirty 


of 


of  December,  1928,  by 
State  of  Indiana, 
of  Allen,  end  State 
tne  second  part: 


of 


I'lTl'xSSSETH :  That  the  party  of  the  first  part 
:sh  and  pay  for  all  labor,  materials ,. apparatus  and  tools 
struction  of  an  addition  to 
ifov'o  of  tne 
condenser  and  oumo 


cogen ants 


and 


agrees  to  furri' 
necessary  for  tne  con- 

^  -  - ^  --  tne  City  Lignt  and  Power 

City  of  Port  .Vayne ,  Indiana,  including  tiie  construction  of  turbine, 

foundations  and  tne  wreckin.^;  and  removal  of  parts  of  the  oresent 


the  power  plant 


building 


of 


"building,  and  to  construct  tne  same  in  strict  accordance  witn  tne  plains  and  speci- 
iicatiens  prepared  by  The  Proenlicn  &  Emery  Engineering  Company  and  nov/  on  file  in 
tue  of  lice  of  tne  Board  of  Public  »Vork;s,  and  the  attached  proposal,  (except  as  speci¬ 
fically  noted  in  this  contract)  all  of  which  plans,  specif ica.tions  and  proposal  are 
made  a  part  of  tnis  contract  as  fully  and  effectually  as  if  cooied  herein  at  full 
length,  _for  and  in  consideration  of  the  payment  by  the  City  of*Port  V/ayne,  as  fol¬ 
lows,  to-v/it: 

Ninety  Seven • Thousand,  Nine  Hundred  Eighty-Four  Dollars  and  No  Cents , ( $97 , 984. 00 ) . 

Pa^fTnehts  are  to  be  made  in  accordance  with  paragraph  no. 18  "Estimates"  of 
the  attached  general  specifications. 

This  contract,  although  executed  on  behalf  of  the  City  by  its  Mayor 


by  tne  Board  of  Public 
less  and  until  it  shall 
City. 

To  each  of  tne  condition 


s  Mayor  and 

orxs ,  shall  not  be  binding  or  obligatory  upon  tne  City  un- 
have  first  have  been  approved  by  tne  Common  Council  of  said 


eacn- for  himself, 
IN  testimony 
Is  and  seal  on  tne 


tne  undersign- 


ind  stipulations  of  this  contract, 
binds  itself,  its  successors  and  assigns. 

"WHSREOF,  we,  the  foregoing  named  parties,  hereunto  set  our 
day  and  yer.r  aforesaid. 


CITY  OF  FORT  V/ATxIS  ,  INDIANA. 
By  '.vm .  Beck. _  _ 


lorn  onooK 


o . 


0 ' Rourke 


BOARD  OF  PUBLIC  ./ORES. 


_ lien ry  V/ehrenberg  &  Sona 

By.  Paul  //ennerberg _ 

Contractor,  party  of  tne  first  Part 


Mayor . 

Attest:  Agatna  E.  Diek 

Sec ' y . 

A^. proved : 

Tne  Froenlich  E  Emery 


By_ 


Approved  as  to  Form  and  Legality 


iij ng  1  n  e_e_r  ing  C o . 


Jas.  R.  Emery 


TKS  COIG.XN 
e  contract 


BE  IT  ORDAINED  BY 
SECTION  1.  That  t 
ber,  1928,  by  a,nd  between 
•Vorks  and  Henry  ./ehrenberg  £ind  Sons  for 
?ov/er  Plant  of  the  City  Light  and  lower 
amble  hereto,  be  and  t^e  same  is  hereby 


COUNCIL  OF 
heretof  ore 


the  City  of  Fort  "^/ayne 


SECTION 
its  passage  and 

Done  at 


Tnat  tiiis  ordinance 
proval  by  tne  Mayor.- 


TIE  CITY  OF  FORT  WAYNE,  INDIANA: 
entered  into  on  the  18th  day  of  Decem- 
by  and  through  its  Board  of  Public 
tne  construction  of  an  addition  to  tne  city 
"Works,  a.s  more  fully  set  forth  in  the  pre¬ 
in  all  things  ratified  and  approved, 
be  -in  full  force  and  take  effect  on  and  after 

J.  M.  Stouder. 


tne  Council  Gharriber  the  22nd  day  of  January,  1929,  City  of  Fort  V/ayne ,  Indiana. 
"WE  HE -lEBY  CERTIFY,  That  tiie  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana, 
at  a  regular  meeting,  neld  on  tne  2x.nd  day  of  January.^  1929,  by  a  majority  vote  of 
all  members  elect,  did  oe.ss  tne  ordinance  hereunto  attached,  and  knovm  as 
GENERAI.  ORDINANCE  NO.  1451. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 


President. 


City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the 


Approved  this  2nd  day  of  February,  19;i9. 


31:st  day  of 
Le  onard 


January,  1929. 
K.  Ellenvrood 


City  Clerk. 


Vm.  C.  Geaxe 

-  Mayor. 


GEl'IERAL  ORDINANCE  NO.  1452. 


An  Ordinance  creating  the  position  of  Lieutenant  in  the  fire  Department  and 
fixing  the  salary  for  the  same. 

EE  IT  ORDAINED  3Y  TIK  GOMiOL  COUNCIL  OF  TjL  CITY  OF  PORT  'UAT.TE, ,  INDIANAt 

SECTION  1.  That  hereafter  tnere  shall  he  four  (4)  lieutenants  in  tne  Fire 
Department  of  the  City  of  Fort  V/ayne,  ranking  next  to  tne  Captain,  two  of  whom  he 
stationed  at  No.  One  Engine  House  and  two  stationed  at  No  Three  Engine  House.  Said 
lieutenants  shall  he  paid  a  salary  at  t..e  rate  of  One  Hundred  fifty-seven  and  50/100 
(^pl57.50)  dollars  per  month. 

SECTION  2.  That  this  ordinance  he  in  full  force  and  effect  on  and  after  its 
passage  and  approval  hy  the  Mayor. 


Jacob  M.  Stouder . 

Done  at  the  Council  Chamher  the  12tn  day  of  February , 1929 , Ci ty  of  Fort  Wayne , Indiana. 

'■M  HEREBY  CERTIFY,  That  the  Common  Council  of  tixe  City  of  Fort  V/ayne,  Indiana, 
at  a  regular  meeting,  held  on  the  12th  day  of  February,  1929-,  hy  a  majority  vote  of 
all  members  elect,  did  pass  ti.e  ordinance  hereunto  attached,  and  unown  as 


GENERAL  ORDINAITCE  NO.  1452, 


Ben.  F . _ Bennett 

President 


Le onard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  18th  day  of  February,  1929. 


Approved  this  19th  day  of  February,  1929. 


Le  onard  H.  Ellenv/ood 
City  Clerx. 


V/m .  C .  Ge  a.k'e 

Mayor . 
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3sim:-:AL  ORDiNAiTCii;  no.  1453 


AN  ORDINANGN  ALTNORIZING  ZHN  BO.  RD  OF  PUBLIC  V/OR13  TO  GULL  OlvG  lUiiLLY 
TAlDBi.-  STBAli.  ROLLER  USED  BY  T:E  CITY  STREET  DEPARTMENT. 

BE  IT  ORDAILED  BY  TILE  COMn.ION  COUNCIL  OP  TIE  CITY  OP  PORT  Y/AYLE  ,  INDIANA; 

SECTION  1.  That  the  Board  of  PuUlic  v'/orks  he  and  is  hereby  authorized  to 
sell  and  dispose  of  One  Kelly  Tandem  Steam  Roller  used  in  the  City  Street  Depa-rt- 
ment,  and  cause  to  he  filed  its  petition  hy  and  tnrough  the  City  Attorney  to  tne 
Allen  Circuit  Court  for  appraisers  to  appraise  said  property. 

SECTION  2.Tr;at  this  ordinance  he  infull  force  and  effect  on  and  after  its 
passaye  and  approval  hy  the  Llayor. 

A.  C  . _ Voelker 

Done  ao  tne  Council  Cnamher  tne  12tn  day  of  Pehruary,  1929,  City  of  Port  VYayne,  In- 
diana: 

wE  KEIiEBY  CERTIFY,  Tnat  the  Coranon  Council  of  tne  City  of  Fort  V/ayne ,  In¬ 
diana,  at  a  regular  meeting,  held  on  tne  12th  day  of  Pehruary,  1929,  hy  a  majority 
vote  of  all  memfeers  elect,  did  pass  the  ordinance  Hereunto  atta^cned,  and  kno\7n  as 
GENER-LL  ORDINANCE  NO.  1453. 

Ben.  P.  Bennett..  Leonard  H.  Ellenwood 


President . 


City  Clerk. 


Presented  to  the  llayor  for  approval  on  tie  ISth  day  of  February,  1929. 


A^:proved  this  19th  day  of  Pehruary,  1929. 


Leonard  il.  Ellenv/ood, 

City  Clerk. 


V/m.  C.  Geake 

Mayor . 


GENERAL  ORLINAlfCE  NO.  1454. 

An  Ordinance  regulating  the  v/idth  of  drive-way  from  streets  to  lot  lines  and 
regulating  tne  lov/ering  and  cutting  of  curbs. 


SECTION  1.  Tnat  no  drivev/ay  leading  from  any  street,  to  the  lot  line  of  any 
lot  shall  exceed  tv/enty  (20 )  feet  in  width  where  tne  same  intersects  v/ith  a  street,  or 


v/here  the  same  crosses  a  sidewalk;  and  no  curbing  of  any  street  shall  be  lov/ered,or 
cut  to  a  greater  width  than  tv/enty  (20)  feet  for  the  purpose  of  providing  egress  and 
ingress  to  and. from  any  street  to  any  lot;  except  in  case  of  a  corner  lot,  one  such 
driveway  or  one  sich  lowering  or  cutting  of  curbing  may  be  made  to  reach  each  street 
upon  such  lot  borders.’  The  Board  of  Public  Works  shall  hereafter  issue  no  permit  ex¬ 
cept  in  compliance  v/ith  this  ordinance. 


SECTION  E.  That  any  person,  firm  or  corporation  violating  any  of  the  provi¬ 


sions  of  this  ordinance  or  failing  to  comply  with  the  same,  shall  be  fined  in  any  sura 
not  less  tha.n  Ten  ($10.00)  dollars  and  pot  mors  than  One  hundred  ($100.00)  dollars,  and 
each  day  shall  constitute  a  separate  offense. 


SECTION  3.  That  this  ordinance  is  cumulative  of  existing  ordinances  and  does 


not  repeal  any  existing  ordinances  except  insofar  as  such  existing  ordinances  are  in 
conflict  herewith  and  to  the  extent  only  as  is  necessary  to  give  such  force  and  effect 
to  this  ordinance. 

SECTION  4.  That  this  ordinance  shall  be  in  full  force  and  effect  on  and  after 
its  passage,  approval  by  the  Eayor  and  its  legal  publication. 

A^ _ 0.  Pape 

Done  at  the  Council  Chamber  the  12th  day  of  February, 1929 , City  of  Fort  Wayne,  Indiana. 


'WE  HEREBY  CERTIFY,  That  the  Common  Council  of  tr.e  City  of  Fort  V/ayne ,  Indiana 


a.t  a  regula.r  meeting,  held  in  the  12th  day  of  February,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GElfERAL  ORDINANCE  No.  1454. 


Ben.  F.  Bennett . 

President 


Leonard  H.  Ell env;o o d 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  18th  day  of  February,  1929 


Leonard  H.  Ellenv/ood 

City  Clerk. 


'.'m.  C.  Geake 

Mayor . 


Approved  this  19tn  day  of  February,  19E9. 


L 


SENilRAI.  ORLIiTANGE  NO.  1455. 


M  ORDINANCE  AI.3NDING 


:TI0N  C}JE  of  GEFERAI.  0RDI7:ANCE  #1136,  TIE  3A1;E 


BEING  "AN  ORDINANCE  A1.'EFDING  SECTION  3-  8  and  26  OF  GENERAI.  ORDINAl^CE  AND 

A.E’IDING  SECTIONS  1-2-  and  3  OF  GENER.AL  ORDINAl^CE  #1083"  PASSED  APRIL  24th,19:c3 
As  amended  February  1  ,  1929.  F. 


BE  IT  ORDAINED  BY  T;E  C0I.3.XN  COUNCIL  OF  TIE  CITY  OF  FORT  -.VAYIIE ,  INDIANA : 


SECTION  1 . That  section  one  of  General  Ordinance  No.  1136  as  above  describ¬ 
ed,  be  amended  to  read  as  follows,  to-v/it: 

"SECTION  3-  All  articles  intended  and  held  for  sale  on  said  farmers'  and 
producers'  I’etail  market  miay  be  offered  for  sale  on  Tuesday,  Tnursday  and  Saturday 
of  each  week  between  the  hours  of  5  o'clock  A.  LI.  and  12  o'clock  noon  and  on  Wed¬ 
nesday  and  Friday  of  eacii  week  from  April  1st  to  October  1st  between  the  Hours  of 
5  o'clock  P.  i...  and  10  o'clock  P.  L.  and  from  October  1st  to  April  1st  between  the 
hours  of  4  o'clock  P.  i...  and  9  o'clock  P.  1,1.  and  at  no  other  days  nor  at  a.ny  other 
hours,  and  it  shall  be  unlawful  for  any  person,  firm  or  corporation  to  sell  or  of¬ 
fer  for  sale  on  said  market  any  article  of  any  kind  or  cuaracter  except  on  said 
days  and  during  sa.id  hours  respectively.  For  tne  purpose  of  preparing  for  tne  open¬ 
ing  of  market,  tne  annual  or  daily  renter  of  any  stall  or  stand  may  place  a  vehicle 
from  wnicn  said  sales  are  conducted  in  place  at  tne  stall  or  stand  so  rented  by  him 
within  the  half  hour  proceeding  tne  Hour  prescribed  herein  for  the  opening  of  tiie 
m.arkex  and  for  tne  purpose  of  cleaning  nis  stall  or  stand  and  removing  unsold  com¬ 
modities  he  snail  be  permitted  to  allov^  his  said  vehicle  to  remain  in  place  at  such 
stand  or  stall  during  tne  half  hour  immediately  foil  'V'^^ing  tne  riour  designated  herein 
for  tne  closing  of  tne  market.  It  shall  be  unlawful ,  except  as  herein  provided,  for 
any  annual  or  daily  renter  of  any  stall  or  stand  to  nave  any  venicle,  from  wnich  ne 
sells,  intends  to  sell,  or  has  sold  any  sommodities  on  sucn  rriarxet,  on  said  market 
place  in  any  manner  contrary  to  tne  ordinance  of  the  city  reguli ting  tne  parking  of 
vehicles  generally." 


SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  take  effect  on 
and  after  its  passage  and  approval  by  tne  Llayor  and  its  legal  publication. 


Ralph  Clark . 

Done  at  tne  Council  Chamber  the  12th  day  of  February, 1929  City  of  Fort  Wayne,  Indiana. 

.iE  rEREBY  CERTIFY,  Tnat  the  Common  Council  of  tiie  City  of  Fort  ..’ayne,  Indiana, 
at  a  regular  meeting,  held  on  t.  e  12th  day  of  February,  1929,  by  a  majority  vote  of 
a.11  m.embers  elect,  did  nass  tne  ordinance  nereunto  attached,  and  known  as 
GENERAL  CRDIILUTCE  NO.  145... 


Ben . _F .  Bennet t 
President . 


Leonard  H.  Ellenwood . 
City  Clerk. 


Presented  to  ti^e  Llayor  fur  approval  on  tne  lOtn  day  of  February  1929. 


Leonard  H.  Ellenv/o ud 
City  Clerk. 


Approved  this  19th  dry  of  February  1929. 


Wm.  C.  Geake. 
Llayor . 


-o 


fe- 


34, 


GENERAL  ORDINANCE  NO.  1456. 

An  Ordinance  regulating  tne  use  of  streets,  alleys,  and  otner  public  places 
in  the  city  of  Fort  V/ayne,  and  repealing  all  ordinances  or  parts  of  ordinances  in  con¬ 
flict  herewith. 

EE  IT  ORDAINED  BY  TNE  COUNCIL  OF  THE  CITY  OP  FORT  //A YNS ,  INDIANA : 

3EGTI0N  1.  It  shall  be  unlav/ful  for  any  person,  firm  or  corporation  to  ob¬ 
struct  the  free  passage  along  and  upon  any  street,  alley  or  sidewalk,  s^yace  betv/een 
sidewalk  and  curbing  or  commly  traveled  portion  of  a  street  or  any  otner  public  place, 
and  to  place  or  alio.'  or  permit  to  be  planed  upon  such  street,  alley,  sidewalk  or  space 
betv/een  sidewalk  and  curbing  or  commonly  traveled  portion  of  street,  or  any  other  public 
place,  ant  thing  or  object  whatsoever,  so  as  to  obstruct  or  block  the  use  tnereof,  or 
so  as  to  endanger  the  life  and  limb,  or  property  of  others  using  such  passage. 

SECTION  2,  It  shall  be  unlav/ful  for  any  person,  firm  or  corporation  to  ride, 
drive  or  move  or  allow  or  permit  to  be  ridden,  driven  or  moved  ar.y  vehicle  or  animal 
along  and  across  any  sidewalk,  curbing  or  s_<ace  between  sidewalk  and  curbing,  uniess 
such  sidewalk  and  space  betv/een  sid.-walk  and  curbing  shall  be  ^roperly  protected  by 
planks  or  other  suitable  protection  and  srid  curbing  adequately  planked,  and  tnen  only 
v/hen  such  person,  firm  or  corporation  shall  have  prior  tiiereto  filed  with  the  City 
Controller  a  bond  v/ith  sufficient  freeiiolders  as  surety  or  a  surety  company  tnereon, 
in  tne  principal  sum  of  Five  hundred  (,§500.00)  dollars,  indemnifying  tne  City  of  Fort 
V/ayne  against  loss  by  reason  of  any  breakage,  or  injury  or  damage  because  of  such  use. 

One  such  bond  be  sufficient  for  each  person,  firm  or  corporation  for  and  during  each 
year,  but  the "amount  of  recovery  because  of  any  such  breakage,  injury 
not  be  limited  to  tne  nrincioal  sum  of  such  bond. 


or  d/onage  shall 


SECTION  3.  Any  person,  firm  or  corporation  violating  any  of  tne  provisions  of 
this  ordinance,  or  failure  to  comply  with  tne  same,  shall  be  fined  in  any  sum  not  ex¬ 
ceeding  One  hundred  ■(  5?100 . 00 )  dollars;  Irovided,  however,  tuat  tiie  provisions  of  sec¬ 

tion  tv/o  of  tnis  ordinance  snail  not  apply  to  the  use  of  lawfully  constructed  drive¬ 
way  lea-ding  from  a  street  to  any  lot. 

SECTION  4.  That  all  ordinance  or  parts  of  ordinances  in  conflict  nerev/ith  are 
hereby  repealed. 

SECTION  5.  Tnat  this  ordinance  shall  be  in  full  force  and  take  effect  on  a-nd 
after  its  passage  and  aj..proval  by  the  I.!a,yor.  and  its  legal  publication. 

3.  Harry  Fisher . 

Done  at  the  Council  Chamber  the  lEth  d'-y  of  February ,  1929 ,  City  of  Fort  V/ayne,  Indiana. 

VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana, 

at  a  regular  meeting,  held  on  the  12th  day  of  February,  1929,  by  a  majority  vote  of.  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANGE  NO.  1456. 


Ben.  F.  Bennett 


President . 


Leonard  N.  EllenWood , 
City  Clerk. 


Presented  to  tne  llayor  for  a^.proval  on  the  18th  day  of  Februaryl929 . 


Approved  this  19th  day  of  February,  1929, 


Leonard  il.  Ellenwo od , 
City  Clerk. 


'Yr..  C.  Geake 


Mayor . 


GE1\15RAL  ORDINAITGE  NO.  145  7. 


An  Ordinance  regulating  tiie  wrecking,  razing  and  tearing  down  of  building 
houses,  bg-rns,  and  otner  structures. 

BE  IT  CRDAIKED  BY  THE  CCrilOlI  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE  ,  I  NT)  I  ANA: 

^  SEoilON  1.  Tnat  it  shall  be  unla’/ful  for  any  person,  firm  or  corporation 

to  wrecK,  rrze  and/  or  tear  dov/n  any  barn,  house,  building  or  otner  structure  uoon 

any  premises  witnin  the  said  City,  when  by  such  wrecking,  razing  and  tearing  down, 
any  portion  of  a  street,  alley,  sidewalk  or  othe-  public  place  is  used,  blocked  or 
obstructed  in  any  manner,  or  v/here  such  building,  house,  barn  or  other  structure  is 
w  tiiin  ii.teen  ^15j  feet  of  any  such  street,  alley,  sidewaliC  or  other  public  place, 

unless  SUCH  person,  firm  or  corporation  snail  have  paid  a  permit  fee  of  One  Dollar 

end  received^  a  _ermit  so  to  do  from  tne  Building  Department  of  the  City  of  Fort 
^ayne,  and  snail  have  posted  with  tne  City  Controller,  a  bond,  with  surety  aporoved 
by  said^.ontroller  in  the  principal  sum  of ' Two  Thousand  (§^,000.00)  dollars  .ayable 
to  tiie  -.ityof  Fort  >'ayne  and  indei.;nif ying  and  holding  harmless  the  said  city  from 
any  damage  or  loss  by  reaso  n  of  or  as  a  conse  pcence  of  such  y/recking,  razing,  or 
earing  do,. -n.  T.ne  term  building  herein  shall  mean  any  partiallv  constructed  build¬ 
ing  :nd/  or  remains  or  ruins  of  a  partially  destroyed  barn,  house,  building  or  other 

SXI'U.C  • 


of  tnis 
sum  not 
dollars 


2.  Any  person,  firm  or  corporation  violating  any  of  the  provisions 
ordinance  or  failing  to  comply  with  any  of  tne  same,  shall  be  fined  in  any 
less  than  Ten  ($10.00)  Dollars  and  not  to  exceed' Three  Hundred  ($300.00) 


BiLGTIOH  3.  This  ordinance  is  cumulative  of  existing  ordinances  and  does 
not  repeal  any  existing  ordinances  except  insofar  as  such  existing  ordinances  are 
nerewith  and  to  tiie  extent  only  as  is  necessary  to  give  such  force  and 
effect  to  this  ordinance. 


SECTION  4.  This  ordinance 
passage  and  approval  by  the  Layer, 


shall  be  in  ful  force  and  effect  on  and  after 
and  its  legal  publication. 


its 


3.  Harry  Fi she r . 


Done  at  the 


Council  Cnamber  the  12th  d?.y  of  February ,  1929  City  of  Fort  Wayne ,  Indiana 


'JJl  HEREBY  CERTIFY,  That  the  Common  Council-  of  the 
at  a  regular  meeting,  held  on  tne  12th  day  of  February , 1929 
all  members  elect,  did  pass  the  ordinance  hereunto  attacned 
GENERAL  ORDINANCE  No.  145 7. 


City  of  Fort  Wayne , Indiana, 
,  by  a  majority  vote  of 
,  and  kno’wn  ao 


Ben.  F.  Bennett . 

President . 


Leonard  H.  Ellenwo o d , 
City  Clerk. 


Presented  to  the  Layer  for  approval  on  the  18tn  day  of  February, 1929 . 

Leonard  H.  E llenv/o o d , 
City  Clerk. 


Approved  this  19th  d:  y  of  February,  1929. 


.  C .  Geake 

Layer . 


o 


GS^TSliAL  CRDINANCS  NO.  1458. 

An  Ordinance  creating  Safety  Zones  and  regulating  the  use  of  same. 

BS  IT  ORBAIIEB  BY  T:E  CGlliOlT  COUNCIL  OB  TIE  CITY  OB  FORT  V/AUBE ,  IlEIAis^A: 

3BGTI01T  1.  That  upon  tiie  east  side  of  Clinton  Street,  adjacent  to  tne  rail  of 
tile  present  car  tracks  and  at  the  south  side  of  each  intersection  with  Ilrin,  Berry, 
’.Vayne,  'Washington  and  Jefferson  Streets,  safety  zones  shall  lie  estahlis'ned  under  the 
direction  of  the  Board  of  Fuhlic  Safety.  These  safety  zones  sricYl  be  three  and  one- 
half  (3’)  feet  in  width  and  thirty-five  (35)  feet  in  lengtn  and  so  constructed  as  to 
be  convenient  for  the  purpose  of  giving  safety  to  pedestrians  or  persons  attempting 
to  board  or  alight  from  street  or  interurban  cars.  And  it  shaYl  be  unlawful  for  any 
person  to  drive  any  animal,  or  to  drive,  push  or  oi<erate  a.ny  vehicle  over,  across  or 
upon  any  portion  of  said  safety  zones. 

SUCTION  ".  Any  ;.erscn  violat'ing  any  of  the  provisions  of  this  ordinance  shall 
be  fined  in  any  sura  to  exceed  Fifty  ($50.00)  dollars. 

SECTION  3.  Tlia.t  this  ordinance  sliall  be  in  full  force  and  effect  on  and  af¬ 
ter  its  passage,  approval  by  tlie  Ma.yor  and  its  leg:'.l  publication. 

Jacob  J.I.  Stouder . 

Done  o-t  the  Council  Chambei  the  12th  d:  y  of  February,  1929 ,  City  of  Fort  'Jayne ,  Indiana . 

■JE  ISREBY  CERTIFY,  That  tiie  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana, 
at  a  regular  meeting,  held  on  the  12th  day  of  February,  1929,  by  a  majority  vote  of 
all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENSRi^i  ORDINANCE  NO.  1458. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  18tli  day  of  February,  1929 . 

Le onard  K.  Ellenwood , 


Approved  this  19th  day  of  February,  1929. 


Wm..  G.  Geake 

Mayor . 


OiCr^RAL  CKDIIIAITCS  NO.  1459. 


An  Ordinance  authorizing  the  City  of  Fort  V/ayne  to  sell  certain  generators, 
tuehines,  condensers  and  other  auxiliary  e.iuiprient  used  in  tne  City  Light  .Ne.,artment  . 
and  three  autor.-ohiles  used  hy  the  Board  of  Public  '^^ork.  and  the  City  Light  Lepart- 

i-ent,  as  anended  this  12th  dry  of  February  1929. 

Be  It  ordained  by  the  Corranon  Council  of  tiie  City  of  Fort  V/ayne,  Indiana: 
oectiun  1.  Tuat  the  Board  of  ihiblic  Works  is  hereby  autiiorized  to  sell  and 
dispose  of  one  General  Flec  ric  Company  A.  G.  Generator  No.  181675,  5C0  K.  :/.  ;  one 
^.^.A.C.  Generator  no.  loI675,  500  K.'.V.  ;  one  G.L. Curtis  Steam  Turbine  No.  4467,  500 
iv...  ;  one  G.L.  Curtis  Steam  Turbine  No.  4468,  500  K.V/.  together  with  the  condensers 
and  other  auxiliary  equipment  used  with  said  turbines,  and  two  automobiles  used  by 
the  Board  of  Public  Works  namely;  one  Euick  Sedan  ,l.:otor  No.  1540862  and  one  Ford 

Coupe,  motor  No.  14454954  and  one  Ford  Coupe,  motor  no.  8338021  used  in  the  city 

light  department,  and  to  file  its  petition  by  and  through  trie  city  attorney  vrith  the 
Allen  Circuit  Court  for  tne  appointment  of  appraisers  to  appraise  said  property. 

Section  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval,  by  the  llayor. 

3.  H.  Fisher 

Done  at  tne  Council  Chamber  tnis  12th  day  of  February,  1929,  City  of  Fort  V/ayne ,  Indiana 
v/S  KSPFSY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana, 
at  a  regula.r  meeting,  held  on  the  12th  day  of  February,  1929  by  a  majority  vote  of 
all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GELmR'L  CRDINANCS  NO  1459. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Layor  for  a^..proval  on  tjie  18th  d^  y  of  February ,  1929 . 


Approved  this  19th  day  of  February  1929 


Le onard  H.  Ellepwo od 
City  Clerk. 


■  «III  »  w  •  sre  S..:'C6  « 

Mayor . 


GEiaiR/l  CRDINANG2C  ITO  .  1460. 


An  ordinance  ratifying  and  approving  a  contract  by  and  between  tue  City  of 


Fort  V/ayne,  Indiana,  by  and  through  its  Board  of  Public  vV'orlcs  and  the  General  Flectric 
Company,  for  the  furnishing  of  Meters  to  be  used  in  the  City  Light  Department  beginn¬ 
ing  December  1st,  1928,  and  ending  December  1st,  1929. 

srih'REAo,  on  the  7th  day  of  January,  1929,  the  City  of  Fort  Wayne ,  Indiana,  by 
and  through  its  Board  of  Public  Works  entered  into  a  contract  with  tiiC  Gener£-1  Flectric 
Corpany  for  the  furnishing  of  meters  to  be  used  in  the  City  Light  Departrent  from  Decem¬ 
ber  Ist,  1928,  to  December  1st,  1929,  wixich  controrct  is  in  tiie  following  v.ords: 

Board  of  Public  Works,  Fort  Wayne, Ind. 

WATTHCUR  OPkRn^GD^AI,  Pl'RCPASL  AGPli.h.i:!:? 

Fort  Wayne , Ind . 12/27/l92o . 

GEirDRAL  ELECTRIC  COI.'PAFY, 

Ft.  Wayne,  Indiana. 

Gentlemen : 

Vve  agree  to  purchase  from  you  f.o.b.  point  of  Si-ipment  watthour  meters  during 
ti.e  period  beginning  December  1,19*8  and  ending  December  l'il929. 

In  consideration  of  tnis  eigre^ment  v/atthour  meters  purci.ased  iiereunder  v/ill  be 
billed  at  the  following  discounts  from  ci-rrent  list  prices,  subject  to  cna-njes  in  dis¬ 
counts.  COIlvlJTATCR  TYPES  Price  Sheet  Ho.  Discounts. 

C-r,.  C-7, 

Induction  Ty^es 


G-15,  Gs,  Cs-3  and  G-5 


1^6  79 

43c/o 

7:  12675 

52i-  c/o 

'  12678 

5<;t-  c/  0 

12677 

52^  c/ 0 

12676 

52p  c/ o 

L  receive 

from  you  a  credit 

D-7,  D-8,  D-9  and  D-15 
DS-6,DS-7,DS-11 ,D3-12,D3-9  and  DS-13 
Watthour  Demand  Meters 


memorandum  for  quantity  discount  based  on  the  aggregate  amount  of  bills  rendered  on  all 
orders  placed  by  us  for  such  a^jparatus  during  tne  above  period  in  accordance  with  the 
foil  owing  schedule: 

On  orders  aggregating  $1,000  and  less  than  $5,000--g  c/a  discount. 

On  orders  aggregating  5,000  and  less  than  10,660--4  c/o  discount. 

On  orders  aggregating  10,550  and  over  --7  c/o  discount. 

It  is  understood  that  .a.11  a-pparatus  is  sold  subject  to  our  right  of  inspection 

and  test  before  acceptance,  and  that  your  responsibility  after  acceptance  is  limited 
to  repair  or  replacem.ent  f.o.b.  fact  ry  of  s-ny  parts  which  prove  defective  in  \7orkman- 
ship  or  materia.l  within  one  year  from  date  of  shipment.  You  will  not  be  liable  for  de¬ 
lay  caused  by  fire,  strike,  civil  or  military  authority,  insurrections  or  riot,  or 
other  causes-  beyond  your  control. 

Terms  of  payment  shall  be  the  same  as  we  secure  from  you  from  time  to  time  on 
ordinary  purchases  of  apparatus  and  supplies. 

Yol rs  very  truly. 


Accepted  Jan.  7  1929. 
GEIIERAI,  ELECTRIC  GOLPjVEY, 


By  R. 


Parke  r . 


Approved 
Board  of  Public 
Works . 


Wm.  Bed 


(Tom  Snook 


I William  s.  O'Rourke 
5oard  of  Public  Works. 


District  Mgr. 

Central  StattionDeJit . 

BE  IT  ORDAIBED  B'"  TlTi;  COMMON  GOUIIGIL  OF  TIE  CITY  OF  FORT  'WAYNE,  liJDIAHA: 

SECTION  1.  That  the  contract  heretofore  entered  into  on  tne  the  7th  day  of 
January,  1929m  by  and  between  the  City  of.  Port  'Wayne,  Indiana,  by  and  through  its  Board 
of  Pu'blic  Works  and  the  General  Electric  Company  by  and  through  Ross  I.  Parker,  its 
District  Manager,  as  more  fully  s'et  out  in  the  preamble  her;, to  be  and  the  same  is  here¬ 
by  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  8,fter 
its  passage  and  aopro.val  by  the  Mayor. 

Chester  Hinton 

Done  at  the  Council  Chamber  the  12th  day  of  February ,  1929  City  of  Fort  'Wayne ,  Indiana. 

'iViii  HEREBY  CERTIFY, ThAt  the  Common  Council  of  the  City,  of  Port  'Wayne ,  Indiana, 
at  a  regular  meeting,  held  on  the  12th  day  of  February,  1929  by  a  majority  vote  of  all  m.em- 
bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO. 1460. 

Ben .  Bennett 

President . 


Leonard  H.  Ellenwood 


City  Clerk. 

Presented  to  the  Mayor  for  a^uproval  on  the  18th  day  of  February ,  1929 . 

Le onard  H.  Ellenwood , 

,  City  cTerk. 

Approved  this  19th  day  of  February,  19E9. 

’  ^m .  C .  G  e  ak  e 

Mayor . 


GENERAL  ORDINANCE  NO  1461. 


“.n  Ordii.ance  ratifyning  and  apjjroving  a  contract  by  and  between  tue  City 
of  Port  .7ayne,  Indiana,  by  and  tlirough  its  Board  of  Public  Norks  and  tue  General 
Slectric  Company,  for  the  furnishing  of  Transformers  to  be  used  in  the  City  Light 
Department  beginning  December  1st,  1928,  and  ending  December  1st,  1929. 

tHuREAS,  on  tne  7th  day  of  January,  1929,  the  City  of  Port  Jayne,  Indiana, 
by  and  through  its  Board  of  Public  Jorks  entered  into  a  contract  with  tne  General 
Electric  Company  for  tne  furnishing  of  transformers  to  be  used  in  tne  City  Light 
Department  from  December  1st,  19a8,  to  December  1st,  1929  which  contract  is  in  the 


folloy^ing  v/ords : 

Bourd  of  Public  Jorks,  Port  V/ayne ,  Indiana. 

DISTRIBUTION  TRANSPORIvIERS 
ANfTUAl,^^ CHASE  AGRREIIENT 

GENERAL  EIE^CTRIC  COMPANY,  ?^ayne ,  Ind 

PORT  WAYNE,  INDIANA. 

Gentlemen : 


19 


We  agree  to  purchase  from  you,  f.o.b. 
self-cooled,  distribution  transformers,  sizes  500 
up  to  and  including  66,000  volts,  with  secoudarie 
di s  or ibut i on  service,  during  tue  oeriod  beginninp' 
1,  1929. 


point  of  shipment,  oil-immersed, 
kv-a.  and  less,  for  use  on  circuits 
s  designed  for  lighting,  motor  and 
December  1,1928  and  ending  December 


_  ,  consideration  of  this  agreement,  transformers  purcnased  hereunder  will 

be  biilea  at  adis-count  of  48-lOc/o  per  cent  from  current  list  prices,  subject  to 

n  Kiake  on  shipment  from  warehouse  as  outlined  on  form 

127o2  attached,  and  subject  to  changes  in  discounts. 

Our  normal  requirements  ?/ill  consist  of  transformers  described  on  tne  at- 
tacned  price  sheets  as  follows: 


CYCLES  CAPACITIES  POR  USE  ON  TIE  PRICE  SHEET 

POLLOWING  VOLTAGE  NUMBER 

CIRCUITS 

_  60  i.5-200Kva  _  23000-115/e30  '  1264r 


It  is  understood  tnat  all  apparatus  is  sold  subject  to  our  right  of  in¬ 
spection  and  oest  after  acceptance.,  and  tnat  your  responsibility  after  acceptance 
is  limited  to  repair  or  replacement  f.o.b.  factory  of  any  pa,rts  which  prove  defective 
in  workmansnip  or  material  within  one  year  from  date  of  shipment.  You  will  not  be 
liable  for  delay  caused  by  fire,  stri.le,  civil  or  military  autnority,  insurrection  or 
riot,  or  otner  causes  beyond  your  control. 

Terms  of  payment  shallbe  tne  same  as  we  secure  from  you  from  time  to  time 
on  ordinary  purchase  of  apparatus  and  su^iplies. 

Yours  very  truly. 


Accepted  Jan.  7,  1929 
GENERAL  ELECTRIC  COMPANY, 

By  R.  I.  Parker _ 

District  Mgr. 

Central  Station  Dept. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  TiE  CITY  OP  PORT  WAYNE  ,  IND  I  ANA : 
SECTION  1.  That  tne  contract  heretofore  entered  into  on  the  7th  day  of 
January,  1929,  by  and  between  the  City  of  Port  Wayne,  Indiana,  by  and  through  its 
Boards  of  Public  V/orks  and  tne  General  Electric  Company,  as  more  fully  set  out  in 
tne  preamble  nereto  be  and  tne  same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  by  the  Mayor. 


Public  Works 


Harry  P.  Zimmerman 

Done  at  tne  Council  Chamber  the  12th  day  of  Pebruary ,  1929 ,  Ci  ty  Port  7/ayne,  Indiana. 

WE  HEREBY  CERTIPY,  Tnat  tne  Common  Council  of  tne  City  of  Port  'Wayne, Indiana 
at  a  regular  meeting,  held  n  tne  12th  day  of  Pebruary,  1929, by  a  majority  vote  of 
all  members  elect,  did  pass  tne  ordinance  nereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  NO.  1461 

Ben.  ?.  Bennett  Leonard  H.  Ellenwood 

President.  '  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  tne  18th  day  of  Pebruary , 1929 . 

Leonard  H.  Elxenwood. 

City  Clerk. 


Approved  this  19tn  day  of  Pebruary,  1929. 


9 


Wm.  C.  Geake. 

Mayor 


fj’f 


GEl'JERAl  ORDDIANCE  NO.  1462. 


An  Ordinance  ratifying  and  approving  a  contract 
"by  and  through  its  Board  of  Public  Works  and  J.  F.  Gumpper 
a  one  story  brick  building  for  an  Electric  Light  and  Power 


between  the  City  of  Fort  Wayne, 
and  Sons,  for  the  erection  of 
Station . 


V/liEKEAS,  on  the  12th  day  of  February,  1929,  the  City  of  Fort  Wayne,  by  and 
through  its  Board  of  Public  a/orks  entered  into  a  contract  with  J.  F.  Gunpper  and  Sons 
for  the  erection  and  construction  of  a  one  story  brick  building  for  an  electric  light 
and  power  station,  wnich  contract  is  in  the  following  words  and  figures,  to-wit; 


CONTRACT . 

This  agreement  made  and  entered  into  this  12th  day  of  February,  1929,  by  and 
between  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  Works,  hereinafter 
called  Board,  and  J.  F.  Gumpper  and  Sons,  hereinafter  called  Contractor,  witnesseth: 

That  for  and  in  consideration  of  Twenty-eight  Hundred,  Thirty-five ( $2835 . 00 ) 
Dollars  said  Contractor  agrees  to  erect  and  construct  upon  Lots  numbers  Thirty-five  (35) 
and  Thirty-six  (36)  Whites  Second  Addition,  located  at  1426  and  1432  Dubois  Street,  to 
the  City  of  Fort  'Wayne,  Allen  County,  Indiana,  a  one  story  brick  building  for  an  electric 
light  and  pov/er  station,  which  said  brick  building  shall  be  built  according  to  detailed 
plans  and  specifications  on  file  at  the  office  of  sa.id  Board  and  Superintendent  of  Light 
and  Pov/er,  which  said  plans  and  specifications  are  by  reference  made  a  part  hereof.  Said 
building  is  to  be  built  in  a  good  and  v/orkmanlike  manner  according  to  t;ie  plans  and 
specifications  referred  to  and  shall  be  placed  upon  said  lots  nereinabove  described  in 
such  position  and  in  such  manner  as  may  be  designated  by  said  Board. 

Contractor  further  agrees  to  do  and  perform  all  of  said  work  to  the  entire 
satisfaction  of  said  Board.  Said  Contractor  will  begin  the  construction  of  said  build¬ 
ing  immediately  upon  the  execution  and  ratification  of  this  contract,  and  v/ill  complete 
the  same  within  ninety  (90)  days  of  tae  date  of  beginning.  Upon  tne  completion  of  tne 
construction  of  said  building  and  the  acceptance  of  the  same  by  said  Board,  and  upon  a 
satisfactory  showing  to  said  Board  that  all  of  the  costs  for  material  and  labor  nave  been 
paid,  said  Contractor  shall  receive  the  consideration  herein  set  out  in  full.  If  said 
Contractor  shall  fail  to  pay  for  any  of  the  materials  dr’’ pay  the  cost  of  labor  used  or 
employed  in  the  construction  of  said  building,  then  the  said  Board  may  pay  for  said 
materials  to  the  persons  furnishing  same  or  pay  for  said  labor  and  deduct  tne  amounts 
thereof  from  the  contract  price.  To  each  of  tne  conditions  and  stipulations  of  this  con-  , 
tract  the  undersigned  bind  tnemselves,  their  heirs,  administrators,  successors  and 
assigns . 

In  witness  whereof  the  parties  have  hereto  set  their  hands  and  seals  the  day 
and  year  first  above  written. 


Wm.  C.  Geake 

IIAYOR . 


CITY  OF  FORT  WAYlfE . 
By  Wm.  Beck. 

Tom  Snook 


BOARD  OF  PUBLIC  WORKS. 


J.F.  Gummoper  &  Sons. 

CONTR^TOR. 

Otto  Gummpper. 

BE  IT  ORDAINED  BY  THE  COHLYON  COUNCIL  OF  TiE  CITY  OF*  FORT  WAYNE ,  INDIANA : 

SECTION  1.  That  tne  contract  heretofore  entered  into  on  the  12tn  day  of  February 
1929,  between  tne  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  Works  .and  J.  F. 
Gumpper  and  Sons  for  t;ie  erection  and  construction  of  a  one  story  brick  building  for  an 
Electric  Light  and  Power  Station,'  as  fully  set  forth  in  tne  oreamble  hereto  be  and  the 
same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  <i.  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

Harry  F.  Zimmerman 

Done  at  the  Council  Chamber  the  26th  day  of  February , 1929 , City  of  Fort  Wayne,  Indiana. 

Yffi  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  26th  day  of  February, 1929 ,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO. 1462. 

Ben.  F.  Bennett  _  Leonard  H.  Ell^nwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  6th  day  of  March, 1929. 

_Le onard_  H.  Ellenwood . 

City  Clerk. 

Approved  this  12th  day  of  March,  1929. 

Wm.  _C.  Geake. 

Mayor. 


GEIISRAL  ORDINANCE  #1463. 

An  Ordinance  regulating  the  use  and  markings  upon  automobiles  owned  and  us¬ 
ed  by  the  City  of  Port  V/ayne ,  as  amended  February  26,  1929. 

Be  it  ordained  by  Common  Council  of  trie  City  of  Port  Wayne,  Indiana. 

SECTION  1.  It  shall  be  the  duty  of  the  members  of  each  board  or  the  direct¬ 
ing  neads  of  each  department,  except  the  police  department  to  paint  or  cause  to  be 
painted  on  both  sides  of  each  automobile  used  in  such  department,  in  plain  letters 
of  not  less  than  three  and  not  more  than  four  inches  in  size,  the  name  of  such  depart¬ 
ment  together  with  the  words "City  of  Fort  Wayne,"  and  each  such  automobile  shall  bear 
license  plates  issued  to  said  City  by  the  Secretary  of  State  of  Indiana. 

SECTION  2.  That  all  cars  with  the  exception  of  police  cars  shall  be  in  City 

garages  each  nigrit,  when  not  in  actual  service,  unless  given  special  permission  by 
the  Mayor. 

iaECTION  3.  Any  person  failing  to  comply  with  the  provisions  of  this  ordin¬ 
ance  shall  be  fined  in  any  sum  not  less  than  Fifty  ($50.00)  Dollars  and  not  more  than 
One  Hundred  ($100.00)  Dollars. 

SECTION  4. This  Ordinance  shall  be  in  full  force  and  effect  upon  and  after 
its  passage,  approval  by  the  Mayor,  and  its  legal  publication. 

A.  0.  Fape . 

Done  at  the  Council  Chambers  the  26th  day  of  February,  1929, City  of  Fort  Wayne,  Indiana. 

’.VE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  tne  26th  day  of  February , 1929 ,  by  a  majority  vote  of  all 
memoers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1463. 


Be n.  F.  Benne 1 1 
President . 


Leonard  H.  Ellenv/o od , 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  6th  day  of  March,  1929. 


Approved  this  12th  day  of  March,  1929. 


Leona.rd  H.  Ellenv/o o d 
City  Clerk. 


Wm.  C.  Geake , 
Mayor . 


GEIERAL  ORDINANCE  NO.  1464. 


An  Ordinance  ratifying  and  approving  a  contract  between  the  City  of  Port 
'.Yayne ,  by  and  through  its  Board  of  Public  V/orlcs  and  John  Dehner,  Inc., for  tne  dredg¬ 
ing  and  grading  of  the  channel  and  banks  of  the  lilaumee  River  south  of  Lakeside  Bridge. 

’JHEREA3,  on  the  12th  day  of  Pebruary ,  1929 ,  trie  city  of  Port  Wayne,  by  and 
through  its  Board  of  Public  V/orks  entered  into  a  contract  with  John  Dehner,Inc.,  for 
the  dredging  and  grading  of  t.^e  channel  and  banks  of  tne  llaiiraee  River  south  of  the 
Lakeside  Bridge,  vhiich  contract  is  in  tne  following  words  and  f igures , to-wi t ; 

AGREE  IE  NT. 

THIS  AGREEIiiIENT  m8.de  and  entered  into  this  12tn  day  of  Pebruary,  1929,  by  and 
betv/een  the  City  of  Port  Wayne  by  and  through  its  Board  of  iPublic  'Jorks,  as  first  party, 
and  John  Dehner,  Inc.,  a  corporation  organized  and  operating  under  tne  laws  of  the  State 
of  Indiana,  as  second  party,  hereinafter  designated  the  contractor. 

WITNESSETH,  That  the  said  second  party  in  consideration  of  agreement  herein¬ 
after  contained  agrees  to  furnish  all  labor,  materials,  tools  and  eq,uipment  and  to 
perform  all  work  necessary  to  tne  dredging  and  grading  of  tiie  channel  and  banks  of  tne 
Maumee  River  from  tne  south  line  of  Main  Street  as  defined  by  the  south  line  of  Columbia 
Avenue  or  Lakesidd  Bridge  to  a  point  approximately  one  nundred  sixty  (160 )  feet  south' 
thereof,  all  in  accordance  v/ith  plans,  profiles,  cross-sections  and  specifications  on 
file  in  the  office  of  the  Board  of  Public  ViTorks  of  the  City  of  Port  Wayne,  wnich  by 
reference  are  hereby  made  a  vital  and  integral  part  of  this  agreement  as  fully  and  com¬ 
pletely  as  if  herein  written,  and  also  in  accordance  with  stakes  for  line  and  grade 
to  be  set  by  and  in  accordance  with  directions  to  be  given  by  A.  K.  Hofer,  Civil 
Engineer,  employed  by  said  first  Party  or  his  duly  authorized  assistants. 

The  contractor  further  agrees  to  begin  tne  performance  of  v/ork  herein  contem¬ 
plated  immediately  upon  execution  and  approval  of  this  contract,  and  to  prosecute 
said  work  with  reasonable  speed  and  diligence  continuously  until  completed,  and  agrees 
further  that  he  will  complete  all  of  the  work  contemplated  by  t-is  agreement  on  or  be¬ 
fore  the  first  day  of  June,  1929,  unless  prevented  by  specific  orders  to  tne  contrary 
by  tne  said  first  party  or  its  engineer,  or  unless  prevented  by  acts  of  Providence  or 
unfavorable  conditions  of  v/eatner,  in  any  of  which  event  an  extension  of  time  corre¬ 
sponding  to  the  delay  shall  be  granted  for  each  and  every  day  of  delay  due  in  tne 
opinion  zf  the  Engineer  to  any  of  such  excepted  causes. 

IN  CONSIDERATION  of  the  foregoing  covenants  and  agreements  on  tne  part  of 
the  contractor,  the  first  party  agrees  to  and  hereby  binds  itself  to  pay  to  the  contrac¬ 
tor,  on  completion  of  the  entire  work  described  in  the  plans,  profiles  and  specifications 
above  referred  to,  a  sum  equivalent  to  the  total  number  of  cubio  yards  of  earth  removed 
from  the  channel  and  banks  of  said  rivers  as  shall  be  finally  estimated  and  determined 
by  said  engineer,  multiplied  by  the  price  of  sixty-five  cents  (i.65)per  cubic  yard  as 
submitted  by  said  contractor  in  his  proposal  to  said  first  party  on  February  12,1929, 
which  proposal  is  by  reference  made  a  part  of  this  contract;  said  total  cost  and  pay¬ 
ment  to  be  made  in  full  upon  the  completion  of  the  entire  work  contemplated  by  the 
plans,  profiles  and  specifications  aforesaid  to  the  satisfaction  of  tne  Board  of  Public 
ti'/orks  and  the  aforesaid  engineer. 

It  is  understood  tnat  no  assignment  of  this  contract  nor  any  rights  hereunder 
or  money  becoming  due  second  party  shall  be  made  without  tne  written  consent  of  the 
Board  of  Public  Works  and  any  assignment  in  violation  of  this  provision  will  be  con¬ 
sidered  and  agreed  as  absolutely  void. 

It  is  further  agreed  tnat  the  acceptance  of  the  work  provided  for  in  this 
contract  of  payment  therefor  shall  not  constitute  a  waiver  on  tne  part  of  the  City  of 
any  of  the  provision  of  contract,  plans  and  specifications,  nor  shall  it  release  said 
second  party  or  his  surety  upon  tne  bond  for  tne  faithful  performance  or  guaranty  there¬ 
of,  nor  shall  the  final  acceptance  of  the  work  be  prima  facie  evidence  of  the  perform¬ 
ance  of  any  of  the  provisions  of  this  contract  except  to  tne  extent  of  entitling  said 
second  party  to  receive  the  prices  therefor. 

The  contractor  agrees  to  pay  any  and  all  money's  due  to  any  sub-contrqctor , 
material  man  or  laborer  on  said  work  and  the  contractor  and  the  surety  on  its  liability 
bond  shall  be  jointly  and  severally  liable  on  such  bond  to  such  sub-contractor,  material 
man  and  laborer  for  any  moneys  due  or  becoming  due  to  them  or  either  of  them.  The  Board 
reserves  the  right  in  event  any  lien  or  claim  is  filed  or  that  any  work  or  material  re¬ 
mains  unpaid  for,  to  hold  from  any  sum  due  and  owing  second  party  a  sum  sufficient  to 
pay  any  and  all  such  liens  and  claims.  The  Board  is  to  have  power  to  refuse  payment  to 
the  contractor  until  it  has  been  satisfactorily  assured  that  all  liens  and  claims  have 
been  paid  and  tnat  all  sub-contractors,  material  men  and  laborers  have  been  fully  paid 
for  materials  furnished  or  labor  performed.  The  decision  of  the  Board  as  to  the  suffic¬ 
iency  of  the  proof  offered  is  to  be  final  and  binding. 

It  is  further  agreed  by  said  contractor  that  he  will  take  out  and  secure  in- 
syrance  under  the  laws  of  the  state  of  Indiana  insuring  the  payment  of  compensation  to 
any  of  its  v/orkmen  who  may  be  injured  in  the  performance  of  the  work  contemplated  by 
this  agreement,  and  who  may  become  entitled  to  the  payment  of  compensation  under  the 
lav^s  of  the  State  of  Indiana  in  such  a  way  as  to  fully  protect  and  save  the  first  party 
harmless  from  any  liability  under  the  laws  of  the  State  of  Indiana  for  tiie  payment  of 
worlanen’s  compensation  to  any  employe  of  the  Contractor  who  may  be  so  injured  during 
the  progress  of  said  work;  and  shall  give  to  said  first  party  a  Public  Liability  Bond 
agreeing  to  indemnify  the  first  party  against  any  loss,  demage,  cost  or  expense  by 
reason  of  any  claim  for  damage  that  may  be  made  by  anyone  against  tne  first  party  aris¬ 
ing  out  of  any  act  of  negligence  on  the  part  of  the  contractor  or  its  employes  during  the 


the  progress  of  such  work,  end  will  further  furnish  to  the  first  party  a  bond  in  the 
SUIT!  of  five  thousand  dollars  ($5000.00)  conditioned  for  the  faithful  performance 
of  this  contract  on  the  part  of  the  contractor. 

It  is  further _ agreed  tnat  the  contractor  will  clear  the  entire  premises 
in  v/hich  the  dredging  is  to  be  done  of  all  shrubs,  rubbish  and  obstruction  as  may 
be  directed  by  the  engineer,  to  enable  the  engineer  to  obtain  accurate  levels  over 
the  entire  area  previous  to  the  beginning  of  dredging  operations  and  that  such 
levels  shallbe  mutually  accepted  as  final  in  the  determination  by  trie  engineer  of 
the  quantities  of  eath  removed  and  transported. 

IN  V/ITNESS  1/HSREOF  the  parties  have  hereunto  set  their  hands  and  seals 
the  day  and  year  above  v/ritten. 

FIRST  PARTY 

BOARD  OF  PUBLIC  WORKS 

CITY  OF  FORT  WAYNE. 

By  Wm.  Beck 
Tom  Snook 

SECOND  PARTY 

J ohn  De hne r  Inc  . 

ByJohn  Dehner , Sec . -Treas . 

BE  IT  ORDAINED  BY  THE  COMION  COUNCIL  OF  T!IE  CITY  OP  FORT  WAYNE  , INDIANA: 

SECTION  1.  That  the  contract  heretofore  entered  into  on  the  12th  day  of 
February,  1929  by  and  between  the  City  of  Port  Wayne,  by  and  through  its  Board  of 
x-ublic  //orks  and  John  Dehner,  Inc.  for  tne  dredging  and  grading  of  the  channel  and 
banks  of  tne  Maumee  River  south  of  Lakeside  Bridge,  as  fully  set  forth  in  the  pre¬ 
amble  hereto  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  cn  and  after 
its  passage  and  approval  by  the  Mayor. 


Harry  F.  Zimmerman 

Done  at  the  Council  Chamber  the  26th  day  of  February , 1929 ,  City  of  Port  Wayne , Indiana 

iVE  HEPlEBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port  Wayne ,  Indiana 
at  a  regular  Dieeting,  held  on  the  26th  day  of  February,  1929 ,  by  a  majority  vote  of 
all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENER/i  ORDINAITCE  NO.  1464. 

Ben.  F.  Bennett  Leonard  Ellenwood 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  , tne  6th  day  of  March,  1929. 

L e onard  J1 . _  Ellenwo o d 
City  Clerk. 


Wm .  C .  Ge  ake  . 

Mayor. 


Approved  this  12th  day  of  March,  1929. 


GEl^RAL  ORDINAIICE  No.  1465 


An  Ordinance  fixing  the  precinct  boundary  lines  for  the  Primary  and  General 
Elections  to  be  held  in  1929. 


SECTION.  1. 


EE  IT  ORDAINED  BY  TEE  COMIION 
That  the  city  of  Port  V/ayne  and  the  wards  of  sai 
cincts  for  the  primary  and  general  elections  to 


COUNCIL  OP  THE  CITY  OP  PORT  V/AYNE , 
d  City  be  divided  into  election  pre- 
be  held  in  1929,  as  follows: 


Precinct  1. 

All  that  part  of  the  citv  of  Fort 
Wayne  lying  north  of  State  Boulevard, 
east  of  the  center  line  of  Crescent  Ave¬ 
nue,  south  of  the  south  line  of  Lot  12 
in  St.  Joseph  Park  Addition,  east  of  the 
center  line  of  Oak  Grove  Avenue  from 
said  property  line  of  Lot  12  to  the  north 
line  of  Paramount  Addition  Extended, 
south  of  the  north  line  of  paramount 
Addition  Extended,  west  of  the  center 
line  of  Leroy  Street  from  the  north  line 
of  Paramount  Addition  Extended  to 
V’ance  Avenue,  south  of  the  center  line 
j  of  Vance  Avenue  from  Leroy  Street  to 
(  Beacon  Street  and  west  of  the  center 
line  of  Beacon  Street. 

Precinct  2. 

All  that  part  of  the  City  of  Fort 

U'ayne  lying  north  of  the  center  line  of 
Forest  Avenue  and  Forest  Avenue  ex¬ 
tended  west  to  St.  Joseph  River,  east 
and  south  of  the  St  Joseph  River,  west 
of  the  city  limits  line  from  St.  Joseph 
River  to  Crescent  Avenue  and  west  of 
the  center  line  of  Crescent  Avenue. 

Precinct  3 

Ail  that  part  of  rhe  City  of  Fort 

Wayne  lying  east  of  the  center  line 
of  Crescent  Avenue,  south  of  the  cen¬ 
ter  line  of  State  boulevard,  north  of 
the  center  line  of  Vermont  Avenue  and 
west  of  the  city  limits  (west  property 
line  of  Reformed  Orphans  Home). 

Precinct  4. 

All  that  part  of  the  City  of  Fort 

Wayne  lying  west  of  the  center  line  of 
Crescent  Avenue,  south  of  the  center 
line  of  Forest  Avenue  and  Forest  Ave¬ 
nue,  extended  west  to  the  St.  Joseph 
River,  east  of  the  St.  Joseph  River  and 
north  of  the  center  line  of  Tennessee 
Avenue. 

Precinct  5. 

All  that  part  of  the  City  of  Fort 

Wayne  lying  east  of  the  center  line  of 
Crescent  Avenue,  south  of  the  center 
line  of  Vermont  Avenue,  north  of  the 
Maumee  River  and  west  of  the  city 
limits. 

precinct  6. 

All  that  part  of  the  City  of  Port 

Wayne  lying  south  of  the  center  line  of 
Tennessee  Avenue,  east  of  the  St.  Jo¬ 
seph  River,  north  of  the  Maumee  River, 
and  west  of  the  center  line  of  Crescent 
Avenue. 

Precinct  7. 

All  that  part  of  the  City  of  Fort 

Wayne  lying  south  of  the  Maumee  River 
and  St  Mary’s  River,  east  of  the  center 
line  of  riay  Street,  north  of  the  center 
line  of  Madison  Street  and  west  of  the 
center  line  of  Harmar  Street. 

precinct  8. 

All  that  part  of  the  City  of  Fort 

Wayne  lying  south  of  the  center  line  of 
Madison  Street  and  the  center  line  of 
Hayden  Street  from  Gay  Street  to  Har¬ 
mar  Street,  east  of  the  center  line  of 
Clay  Street,  west  of  the  center  line  of 
Gay  Street  from  the  right-of-way  of 
the  Pittsburgh.  Fort  Wayne  <''hicago 
railroad  and  Wabash  railroad  to 
Hayden  Street,  and  west  of  the  center 
line  of  Harmar  Street  from  Hayden 
^  Street  to  Madison  Street  and  north  of 
said  railroad. 

Pecinct  9. 

All  that  part  of  tnc  City  ol  Fort 
Wayne  lying  south  of  the  center  line  of 
Northwood  Avenue,  west  of  the  center 
1  line  of  Clinton  Street  from  Northwood 
I  Avenue  to  the  ni>rth  line  of  Penn  Place 
Addition,  south  of  the  north  line  of  Penn 
Place  Addition  and  said  north  line  ex¬ 
tended  east  to  St.  Joseph  River,  east  of 
the  right-of-way  of  the  New  York  Ceri- 
tral  Railroad,  north  of  the  center  line  of 
Elizabeth  Street  and  west  of  the  St.  Jo- 
j  seph  River. 

Precinct  10. 

All  that  part  of  the  City  of  Fori 
Wayne  lying  north  of  the  St.  Mary’s 
River,  west  of  the  St.  Joseph  River, 
east  of  the  right-of-way  of  the  New 
York  Central  Railroad,  and  the  center 
line  of  Harrison  Street  from  said  -rail¬ 
road  to  the  St.  Mary’s  River  and  soum 
of  the  center  line  of  Elizabeth  Slreet 
extended  west  to  the  right-of-way  of 
the  New  York  Central  Railroad. 

Precinct  11. 

All  that  part  of  the  City  of  Fort 
Wayne  lying  north  of  the  center  line  of 
Washington  Boulevard,  east  of  the  cen¬ 
ter  line  of  Calhoun  Street,  west  of  the 
center  line  of  Clay  Street,  and  south 
of  the  St.  Mary’s  River. 

I  Precinct  12. 

All  that  part  of  the  City  of  Foil 

Wayne  lying  south  of  the  center  line  of 
Washington  Boulevard,  east  of  the  cen¬ 
ter  line  of  Calhoun  Street,  west  of  the 
center  line  of  Clay  Street  and  north  of 
'the  Pennsylvania  Railroad. 

Precinct  13. 

All  that  part  of  the  City  of  Fort 

Wayne  lying  south  of  the  St.  Mary’s 
River  and  north  of  Pennsylvania  Rail¬ 
road,  west  of  the  center  line  of  Calhoun 
Street  and  east  of  the  center  line  of 
Webster  Street  to  Baker  Street  south 
of  the  center  line  of  Baker  Street  from 
Webster  Street  to  McClellan  Street,  and 
east  of  the  center  line  of  McClellan 
Street  from  Baker  Street  to  the  Penn¬ 
sylvania  Railroad 


precinct  14. 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  the  Wabash  Rail¬ 
road,  east  of  the  center  line  of  Hoagland 
Avenue,  north  of  the  center  line  of  De- 
Wa'd  Street  and  west  of  the  center  line 
of  Calhoun  Street 

precinct  15. 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  St.  Mary’s  River 
and  north  of  the  center  line  of  Wash¬ 
ington  Boulevard,  west  of  the  center 
line  of  Webster  Street  and  east  of  the 
center  line  of  Broadway  to  the  cente** 
line  of  Greeley  Street,  north  of  the  cen¬ 
ter  line  of  Greeley  Street  from  Broadway 
to  the  center  line  of  Van  Buren  Street, 
and  east  of  the  center  line  of  Van  Buren 
Street  from  Greeley  Street  to  the  St. 

I  Mary’s  River 

Precinct  16. 

All  that  pan  of  the  City  of  Fort 
Wayne  lying  south  of  the  center  line  of 
Washington  Boulevard  north  of  the  ; 
Pennsylvania  Railroad,  east  of  the  cen-  " 
ter  line  of  Broadway  and  west  of  the 
center  line  of  Webster  Street  to  the 
center  line  of  Baker  Street,  north  if 
the  center  line  of  Baker  Street  from 
Webster  Street  to  the  center  line  of  j 
McClellan  Street  and  west  of  the  center  1 
line  of  McClellan  Street  from  Baker  I 
Street  to  the  Pennsylvania  Railroad. 

Precinct  17. 

All  that  part  of  the  City  ot  Fort 
Wayne  lying  south  of  the  Pennsylvania 
Railroad,  east  of  the  center  line  of 
Broadway,  north  of  the  center  line  ot 
DeWald  Street,  and  west  of  the  center 
line  of  Hoagland  Avenue. 

Precinct  18. 

All  that  part  of  the  City  of  Fort 
Wayne  lying  east  of  the  St.  Mary’s 
River,  west  of  the  center  line  of  Van 
Huren  Street  from  St.  Mary’s  River  to 
the  center  line  of  Greeley  Street,  south 
of  the  center  line  of  Greeley  Street  from 
Van  Buren  Street  to  Broadway,  west 
of  the  center  line  of  Broadway  and 
north  of  the  center  line  of  the  alley  be¬ 
tween  Washington  Boulevard  and  West 
Wayne  Street. 

Precinct  19. 

All  that  part  of  the  City»-nDf  Fort 
Wayne  lying  north  of  fhe  Pennsylvania 
Railroad,  west  of  the  center  line  of 
Broadway,  east  of  the  St.  Mary’s  River 
and  south  of  th^:  center  line  of  the 
alley  between  Washington  Boulevard 
and  West  Wayne  Street  and  south 
of  the  St.  Mary’s  River. 

Precinct  20. 

All  that  part  of  the  City  of  Port 
Wayne  lying  south  of  the  right-of-way 
of  the  New  York.  Chicago  &  St.  Louis 
Railroad,  west  of  the  St.  Mary’s  River, 
east  of  the  Lake  Erie  &  Western  Rail¬ 
road  to  Watkins  Street,  and  east  of  the 
center  line  of  Watkins  Street  extended 
south  to  the  St.  Mary’s  River  and  north 
of  the  St.  Mary’s  River. 

Precinct  21. 

All  that  part  of  the  City  of  Fort 
Wayne  lying  north  of  the  Pennsylvania 
Rjalroad,  east  of  the  center  line  of 
Lindenwood  Avenue,  and  center  line  of 
Illinois  Road  from  Pennsylvania  Rail¬ 
road  to  Lindenwood  Avenue,  south  of 
the  center  line  of  the  right-of-way  of 
the  New  York.  Chicago  and  St.  Louis 
Ftailroad.  to  its  intersection  with  the 
Lake  Erie  &  Western  Railroad,  and  west 
of  Watkins  Street  extended  to  St. 
Mary’s  River  and  west  of  the  St.  Mary’s 
River  and  west  of  the  Lake  Erie  & 
Western  Railroad  from  Watkins  Street 
to  the  intersection  with  the  New  York. 
Chicago  &  St  Louis  Railroad. 

Precinct  22. 

All  of  that  part  of  the  City  of  Fort 
Wavne  bounded  as  follows:  (Commenc¬ 
ing  at  the  intersection  of  the  Pennsyl¬ 
vania  Railroad  and  the  center  line  of 
McKinley  Avenue  produced  to  said  rail¬ 
road,  thence  east  along  the  south  right 
of  way  line  of  said  railroad  to  the  St. 
Marys  River;  thence  southerly 
along  the  west  bank  of  the  St.  Marys 
River  to  the  center  line  of  Engle  road 
produced  east  to  said  River;  thence 
west  along  the  center  line  of  Engle  Road 
to  the  west  line  of  Indian  Village  Addi¬ 
tion;  thence  north  along  the  west  line 
of  Indian  Village  Addition  to  the  east 
right-of-way  line  of  the  Wabash  Rail¬ 
road;  thence  along  the  east  right-of- 
way  line  of  the  Wabash  Railroad  to  the 
center  line  of  Nuttman  Avenue  or 
Dutch  Road;  thence  east  along  the  cen¬ 
ter  line  of  Nuttman  Avenue  or  Dutch 
Road  to  Brooklyn  Avenue;  thence  along 
the  center  line  of  Brooklyn  Avenue  to 
the  north  property  line  of  Miller  Road 
to  the  west  line  of  T.  C.  Young’s  Addi- 
Uon;  thence  north  on  the  west  lines  of 
T.  C.  Young’s  Addition  and  Rietdorf’s 
Addition  to  Carlton  Avenue:  thence 
west  along  the  center  line  of  Carlton 
Avenue  extended  west  to  McKinley 
Avenue;  thence  north  along  the  center 
line  of  McKinley  Avenue  to  the  place 
of  beginning. 


Precinct  23. 

All  that  part  of  the  City  of  Fori 
Wayne  lying  south  of  the  Pittsburgh, 
Fort  Wayne  &  Chicago  Railroad  and  the 
Illinois  Road  from  said  railroad  to  the 
Huntington  Road  and  south  of  the 
Huntington  Road  from  the  Illinois  Road 
to  Ardmore  Avenue,  east  of  the  center 
line  of  Ardmore  Avenue  from  the  Hunt¬ 
ington  Road  to  the  center  line  of  Carl¬ 
ton  Avenue  extended  west  to  Ardmore 
Avenue,  north  of  the  center  line  of  Carl¬ 
ton  Avenue  extended  west  to  Ardmore 
Avenue  and  west  of  the  center  line  of 
McKinley  Avenue  and  McKinley  Avenue 
extended  north  to  the  Pittsburgh.  Port 
Wayne  Ik  Chicago  Railroad. 

Precinct  24 

All  that  part  or  the  City  ot  Fort 
Wayne  ly,ng  west  of  the  center  line  ol 
Thompson  Avenue  and  Garden  Street, 
U’lu  Sl  Wabash  Railroad,  east 

or  the  St.  Marys  River  and  south  of  the 
Pennsylvania  Railroad. 

Precinct  25 

All  that  part  of  the  City  of  Port 
Wayne  laying  south  of  the  right-of-way 
of  the  Pittsburgh,  Fort  Wayne  &  Chi- 
cago  Railroad,  west  of  the  center  line 
of  Broadway,  north  of  the  Wabash 
Iteilroad,  and  east  of  the  center  lines 
Street  Avenue  and  Garden 

Precinct  26 

All  that  part  of  the  City  ot  Fort 
Wayne  lying  east  and  north  of  the  St 
Marys  River,  south  of  the  Wabash  Rail- 
center  line  of 
Broadway  to  the  Broadway  and  Bluff- 
ton  Road  bridge. 

Precinct  27 

All  that  part  of  the  City  of  Port 
Wayne  Js'ing  east  of  the  center  line 

of  DeWald  Street,  west  of  the  center 
^e  of  South  Wayne  Avenue  and  South 
Wayne  Avenue  produced  north  to  the 
'  DeWald  Street,  and  north 

i  of  the  center  line  of  Home  Avenue. 
Precinct  28 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  the  center  line 
the  center 

line  of  South  Wayne  Avenue,  north  of 
the  center  line  of  Kinsmoor  Avenue, 
way  center  line  of  Broad- 

Precinct  29 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  the  center  line 
ot  the  center 

nne  i™*"  Kinsmoor  Ave- 

K  Broadway  and  Bluffton 
Road  bridge,  east  of  the  St.  Mary’s 
Hiver  from  said  bridge  to  Rudisill 
Rnrt  r’  of  the  center  line  of 

RLdisilJ  Boulevard  and  west  of  the  cen- 
ter  hne  of  South  Wayne  Avenul 
...  .  Precinct  30 

All  that  part  of  the  City  ot  Fort 
Wayne  lying  south  of  the  center  line 
of  Rudisill  Boulevard  east  of  the  St. 

of  the  center  line 
of  the  Hartman  Road  from  the  St 
center  line 
extended  west  to  the 
Hartman  Road  and  north  of  Pettit 
oo"ter  linf  of 

line  ^Jlf  Of  the  center 

line  ot  South  Wayne  Avenue. 

A  n  Precinct  31 

All  that  part  of  the  City  of  Fort 
?L®d  Of  t'tabLh  Rail- 

h-,nn’  a.  *  .of  fhe  center  line  of  Cal- 
Bsnn  “t®  oo"ter  line  ot 

Hanna  Street  and  north  of  the  center 
lines  of  Buchanan  and  Williams  St^reets! 

...  ...  Precinct  32 

Ail  that  part  of  the  City  of  Port 
.JT  of  the  center  line 

Siree^  Buchanan 

Street,  east  of  the  center  line  of  Cal- 
Str^eet:  north  of  the  center  line 

of  Creighton  Avenue  and  west  of  the 
center  line  ot  Hanna  Street. 

Precinct  33 

of,  the  City  of  Port 
®®®f  of  the  center  line  of 
Calhoun  Street,  south  of  the  center 
hn®  of  Creighton  Avenue,  west  of  the 
of  /hi  hhe  of  Hanna  Street  and  north 
of  the  center  line  of  Pontiac  Street. 
Precinct  34 

Ail  that,  part  of  the  City  ot  Port 

m^Pnnt  of  the  center  Mn/ 

pt  Pontiac  Street,  east  of  the  center 
line  of  Calhoun  Street,  north  of  the 
center  lines  of  Wildwood  Avenue  and 
Colerick  Street  from  Warsaw  Street 
to  Hanna  Street,  and  west  of  the  cen 
ter  line  of  Hanna  Street. 

...  Precinct  35 
Ail  that  part  of  the  City  of  Fort 

S  Wfldwon^  ®®"f®'-  "no” 

Stroll  f  Of  Colerick 

lirflf  Warsaw  Street  to  Hanna 

Street  east  of  the  center  line  of  Cal-  ‘ 
f^pun  Street,  north  of  the  center  lin^ 
of  Rudisill  Boulevard,  west  of  the  cen¬ 
ter  line  of  Hanna  Street. 


Precinct  36 

All  that  part  of  the  City  of  Port 
Wayne  lying  south  of  the  center  line 
of  Rudisill  Boulevard,  east  of  the  cen¬ 
ter  line  of  Calhoun  Street,  north  of  the 
center  line  of  Pettit  Avenue  and  west 
of  the  center  line  of  Hanna  Street. 

Precinct  37 

All  that  part  of  the  City  of  Port 
Wayne  lying  south  of  the  Maumee 
River,  east  of  the  center  line  of  Har- 
mar  Street,  north  of  the  center  line  of 
Washington  Boulevard,  and  west  of  the 
center  line  of  Anthony  Boulevard. 

Precinct  38 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  the  center  line 
of  Washington  Boulevard,  east  of  the 
center  line  of  Harmar  Street,  north 
of  the  center  line  of  Lewis  Street  and 
west  of  the  center  line  of  Anthony 
Boulevard. 

Precinct  39 

All  that  part  of  the  City  of  Port 
Wayne  lying  south  of  the  center  line 
of  Lewis  street,  east  of  the  center  line 
of  Harmar  Street  and  of  Gay  Street 
from  Hayden  Street  to  the  Pennsyl¬ 
vania  Railroad  and  north  of  the  Penn¬ 
sylvania  Railroad  and  of  the  center 
Une  of  Hayden  Street  from  Harmar 
Street  to  Gay  Street  and  west  of  the 
center  Une  of  Anthony  Boulevard. 

Precinct  40 

All  that  part  of  the  City  of  Port 
Wayne  lying  south  of  the  Maumee 
River,  east  of  the  center  line  of  An¬ 
thony  Boulevard,  north  of  the  Wa- 
bash  Railroad,  west  of  the  east  lines 
of  Harvester  View  1st  and  2nd  Addi- 
tions,  Maumee  Avenue  Acre  Addition 
and  Kitch’s  6th  Addition,  south  of  the 
center  line  of  Lincoln  Highway  from 
the  east  line  of  Kitch’s  6th  Addition 
^  the  east  line  of  Section  6  Adams 
Township  and  West  of  the  East  line  of 
Section  6  Adams  Township  from  Mau¬ 
mee  Avenue  to  the  Maumee  River. 

Precinct  41 

All  that  part  of  the  City  ol  Fort 

Wayne  lying  south  of  the  Wabash 
Railroad,  east  of  the  center  Une  of  An¬ 
thony  Boulevard,  north  of  the  Pitts¬ 
burgh.  Port  Wayne  and  Chicago  Rail- 
^id  and  of  the  center  line  of  Pontiac 
Street  from  said  railroad  to  the  Bueter 
Road,  and  west  of  the  center  Une  of 
the  Bueter  Road 

Precinct  42 

All  that  part  of  the  City  of  Port 

Wayne  lying  south  of  the  south  line 
of  Section  26  Washington  Township, 
east  of  the  center  line  of  Wells  Street, 
north  of  the  St.  Marys  River  and  west 
of  the  New  Fork  Central  Railroad  and 
the  center  line  of  Harrison  Street  from 
said  Railroad  to  the  St.  Marys  River. 

Precinct  43 

All  that  part  of  the  City  or  Port 

Wayne  lying  south  of  the  center  line 
of  Spring  Street,  east  of  the  center 
line  of  Sherman  Street,  and  Sherman 
Street  produced  south  to  the  St.  Marye 
River,  north  of  the  St.  Marys  River 

and  west  of  the  center  line  of  Wells 
Street. 

Precinct  44 

All  that  part  of  the  City  or  Fort 

Wayne  lying  south  of  the  south  line 
of  Section  26  Washington  Township, 
east  of  the  center  Une  of  Sherman 
Street,  north  of  the  center  line  of 
Spring  Street  and  west  of  the  center 
line  of  Wells  Street. 

Precinct  46 

All  that  part  of  the  City  of  Fort 

Wayne  lying  south  of  the  center  Une 
or  Russell  Avenue  from  Sherman 
Street  to  the  west  end  of  Russell  Ave¬ 
nue.  east  of  the  City  Limits  Une  from 
the  west  end  of  Russell  Avenue  to 
the  center  line  of  Goshen  Avenue, 
south  of  the  center  Une  of  Goshen 
Avenue  from  said  City  Limits  Une  to 
Ethel  Street,  east  of  the  center  Une 
ot  Ethel  Street,  south  of  the  center 
Une  of  Irene  Street  from  Ethel  Street 
to  Poinsette  Avenue  east  of  the  cen¬ 
ter  lines  of  Poinsette  Avenue,  and 
Poinsette  Drive  to  Schilling  Avenue, 
and  east  of  the  center  lines  of  Schil¬ 
ling  Avenue  and  Osage  Street,  north 
of  the  center  line  of  High  Street  from 
the  center  line  of  Schilling  Avenue  to 
the  center  Une  of  Osage  Street  and 
north  of  the  New  Vork.  Chicago  and 
St-  Louis  Railroad  and  St.  Marys 
River  and  west  of  the  center  Une  of 
Sherman  Street  and  Sherman  Street 
extended  to  St.  Marys  River. 

Precinct  46 

All  that  part  of  the  City  of  Fort 
Wayne  lying  south  of  the  center  line 
of  Irene  Street  from  Poinsette  Ave¬ 
nue  to  the  east  line  of  Poinsette  Park 
Addition,  west  of  the  east  line  of 
Poinsette  Park  Addition,  south  of  the 
north  Une  of  Poinsette  Park  Addi¬ 
tion  east  of  the  west  line  ot  Poin¬ 
sette  Park  Addition,  south  of  a  line 
200  feet  north  of  and  parallel  to  State 
Boulevard  and  extending  from  the  west 
line  of  Poinsette  Park  AddHion  to  the 
Grand  Rapids  and  India-a  Railroad, 
east  of  the  Grand  Rapids  and  Indiana 
Railroad  firom  said  last  described  line 
to  Tellow  River  Road,  south  of  the  cen¬ 
ter  line  of  the  Tellow  River  Road,  east 
of  the  center  Une  of  Lindenwood  Ave¬ 
nue.  north  of  the  New  York.  Chicago 
and  St  Louis  Railroad,  and  west  of  the 
center  lines  of  Osage  Street  and  Schill¬ 
ing  Avenue,  and  west  of  the  center 
lines  of  Poinsette  Drive  and  Poinsette 
Avenue  from  Schilling  Avenue  to  Irene 
Street  and  south  of  the  center  line  of 
High  Street  from  Osage  Street  to  the 
cente-r  line  of  Schilling  Avenue. 


Precinct  47 

the^ 

Precinct  48 

-411  that  part  of  the  Citv  nt 

or  Creighton  Avenue,  east  of  thp  pph- 
oenf  Hanna  Street,  north  of  the 

center  line  of  Pontiac  Street  and  west 
or  the  center  Une  of  Holton  Avenue. 
Precinct  49 

All  that  part  of  the  City  ol  Port 
Wayne  lying  south  of  the  center  Une 
o,  Pontiac  Street,  east  of  the  center 
line  of  Hanna  Street,  north  of  the 
center  tine  of  Pettit  Avenue  and  Pet- 
tii  Avenue  extende-'  east  to  Oliver 
Street  and  west  of  ihe  center  line  of 
Oliver  Street. 


Precinct  50 

All  that  part  of  the  City  ol  Port 
W'ayne  lying  south  of  the  center  line 
of  Pontiac  Street,  east  of  the  center 
line  of  Oliver  Street,  and  Oliver  Street 
extended  to  Pettit  Avenue,  north  of  the 
center  line  of  Pettit  Avenue  extended 
from  Oliver  Street  to  Holton  Avenue, 
west  of  the  center  Une  of  Holton  Ave¬ 
nue  from  Pettit  Avenue  to  McKinnie 
Avenue,  north  of  the  center  line  of 
McKinnie  Avenue  from  Holton  Avenue 
to  Anthony  Boulevard  and  west  of  the 
center  line  of  Anthony  Boulevard. 


Precinct  51 

All  that  part  of  the  Citv  ot  Fort 
Wayne  lying  south  ol  the  Pennsyl¬ 
vania  Railroad,  east  of  the  center  line 
of  Holton  Avenue  and  north  of  the  cen¬ 
ter  Une  of  Pontiac  Street. 

Precinct  52 

All  that  part  of  the  City  ol  Port 
Wayne  lying  south  of  the  center  line 
of  Pontiac  Street  and  the  Pennsyl¬ 
vania  Railroad  from  Pontiac  Street  to 
the  City  Limits  line,  east  of  the  cen¬ 
ter  line  of  Anthony  Boulevard,  north  of 
the  center  line  of  McKinnie  Avenue 
and  of  the  center  line  of  Oxford  Street 
from  Clifton  Street  to  Turpie  Street, 
west  of  the  City  Limits  line  from  the 
Pennsylvania  Railroad  to  Turpie  Street, 
west  of  the  center  line  of  Turpie  Street 
and  west  of  the  center  line  of  the 
Southeast  Quarter  of  Section  18  Adams 
Township  from  Oxford  Street  to  Mc¬ 
Kinnie  Avenue. 

Precinct  53 

All  that  part  of  the  City  ot  Port 

Wayne  lying  south  of  the  center  line 
of  DeWald  Street,  east  of  the  center 
line  of  Hoagland  Avenue,  north  of  the 
center  line  of  Klllea  Avenue  and  west 
of  the  center  line  of  Calhoun  Street. 

Precinct  54 

AU  that  part  o:  the  City  of  Fort 

Wayne  lying  south  of  the  center  line 
of  DeWald  Street,  east  of  the  center 
line  of  South  Wayne  Avenue  and  South 
Wayne  Avenue  produced  through  to 
DeWald  Street,  north  of  the  center  line 
of  Home  Avenue  and  Home  Avenue 
produced  through  to  Hoagland  Avenue 
and  west  of  the  center  line  of  Hoag¬ 
land  Avenue. 

Precinct  55 

All  that  part  of  the  City  of  BVirt 

Wayne  lying  south  of  the  center  line 
of  Home  Avenue  and  Home  Avenue 
produced  through  to  Hoagland  Ave¬ 
nue,  east  of  the  center  line  of  South 
Wayne  Avenue,  north  of  the  center 
line  of  Rudisill  Boulevard  and  west 
of  the  center  line  of  Hoagland  Ave¬ 
nue. 

Precinct  56 

All  that  part  of  the  City  ot  Port 

Wayne  lying  south  of  the  center  line 
of  Killea  Avenue,  east  of  the  center  line 
o.  Hoagland  Avenue,  north  of  the  cen- 
tei  line  of  Rudisill  Avenue  and  west 
of  the  center  line  of  Calhoun  Street. 

Precinct  57 

All  that  part  of  the  City  of  Fort 

Wayne  lying  south  of  the  center  line 
ol  Rudisill  Boulevard,  east  of  the  cen¬ 
ter  line  of  South  Wayne  Avenue,  north 
of  the  center  line  of  Pettit  Avenue 
and  west  of  the  center  line  of  Calhoun 
Street 


SECTION  2.  That  the  Clerk  of  tne  City  of  Port  V/ayne  be,  and  he  is  hereby 
directed  to  give  proper  legal  notice  of  such  precinct  divisions. 

SECTION  3.  That  this  ordinance  be  in  full  force  and  take  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


V/alter  L.  Curdes . 

Done  at  the  Council  Chamber  the  9th  day  of  April,  1929,  City  of  Fort  Wayne , Indiana. 

HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne ,  Indiana, 
at  a  regular  meeting,  held  on  the  9th  day  of  April,  1929,  by  a  majority  vote  of  a,ll 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  l<nown  as. 

GENERAL  ORDINANCE  NO.  1465. 


Be_n.  P.  Bennet-U  L^nard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  April,  1929, 

Le onard  H.  El^enwo od , 
City  Clerk. 


Approved  this  11th  day  of  April,  1929. 


Vfai.  C.  Geake . 

Mayor. 


GEHERAl  ORDINAITCE  NO.  1466 


An  Ordinance  in  favor  of  tne  improvement,  operation  and  maintenance  of  an 


airport  for  the  City  of  Port  V/ayne,  under  the  provisions  of  an  Act  of  the  General 
Assembly  of  the  State  of  Indiana,  approved  March  9,  19h9,  entitled: "AN  ACT  authoria- 
ing  cities  of  the  second  class  to  acquire,  establish,  construct,  improve,  equip, 
ma,intain  and  operate  airports  and  landing  fields  and  establishing  a  Department  of 
Aviation  in  cities  of  the  second  class,  defining  its  powers  and  duties,  conferring 
certain  powers  upon  the  common  council  and  mayor  of  such  cities  in  relation  to  said 
Aviation  Department,  repealing  conflicting  laws  and  declaring  an  emergency",  and  de¬ 
claring  a  necessity  for  the  same. 


(.THhREAS,  the  Cityof  Port  V/ayne  now  has  and  is  operat..ng  an  airport,  but 


said  airport  is  only  partially  improved  and  needs  for  the  proper  development  of 
aviation  and  air  commerce  for  the  benefit  of  said  City  considerable  improvement  and 
continued  operation  and  maintenance  by  said  City;  and. 


I 


■^lEREAS,  the  General  Assembly  of  the  State  of  Indiana,  has  enacted  the 


above  entitled  Act  to  provode  for  the  acquirement,  improvement,  maintenance  and 
operation  of  airports  and  landing  fields  by  second  class  cities,  v/hich  Act  provides 
that  the  same  shall  apply  to  any  City  of  the  second  class  whenever  the  Common  Coun¬ 
ci!!  thereof  shall  adopt  an  ordinance  in  fa.vor  of  tne  acquirement,  improvement,  oper 
ation  or  maintenance  of  an  airport  for  such  City  under  the  provisions  of  said  Act 
and  declaring  a  necessity  for  tne  same;  Now  Therefore, 


SECTION  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  V/ayne, 


Indiana,  that  said  City  of  Port  Wayne  and  the  Common  Council  thereof  is  in  favor 
of  the  improvement,  operation  and  maintenance  of  an  airport  for  said  City  under 
t:ie^  provisions  of  said  Ac;,  of  tne  General  A.ssembly  of  the  State  of  Indiana, entitled; 
"Al'v  ACT  autnorizing  cities  of  the  second  class  to  acquire,  establish,  construct, 
improve,  equip,  maintain  and  operate  airports  and  landing  fields  and  establishing  a 
Department  of  Aviation  in  cities  of  the  second  class,  defining  its  powers  and  duties, 
conferring  certain  powers  upon  the  common  council  and  mayor  of  such  cities  in  relation 
to  sa.id  Aviation  Department,  repealing  conflicting  laws  and  declaring  an  emergency", 
approved  and  in  force  March  9,  1929;  and  it  is  hereby  declared  tuat  a  necessity 
exists  for  the  improvement,  operation  and  maintenance  of  such  airport  under  the  pro¬ 
visions  of  said  Act. 


SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  take  effect  on 
and  after  its  passage  and  approval  by  the  mayor. 

Ralph  Clark * 


Done  at  the  Council  Chamber  the  9th  day  of  April, 1929,  City  of  Port  Wayne , Indiana. 


I 


'HE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  V/ayne ,  Indiana, 


at  a  regular  meeting  held  on  the  9th  day  of  April, 1929,  by  a  majority  vote  of  all 
members  elect  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEEERAi  ORDINANCE  NO. 14 66. 


Ben.  P.  Bennet t 
President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  April  1929 


Leonard  H.  Ellenwood 
City  Clerk. 


Approved  this  11th  day  of  April  1929 


V/m.  C.  Geake. 


Mayor. 


I 
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GEUERAL  ORDIEARCE  NO.  1467. 


An  Ordinance  approving  an  agreement  between  tne  National  Mill  Supply  Co.  by 
and  through  H.  Moeller,  Manager  Plumbing  and  Heating,  and  the  City  of  Port  vYayne, 
Indiana,  by  and  through  its  Board  of  Public  V/orks,  for  the  purchase  of  Lead  Service 
Pipe  for  the  Water  Works  Department  of  said  City. 

WHEREAS,  on  the  6th  day  of  March,  1929,  the  City  of  Fort  V/ayne ,  Indiana,  by  and 
through  its  Board  of  Public  Works,  entered  into  a  contract  with  the  National  Mill  Sup¬ 
ply  Co.  for  the  purchase  of  Lead  Service  Pipe  to  be  used  in  the  "'ater  Works  Departijient 
of  said  City,  which  contract  is  in  the  following  words  and  figures: 

THE  NATIONAL  MI* L  SUPPLY  CO. 

PORT  WAYNE,  INDIAITA, 

March  2,  1929. 

Fort  Wayne  ’Mater  'Works, 

Fort  Wayne,  Indiana. 

Gentlem.en :  - 

Per  your  req,uest  of  February  19th, for  4,uotation  on  your  requirement  of  lead 
pipe,  we  are  pleased  to  submit  the  following: 

,  50,000#  i"  Extra  Strong  Lead  Pipe 

5,000#li''  Ditto 
5,000#2  "  Ditto  -f) 

All  the  above  to  be  in  carload  shipment  at  $8.13  cwt.  Terms  net  thirty  days 
and  with  freight  allowed  to  Port  V/ayne,  Indiana. 

The  above  proposal  is  subject  to  acceptance  Tuesday,  March  5,1929. 

"Very  truly  yours, 

THE  NATIONAL  MILL  SUPPLY  CO. 

W.H.  Moeller. A  Mgr.  Plumbing  &  Heating. 

SECTION  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  V/ayne,  Indi¬ 
ana,  that  the  contract  heretofore  entered  into  on  the  6th  day  of  Mardh  1929, between  the 

City  of  Fort  Y/ayne  by  and  through  its  Board  of  Public  V/orks,  and  The  National  Mill  Sup¬ 

ply  Company,  by  and  through  W.  H.  Moeller,  Manager  Plumbing  and  Heating,  for  the  purchase 
of  Lead  Service  Pipe  to  be  used  in  the  Water  'Works  Department  of  said  City,  as  fully  set 
forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  ap¬ 
proved. 

SECTION  2.  That  tnis  ordinance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 

S.  Harry  Fisher . 

Done  at  the  Council  Chamber  the  9th  day  of  April , 1929 , City  of  Fort  Wayne , Indiana. 

HEREBY  CERTIFY,  That  tne  Common  Council  of  the  City  of  Port  Wayne,  Indiana; 

at  a  regular  meeting,  held  on  the  9th  day  of  April,  1929,  by  a  majority  vote  of  all  members 

elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  146  7. 

^sn_; — Leonard  H.  Ellenv/ood 
President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  11th  day  of  April,  1929. 

Le onard  H.  Ellenwood 
City  Clerk. 

Approved  this  11th  day  of  April,  1929. 


Wm.  C.  Geake. 

Mayor. 


360 


GEKSRAL  ORDINANCE  NO.  1468 

An  Ordinance  designating  the  voting  places  within  the  City  for  the  coming 
primary  and  general  city  elections  to  he  held  in  1929. 

SECTION  1.  Be  it  ordained  hy  the  Common  Council  of  tne  City  of  Eort  V/ayne, 
tnat  tne  following  named  places  he  and  are  hereby  designated  as  the  voting  places  in 
the  various  precincts  in  the  city  for  the  primary  and  general  elections  to  he  held 
on  May  7,  1929  end  November  5,  1929; 


FIRST  V/ARD 

Precinct  1, Voting 
Precinct  2, Voting 
Precinct  3, Voting 
Precinct  4, Voting 
Precinct  5, Voting 
Precinct  6, Voting 
Precinct  7, Voting 
Precinct  8, Voting 
SECOND  WARD 

Precinct  9, Voting 
PrecinctlO , Voting 
Pre cine til , Voting 
Precinctl2 .Voting 
THIRD  Y/ARD 

Precinct 13, Vo ting 
Pre c inctl4 , Voting 
FOURTH  WARD 

Pre c i nc tl5 , Voting 
Precinct 16 , Voting 
Pre  cine  tl7 , Voting 
FIFTH  "WARD 

Precinct 18, Vo ting 
Pre c i nc tl9 , Voting 
Pre c inc t20 , Voting 
Precinct21 , Voting 
SIXTH  WARD 

Pre c inc t22, Voting 
Pre  cine 1 23 , Voting 
Pre c in ct 24 , Voting 
Precinct 25 , Voting 
Precinct 26 , Voting 
Precinct 27, Vo ting 
Pre c in ct 28 , Voting 
Precinct29 , Vo ting 
Precinct30 ,Voting 
SEVENTH  WjiRD 

Precinct31 , Voting 
Pre c inc t 32 , Vo ting 
Precinct 33, Vo ting 
Pre  cine 1 34 , Voting 
Pre c inc t35 , Voting 
Precinct36 ,Voting 
EIGHTH  WARD 

Precinct 3 7, Voting 
Precinct 38, Vo ting 
Precinct 39, Vo ting 
Pre cinct40, Voting 
Precinct41 , Voting 
NINTH  WARD 

Precinct42,Voting 
Pre c i nc t43 , Voting 
Pre cinct44, Voting 
Pre c i nc t45 , Voting 
Pre cine t46 , Voting 
TENTH  WARD 

Pre ci n c t47 , Voting 
Pre c inc t48, Voting 
Precinct49 , Vo ting 
?recinct50 ,Voting 
Precinctol , Vo ting 
Pre c inc t52, Voting 
ELEVENTH  WARD 

Prec inc t53, Voting 
Pre  cine t54 , Voting 
Pr§cinct55 , Voting 
Pre c in c t56 , Voting 
Precinct57, Voting 


Place, St.  Paul  North  Side  School, State  Boulevard. 

Place,  Garage  at  602  E.  State  St. 

place,  Forest  Park  School , Alabama  Avenue. 

Place,  Store  at  1514  St.  Joe  Blvd. 

Place,  Crescent  Avenue  Church',  Crescent  Avenue. 

Place,  Garage  at  841  Lake  Avenue. 

Place,  Jewish  Synagogue  at  V/ayne  and  Monroe. 

Place,  Barber  Shop,  at  625  E.  Lewis  Street/ 

Place,  Indiana  Service  Corp. ,  Spy  Run  Avenue. 

Place,  Rudisill  School,  Spy  Run  Avenue. 

Place,  Police  Lobby,  City  Hall. 

Place,  Central  High  School. 

Place  No.  3  Engine  House,  TYashington  Blvd. 

Place  Dwelling  at  1805  S.  Y/ebster  St. 

Place,  C.  H.  Lines,  Garage,  at  432  W.  Main  St. 

Place,  Jefferson  Public  School,  Jefferson  Street. 
Place,  Fairfield  Garage,  2031  Fairfield  Avenue. 

Place,  Office  Bldg Hof fman  Bros,  at  800  W.  Main  St. 
Place,  Washington  Public  School. 

Place,  Dv^-elling  at  1132  W.  Main  St. 

Place,  No.  7  Engine  House,  'W.  Main  St. 

Place,  Justin  N.  Study,  Public  School  Brooklyn  Ave . 
Place,  Rolling  Mill  School,  Culbertson  Street. 

Place,  Garage  at  1512  Taylor  Street. 

Place,  Garage  at  1240  Stophlet  St. 

Place ,  Room  at  2438  Broadway. 

Place,  Miner  Public  School,  W.  DeWald  St. 

Place,  So.  Y/ayne  Public  School,  Indiana  Avenue. 

Place,  Garage  at  902  Oakdale  Drive. 

Place,  Garage  4039  Tacoma  Ave. 

l 

Place,  Barber  Shop  at  1812  S.  Lafayette  St. 

Place,  Hanna  Public  School,  Lafayette  St., 

Place,  Hamilton  Public  School,  E.  Woodland  Ave. 

Place,  Yergens  Garage  at  320  E.  Leith  St. 

Place,  Store  Room  at  3232  Lafayette  St. 

Place,  Store  Room  at  4224  Piq.ua  Ave. 

Place,  Dwelling  House  at  '1305  E.  Wayne  St. 

Place,  No.  4  Engine  House,  Maumee  Ave. 

Place,  Garage  at  1215  Hugh  St. 

Place,  McCulloch  School,  Maumee  Avenue. 

Place,  Dv/elling  2214  Y/ayne  Trace. 

Place, Garage  at  1640  7/ells  St. 

Place ,Blooraingdale  Public  School,  Marion  Street. 

Place , Dwelling  at  1814  Hensch  St. 

Place , Franklin  Public  School,  St.  Marys  Ave. 

Place ,Dwelling  House  at  1505  Runnion  Avenue. 

Place,  Store  Bldg.,  815  Buchannan  Street. 

Place,  Dwelling  at  2344  Gay  St. 

Place,  James  H.  Smart  Public  School,  E.  Pontiac  Street. 
Place,  Barber  Shop,  at  1221  Eckart  Street. 

Place,  1501  East  Creighton  Avenue. 

Place,  Garage  at  1824  E.  Pontiac. 

Place,  Dwelling  at  116  W.  Woodland. 

Place,  No.  8  Engine  House,  Fairfield  Ave. 

Place,' Shop  at  616  Nuttman  Ave. 

Place,  Room  at  110  ’//.  Packard  Ave. 

Place,  Greenhouse  at  435  V/.  Rudisill  Blvd. 


SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  from  and  after 
its  passage  and  aj^proval  by  the  Mayor. 

Ralph  Clark. 


Done  at  the  Council  Chamber  the  16th  day  of  April,  1929,  City  of  Fort 


% 


ayne ,  Indiana. 


’.VE  HEREBY  CERTIFY,  That  tue  Common  Council  of  the  City  of  Fort  V/ayne ,  Indiana 
at  a  special  meeting,  held  on  the  16th  day  of  April,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  hnov/n  as 
GENERAL  ORDIHAHGE  HO.  1468. 


Ben.  F.  Bennett  Leonard  H.  Ellenv/ood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  17th  day  of  April,  1929. 

Leonard  H.  Ellenwod 
City  Clerkt 


Approved  this  17th  day  of  April,  1929. 


tfm.  C.  Geake . 

Mayor. 


GENERAL  ORDINANCE  NO.  1469 


An  Ordinance  fixing  the  corij^^iensation  of  the  City  Board  of  Election  Com-, 
nissioners  for  the  Municipal  Primary  election  of  1929. 

SECTION  l.BE  IT  ORDAINED  BY  THS  COMvION  COUNCIL  OP  THP  CITY  OP  PORT  WAYNE, 
INDIANA:  That  each  of  the  members  of  the  city  board  of  election  commissioners  shall 
be  paid  for  his  services  in  connection  Vifith  the  municipal  primary  election  of  1929 
and  for  the  canvassing  of  the  vote  at  said  primary  election  the  sum  of  Six  hundred 
($600.00)  dollars. 

SECTION  2.  That  this  ordinance  be  in  ful]  force  and  take  effect  on  and  af¬ 
ter  its  passage  and  approva.l  by  the  Mayor. 

Walter  L.  Curdes 

James  A.  Liggett 

A.  C.  Voelker 
J .  M  ♦  yo_ud_er _ 

Done  at  tlie  Council  Chamber  the  23rd  day  of  April,  1929,  City  of  Port  Wayne,  Indiana. 

Vffi  HEREBY  CERTIPY,  That  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana., 
at  a  regular  meeting,  held  on  the  23rd  day  of  April,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINAITCE  No.  1469 


Ben.  P.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  April,  1929. 

Le onard  H.  Ellenwood 
City  Clerk. 


Wm .  C . _ Geake . 

Mayor. 


Approved  this  24th  day  of  April,  1929. 


GENERAL  ORDINAITCE  NO.  1470  . 


o 

O 


An  Ordinance  req_uiring  the  Nev/  York  Central  Railroad  Company  to  maintain 
Safety  Signals  or  Flagmen  at  certain  Crossings  Virithin  the  City. 

BE  IT  ORDAINED  BY  THE  COMION  COUNCIL  OF  THE  CITY  OF  FORT  V/AYI:E  ,  INDIANA: 

SECTION  1.  Tnat  the  New  York  Central  Railroad  Company  is  herehy  req.uired 
to  protect  its  tracks  where  the  same  cross  Cass  Street  in  said  city  of  Fort  '»Vayne  hy 
erecting  and  maintaining  a  flashing  electric  light  signal  on  ea-ch  side  of  said  track, 
or  hy  a  flagman. 

SECTION  2.  That  the  New  York  Central  Railroad  Company  is  hereby  req.uired  to 

keep  and  place  a  watchman  or  a  flagman  at  the  crossing  of  its  tracks  with  Viblls  Street 

in  said  City  of  Port  V/ayne. 

SECTION  3.  The  protection  to  be  afforded  by  said  Railroe.d  Company  in  section 
1/  and  two  shall  be  during  the  entire  tv/enty-f our  (24)  hour  period  of  each  day. 

SECTION  4.  Upon  the  failure  of  said  comps-ny  to  keep  a,nd  maintain  the  pro¬ 
tection  as  set  out  in  sections  1  and  2,  said  company  shall  be  fined  in  the  sum  of  not 
less  tha.n  ^10.00  and  not  more  tha^n  |^25.00,  and  ea,ch  day  shall  constitute  a  separate 
offense . 

SECTION  5.  This  ordinance  shall  be  in  full  force  and  effect  on  and  after 

June  1st,  1929,  and  after  its  passage  a.nd  approval  by  the  Mayor  8.nd  its  legal  publi¬ 

cation. 

Chester  Hinton . 

Done  at  the  Council  Chamber  the  14th  day  of  May,  1929,  City  of  Port  Wayne,  Indiana. 

■®]  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, 
at  a  regular  meeting,  held  on  the  14th  day  of  May,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1470. 


Ben.  F.  Bennett 
President. 


Leonard  H.  Ellenwo od 
City  Clerk. 


Presented  to  the  Mayor 


for  approval  on  the  :'5th  day  of  May,  1929. 


Approved  this  22nd  day  of  May,  1929. 


Leonard  H.  Ellenwood , 
City  Clerk. 


Wm .  C .  G  e  ake 
Mayor . 
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GENERAL  ORDINANCE  NO.  1471. 


71  17  ^  Ordinance  authorizing  the  horrowing  of  Eighty  Thousand  ( ^^80 , 000 . 00  ) 

Dollars  and  the  issue  and  sale  of  bonds  therefor,  for  the  purpose  of  prolidiA^funds 
o  thepaynent  of  the  necessary  expense  in  connection  with  the  separation  of  street 

Indiana!  ani  ^pp^o! 


of  the 


i,  being  item  501,  under  the  direction 

derived  from  the  sale  thereof. 
®yj^-^.C0m.i0N  COUNGII,  OE  THE  CITY  OF  ffORT  V/AYIE , INDIANA: 

V’.-  ,4-  °  and  is  hereby  authorized  to  bor- 

^cv/  j^ighty  Thousand  _  (^80,000.00)  Dollars  and  issue  and  sell  bonds  of  said  City  for 

ration^o°^^tr  funds  for  the  payment  of  the  necessary  expense  in  the  sepa- 

ation  ox  street  grade  crossings  with  steam  railroads  in  the  City  of  Fort  Y/ayne ,  Indiana. 

Citv  or  in  order  to  procure  said  loan  of  money,  the  bonds  of  said 

-feyne,  be  issued  from  time  to  time  in  such  smounts  as  in  the  discretion 
v^d^d  said  City  snail  be  found  necessary  for  the  purpose  herein  pro- 

v.dea,  and  in  tne  manner  hereinafter  provided.  Said  bonds  shall  be  dated  as  of  the 

^n^d  ?f!innn^L^^^^ii’  demoninations  of  Five  Hundred  ($500.00)  Dollars  or  One  Thou¬ 
sand  ($1000.00)  Dollars  as  such  Controller  shall  deem  best,  with  interest  tnereon 
«  of  not  to  exceed  five  (5c/o)  percent  per  annum,  payable  semiannually, 

nd  evidencea  by  a  coupon  for  such  interest  for  eaeh  six  months,  and  said  interest 
coupons  shall  bear  the  lithographed  facsimile  signature  of  the  Mayor  and  Controller 
oi  Hie  City  of  Fort  wayne ,  which  shall  for  all  purposes  be  taken  and  deemed  to  be 
e^iuivalent  to  a  mutual  signing  thereof.  Said  Bonds  shall  be  signed  by  the  Mayor  and 
Controller  of  said  City  and  attested  by  the  city  Clerk  of  said  City  and  the  seal  of 
said  -ity  attacned_ thereto,  and  to  be  designated  as  series  R-R,  and  numbered  con¬ 
secutively,  beginning  with  No.  1,  and  to  be  knovm  as  Track  Elevation  Improvement 
Bonds,  ^ach  of  said  bonds  shall  be  issued  for  a  period  not  ot  exceed  ten  years  and 
eacn  allotment  so  issued  shall  be  in  series  so  that  at  least  one-tenth  in  principal 

shall  be  paid  and  retired  annually  until  the  total  issue 
The  bonds  shall  not  be  registered  in  the  name  of  tne  pur- 
purchaser  thereof,  but  the  City  Controller  at  the  time  of 
register  the  same  in  a  book  kept  for  that  purpose  giving 
date  of  the  issue  and  the  date  of  maturities,  rate  of  in- 


of  each  allotment  issued 
shall  have  been  retired, 
chaser  or  any  subseq^uent 
issuing  said  bonds  shall 
the  number  thereof,  the 


terest,  and  time  and  place  v/here  the  same  shall  be  payable. 

SECTION  3.  Said  Bonds  shall  be  substantia-lly  in  the  following  form,  all 
blanks  for  numbers  a.nd  dates  being  completely  filled  in  so  as  to  make  a  complete 
bond  before  the  issuance  thereof; 

No . _  ^ 

UNITED  STATES  OF  AlffiRICA 
ALLEN  COUNTY,  INDIANA 
CITY  OF  FORT  \YAYKE  TRACK 
E  IE  VAT I ON  IMPROVE  LE  NT 
BONDS. 


Issue  No. _ 

Series  R-R 

For  value  received, 
hereby  promises  to  pay  to  the 
in  lawful  money  of  the  United 

19 _ with  interest  thereon 

of 


day 


on  the 

day  of  June  and  December  in  each  year  until 
ion  of  the  proper  coupons  hereto  attached. 


and  tnere after 
paid,  upon  the 


_  day  of 

__  per  cent  per 


the  city  of  Fort  Y/ayne,  Allen  County,  State 

bearer  hereof  _ _ 

States  of  America  on  the 
at  the  rate  of 
19 


of  Indiana, 
Dollars . 


annum,  payable 

semiannually  on  the _ 

surrender  and  cancellat- 


Both  interest  and  principal 
Bank  of  Fort  ’Jayne,  Indiana, 
This  bond  ia  one  of  a  total 

(I _ ) 


_  dollars 

inclusive,  issued  in  pursuance 
Council  of  the  City  of  Fort 
authorizing  the  issue  and  sale 


of  this  bond  are  payable  at  _ 

in  the  city  of  Fort  YYayne ,  Indiana. 

issue  of  _ 

each,  numbered  from  One  to 


bonds  of 


both 


exercise 

Assembly 


to 
Y/ayne 
of 

powers  granted  to 
State  of  Indiana, 


an  ordinance 

on  the _ day  of  _ 

said  bonds,  and  in  strict 
said  city  of  Fort  'Jayne 
entitled  ";An  Act 


duly  and  legally  adopted  by  the  Common 

19 


conformity  with  and  in 
under  an  Act  of  the  General 
Concerning  Municipal  Corporations,' 
approved  March  6,  1905,  and  a.ll  acts  amendatory  thereof  and  supplemental  thereto  for 
the  purpose  of  providing  funds  for  the  separation  of  street  grades  crossings  with 
steam  railroads  in  the  city  of  Fort  Wayne,  Indiana. 

It  is  hereby  certified  that  all  things  and  acts  required  by  the  laws  of  the 
State  of  Indiana  and  by  ordinance  and  corporate  action  of  the  City  of  Fort  Wayne  and 
tiie  Common  Council  thereof,  pursuant  to  the  issue  of  this  bond  have  happened  and 
have  been  duly  done  and  performed  in  the  manner  provided  by  laiv  in  and  about  the 
autnorization ,  preparation,  issue,  and  complete  execution  of  this  bond;  8.nd  it  is 
certified  that  this  bond  and  said  tota.1  issue  of  bonds  is  within  every 
prescribed  by  the  constitution  and  law  of  the  State  of  India.na  and  to 
payment  of  the  principal 
when  the  same  shall  become  due. 


limit  of  debt 

constitution  and  law  of  the  State  of  Indiana  and  to  the  prompt 
interest  of  this  bond  and  said  total  issue  of  bonds, 

the  full  faith  and  credit  of  said  City  of  Fort  'Wayne, 


together  v/ith  all  tne  taxable  property  thereof  botn  real  and  personal,  are  irrevocably 
pledged . 

IN  Y7ITNESS  ’WHEREOF,  the  Common  Council  of  tne  City  of  Fort  'Wayne 
this  bond  to  be  signed  by  the  Mayor  and  the  City  Controller  of  the  City  of 

the  City  Clerk  thereof,  and  the  corporate  seal  of  said  city 


has  caused 
Fort 


V/ayne,  a-nd  attested  by 
to  be  hereunto  affixed. 


this 


day  of 


192 


Mayor  of  tne  City  of  Fort  Wayne. 


Controller  of  tne  City  ofFort  /.ayne 


ATTEST _ 

City  Clerk. 

Said  coupons  shall  he  substantially  in  the  folloviring  form,  all  blanks  for 
numbers  and  dates  being  completely  filled  in  so  as  to  make  a  complete  coupon  before 
the  issuance  thereof. 

No. _  _  _  $ _ 


On  the _ day  of _ ,  19k _ 

Fort  Wayne,  Allen  County,  Indiana,  will  pay  to  tne  bearer  at  the  office  of  the  Treasur¬ 
er  of  the  City  of  Fort  Wayne,  Indiana.,  in  the  city  of  Fort  Wayne,  Indiana,  the  sum 

of _ _ Dollars  the  same  being  the  interest  due  on  its  Track 

Elevation  Improvement  Bond,  bearing  date  of _ 19 _ 


Mayor  of  the  City  of  Fort  V/ayne 


SECTION  4.  Tne  City  Controller  shall  manage  and  supervise  the  preparation, 
advertisement,  negotiation  and  sale  of  said  bonds,  subject  to  the  terms  of  the 
Ordinance,  which  sale  shall  be  by  sealed  bids  for  all  of  said  bonds  or  parcels  or 
allotments  thereof,  to  the  highest  and  best  bidder  for  ca.sh  after  three  weeks’  notice 
of  the  time  and  pla.ce  of  said  sale  shall  have  been  given  one  time  each  week  for 
three  v/eeks  in  two  newspapers  representing  opposite  political  parties,  published  in 
the  english  language,  in  the  city  of  Fort  V/ayne,  Indiana,  Such  notice  shall  describe 
said  bonds  Y/ith  such  minuteness  and  particularity  as  the  City  Controller  may  see  fit 
and  shall  set  forth  the  amount  of  the  bonds  to  be  sold,  and  the  rate  of  interest  they 
wi]l  bear,  and  that  tiie  bidder  may  bid  for  all  or  any  part  of  said  bonds,  and  the 
date  of  opening  bids  or  proposals  therefor,  and  the  City  Controller  shall  have  the 
right  to  reject  any  and  all  bids.  Each  and  every  bid  and  proposal  shall  be  presented 
to  the  City  Controller  sealed,  and  shall  be  accompanied  by  duly  certified  check  upon 
aom.e  responsible  bank  in  the  City  of  Fort  Wayne,  Indiana,  payable  to  the  order  of 
the  City  Treasurer  of  the  City  of  Fort  Wayne,  Indiana,  in  a  sum  equal  to  two  and  one- 
half  (2-+c/o)  per  cent  of  the  face  value  bid,  and  the  City  Controller  shall  av/ard  said 
bonds  as  he  shall  see  fit,  in  v/hole  or  any  part  thereof,  to  the  highest  and  best  bid¬ 
der  thereof,  but  said  City  Controller  shall  have  the  right  to  reject  any  bids  or  pro¬ 
posal  or  a.ny  part  thereof,  and  shall  have  the  right  t^  accept  a  part  of  any  bid  or  to 
award  on  any  bid  the  whole  or  less  number  of  the  bonds  covered  by  such  bid,  or  he 
may  in  his  judgement  and  discretion  av/ard  a  part  of  said  bonds  to  one  bidder  and  part 
to  another,  and  these  provisions  shall  apply  in  the  case  of  reoffering  and  readvertis¬ 
ing  said  bonds  in  case  no  bids  are  leceived  and  in  case  any  bids  for  said  bonds  or 
any  pa»t  thereof  are  rejected. 

SECTION  5.  Delivery  of  any  bonds  sold  by  said  Controller  shall  be  made  at 
the  office  of  the  City  Treasurer  of  the  City  of  Fort  Wayne  upon  the  payment  to  the 
City  Treasurer  of  the  full  purchase  price  and  bid  for  said  bonds  as  certified  to  said 
City  Treasurer  by  said  Controller,  and  in  the  event  that  said  bidder  fails  or  refuses 
to  pay  for  said  bonds  v/ithin  ten  days  after  said  sale,  the  same  shall  be  treated/as 
a  brea.ch  of  contract  of  his  bid  or  proposal  on  account  of  v/hich  the  deposit  made  by 
said  bidder  herein  provided  shall  become  the  property  of  the  said  City  as  and  for  its 
damage  s . 

^CTION  6.  When  said  bonds  shall  have  been  signed  as  herein  provided  and  paid 
for  by  said  purchaser  and  delivered  to  the  purchaser  thereof,  the  same  shall  be  and  con¬ 
stitute  the  binding  obligations  of  the  City  of  Fort  Wayne  according  to  the  tenor  and  ef¬ 
fect  thereof. 

SECTION  7.  The  proceeds  derived  from  the  sale  of  said  bonds  as  herein  authoriz¬ 
ed  shall  be  and  are  hereby  appropriated  to  the  Track  Elevation  Improvement  Fund,  the  same 
being  Item  501  under  the  Direction  of  the  Board  of  Public  Works  for  the  sole  use  of  said 
Board  for  the  payment  of  the  expense  in  and  about  the  separation  of  street  grade  cross¬ 
ings  with  steam  railroads  in  the  City  of  Fort  Wayne,  Indiana,  including  tne  expense  wiJth 
the  issue  and  sale  of  said  bonds,  and  said  proceeds  shall  be  kept  in  a  separate  fund  by 
the.  City  Treasurer  e^nd  paid  out  only  on  wai'rants  drawn  upon  said  fund  by  the  City  Con- 
troller^for  no  other  purposes  than  those  herein  set  out,  upon  vouchers  of  the  Board  of 
Public  Works  of  the  City  of  Fort  Wayne,  Indiana,  and  said  fund  shall  not.. be  used  for  any 
other  or  different  purpose. 

SECTION  8.  This  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  approval  by  the  Mayor  of  the  City  of  Fort  Wayne. 

Edward  H.  Hunsaker. 

Approved  Hay  14th,  1929,  A.  C.  McCoy,  City  Controller^ 

Done  at  the  Council  Chamber  the  28th  day  of  May, 1929 , City  of  Fort  Wayne,  Indiana. 

'WE  HEREBY _  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne ,  Indiana 
at  a  regular  meeting,  held  on  the  28th  day  of  Hay,  1929,  by  a  majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1471.  ^ 

Ben.  F.  Eenne;^  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  3rd  day  of  June,  1929. 

Leonard  H.  Ellenwood 
City  Clerk. 


Approved  this  3rd  day  of  June,  1929. 


Wm.  C.  Geake 
Mayor. 


GEIERAL  ORDINANCE  NO.  1472. 

AN  ORDINANCE  E-XTENlillvC  T}!E  CITY  LIMITo ,  ANNEXING  CERTAIN  TERRITORY  TO 
TiE  CITY  OR  FORT  WAYNS ,  INDIANA,  AND  MAKING  SAME  PART  OF  FIFTY| SEVENTH  PRECINCT 
OF  TEE  ELEVENTH  YARD  AS  AMENDED  MAY  28,  1929.  '  '  ' 


BE  IT  ORDAINED  By  trie  Common  Council  of  trie  City  of  Port  Wayne,  Indiana. 

1  Tnat  tde  territorial  limits  of  tne  City  of  Port  Wayne  Be  and 
the  same  are  hereBy  extended  as  follows,  to-wit: 

Beginning  at  trie  intersection  of  Fairfield  Avenue  and  Pettit  Avenue  in 
tne  City  of  Fort  Wayne;  t-.ence  east  on  tne  center  line  of  Pettit  Avenue  to  trie  cen¬ 
ter  line  of  tne  first  alley  east  of  Hoagland  Avenue  in  Belmont  Addition  to  tne  City 

of  Fort  ..ayne;  trience  south  on  t..e  center  line  of  said  alley  to  t-.e  center  line  one 
hundred  and  fifty  (150)  feet  north  of  Southern  Avenue;  thence  west  on  trie  center 
line  of  said  alley.  Produced  westward,  to  tne  center  line  of  Fairfield  Avenue; 
thence  nortn  on  tne  center  line  of  Fairfield  Avenue  to  tne  place  of  beginning; 

■^nd  that  wnen  so  extended  the  territory  embraced  within  said  boundaries  Be  and  the 
same  is  nereby  annexed  to  tne  fifty-seventh  precinct  11th  ward  of  said  City. 

^ -Q.'^ ON  2 .  That  tnis  ordinance  shall  be  in  full  force  and  effect  upon  and 
after  its  passage  and  approval  by  tne  mayor  and  its  legal  publication. 

Harry  F.  Zimmerman 

Done  at  tne  Council  Cnamber  tne  28tn  day  of  May,  1929,  City  of  Fort  V/ayne ,  Indiana. 

Yffi  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Port  Wayne, 
Indiana,*  at  a  regular  meeting,  held  on  tne  28th  day  of  May,  1929,  by  a  majority 

vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  NO.  1472. 

Ben.  F.  Bennett  Leonard  m .  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  3rd  day  of  June,  1929. 

Leonard  H.  Ellenwood 
City  Clerk. 


Approved  this  3rd  day.  of  June,  1929. 


Wm.  C.  Geake 
Mavor . 


GENERAL  ORDINANCE  NO.  1473. 


An  Ordinance  ratifying  and  approving  a  contract  entered  into  by  and  betvjeen 
the  city  of  Fort  Wayne  by  and  through  its  Board  of  Public  V/orics  and  The  Whiting  Cor¬ 
poration  of  Harvey  in  the  State  of  Illinois,  for  the  furnishing  of  all  labor,  mater¬ 
ials  and  tools  re^iuired  for  tue  construction,  delivery  and  erection  of  one  (l)  tv/enty- 
five  (25)  ton  overhead  traveling  crane  on  tne  run-way  in  tne  Turbine  Room  of  tne  City 
Light  and  Pov/er  Works  of  the  city  of  Fort  Wayne,  Indiana,  complete  with  bridge  fitted 
v/itn  tricks,  wheels  and  bridge  travel  gearing,  complete  trolley  hoisting  gearing, motor 
control,  hook  and  block,  and  rope,  all  as  specified  in  Division  Two  of  the  specifications 

i/HEREAS,  on  the  11th  day  of  June,  1929,  tne  City  of  Fort  Wayne  by  and  througn 
its  Board  of  Public  Works  entered  into  a  contract  with  the  Whiting  Corporation  of  tne 
city  of  Harvey  in  tne  .State  of  Illinois,  for  tne  furnisning  of  all  labor,  materials, 
and  tools  required  forthe  construction,  delivery  and  erection  of  one  (l)  twenty-five 
(25)  ton  over-head  traveling  crane  on  tne  run-way  in  the  Turbine  Room  of  tne  City  Light 
and  Power  Works  of  tee  City  of  Fort  Wayne,  Indiana,  complete  witii  bridge  fitted  with 
trucks,  wneels  and  bridge  travel  gearing,  complete  trolley  hoisting  gearing,  motor 
control,  hook  and  block,  and  rope,  all  as  specified  in  Division  Two  of  tne  specifi¬ 
cations,  which  contract  is  in' the  'words  and  figures  following,  to-wit; 

CONTRACT 

This  agreement  made  and  entered  into  this  eleventh  day  of  June,  1929,  by  and 
between  The  V/hiting  Corporation,  of  the  County  of  Cook,  State  of  Illinois,  party  of 
the  first  part,  and  tsj.e  City  of  Fort  Wayne,  County  of  Allen,  and  State  of  Indiana,  by 
and  through  its  Board  of  Public  Works,  party  of  tne  second  part. 

VvlTNESSETH:  That  the  party  of  the  first  part  covenants  and  agrees  to  furnish 
and  pay  for  all  work,  materials  and  apparatus,  tools  and  labor  necessary  for  the  con¬ 
struction,  dellivery  and  erection,  v/here  specified,  of  the  work,  materials  and  appara¬ 
tus  as  covered  by  the  following  named  division  of  tne  general  specifications,  on 'file 
witn  said  Board  to  wit: 


^ ^ •  2  -  The  furnishing,  delivery  and  erection  on  tne  runv/ay  in  the 
turbine  room  of  tne  City  Light  and  Power  Works  of  tne  C’ity  of  Fort  Wayne,  Indiana,  of 

7  crane  of  tv/enty-f i ve  (25)  ton  capacity,  complete  with  bridge 

fitted  with  trucks,  wheels  and  bridge  travel  gearing,  complete  trolley  and  hoisting 
gearing.  General  -c-lectric  15  H.P.  ,  3  phase,  60  cycle,  440  volt,  Type  MTC  motor , General 
Electric  control,  nook  and  block,  and  rope,  as  specified  in  Division  No. 2  of  the  said 
+  v/hich  work,  materials  and  apf)aratus  is  to  be  in  accordance  with 

tne  said  specifications  and  proposal  (except  as  specifically  noted  in  this  contract), 
specifications  and  proposal  are  made  a  part  of  tnis  contract  as  fully  and 

bv^thP  nr  herein  at  full  length,  for  and  in  consideration  of  tne  payment 

by  the  City  of  Port  vVayne ,  as  follows,  to  wit: 


date  of 
arrival 


Six  Thousand  Four  Hundred  and  Twenty-Five  Dollars  and  No  Cents  ($6,425.00). 

Shipment  of  the  crane  will  be  made  v/ithin  seventy  (70)  calendar  days  from  the 
this  contract ,  and  erection  will  be  completed  v/ithin ’fourteen  (14)  days  after 

S  X  'b  0  • 


Parents  are  to  be  made  in  accordance  with  Paragraph  18,  "Estimates", 
said  General  ^^pecif  ications .  &  o  , 


of  the 


■n  ^  contract,  although  executed  on  behalf  of  tne  City  bv  its  Mavor  and  hv 

obligatory  upon^S?  Juy  ShLs^Lfun?!! 

It  shall  have  firs o  been  approved  by  the  Common  Council  of  said  City,  and  should  tne 
Co^on  Council  of  tne  City  fail  to  approve  tne  same  within  ninety  days  after  tn^date 
hereof,  this  contract  shall  become  and  be  wholly  void. 

f  of  the  conditions  and  stipulations  of  this  contract,  the  undersigned 

each  for  himself,  its  successors  and  assigns.  unaersignea, 


IN  TESTIMONY  'WHlilREOF,  we  the  foregoing 
and  seal  on  tne  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 

By  Y/m.  C.  Geake. _ 

Mayor. 


Wm.  Beck 

Tom  Snook 

William  3.  O'Rourke 
Board  of  Public  'Works. 


named  parties,  hereunto  set  our  hands 

WHITING  CORPORATION 
by  A.  II.  M*Dougall.  Vice.-  Pres. 
Contractor , party  of  tne  first  part. 


Attest  Agatha  E.  Diek. 

3e  c '  y. 


Approved: 


_The  Froehlich  &  Emery  Engineering  Co , 
by  F.  H.  Froehlich. _ ' 


BE  IT  ORDAINED  BY  THE  COmiON  COUNCIL  OF  THE  OTY  OF  FORT  WAYNE,  INDIANA: 

1QQQ  contract  heretofore  entered  into  on  the  11th  day  of  June, 

1929,  by  and  between  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  Works 


hiting  Corporation  of  tne  city  of  Harvey  in  the  State  of 


Illinois,  for  the 


furnishing  of  all  labor,  materials  and  tools  required  for  ti^e  construction  de¬ 
livery  and  erection  of  one  (l)  twenty-five  (<d5)  ton  overhead  traveling  crane  on 
the  runway  in  tne  Turbine  Room  of  tne  City  lignt  and  Power  */orks  of  ?ne  S?y  of 

T^ridge  fitted  with  trucks,  wheels  and  bridge 
and  rope  ^Ill^as^^o^cif noisting  gearing,  motor  control,  hook  and  block 
+  u  +  v  Division  Two  of  tue  specifications,  as  more  fully  set 

approved.  ^^ereto  be  and  tne  same  is  hereby  in  all  things  ratified  Ld 


it: 


nnCTIOR  2.  That  this  ordinance 
passage  and  approval  by  the  Mayor. 


be  in  full  force  and  effect 


upon  and  after 


Chester  Hinton. 


Done  at  tne  Council  Chamber  tne  11th  day  of  June,  1929,  City  of  Fort  Waynemindiana. 

iiK  HdRHBY  Cl:.HTIFY,  That  the  Common  Council  of  the  “^ity  of  Fort  Vi/ayne 
vote^of’p?!^  ^  regular  meeting,  held  on  tne  11th  day  of  June, 1929,  by  a  majority 
3E1KRAL  ORDlSrL!  ordinance  hereunto  attached,  and  known  as 


Ben.  F.  Bennett 
President . 


Leonard  H.  Fllenv/cod 


City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  tne  14th  day  of  June,  1929. 


Le ohard  H.  Ellenwood , 
City  Clerk. 


Approved  tnis  14th  day  of  June,  1929, 


^v^m .  C.  Geaice  . 

Mayor . 


-SO  9 


GEIISRAL  ORDIKARCE  NO  1474 

An  Ordinance  changing  the  names  of  certain  streets  and  avenues  in  the  City 
of  Fort  ‘<Vayne,  Indiana,  as  amended  June  11,  1929. 

3ECTI0R  1.  Be  it  ordained  by  the  Common  Council  of  trie  City  of  Fort  ',/ayne , 
Indiana,  taat  the  following  described  streets  and  avenues  shall  hereafter  be  known 
and  called  by  the  following  names,  viz: 

1.  Allen  Street  from  Annie  to  Parnell  Avenue  to  be  known  as  and  called  Addison 

Avenue . 

2.  A.nna  Street  from  Fox  Avenue  to  Indiana  Avenue  to  be  known  as  and  called 
Plymouth  Avenue. 

3.  Archer  Avenue  from  Gertrude  Avenue  to  the  Grand  Rapids  and  Indiana  Rail¬ 
road  to  be  known  as  and  called  Cherokee  Road. 

4.  Archer  Terrace  Road  from  Spring  Street  to  Gertrude  Avenue  to  be  kno;7n  as 
ahd  cal-ed  Cherokee  Road. 

5.  Beechwood  Avenue  from  the  V/abash  Railroad  to  Pontiac  Street  to  be  known 
as  and  called  Fleetv/ood  A.venue. 

6.  Buena  Vista  Drive  from  Homewood  Avnue  Avenue  to  Hubertus  Avenue  to  be 
knovra  as  and  called  Lawndale  Drive. 

7.  Butler  Avenue  from  Birchwood  Avenue  to  the  Bueter  Road  to  be  known  as 
and  called  Scheie  Avenue. 

8.  Carl  Street  from  Calhoun  Street  to  Clinton  S.reet  to  be  lonown  as  and 
called  Baker  Street. 

9.  Cleveland  Avenue  from  Alexander  Avenue  to  Wayne  Trace  to  be  knov/n  as  and 
called  lIcKee  Street. 

10.  Clifton  Street  from  Cleveland  Avenue  to  Oxford  Street  to  be  known  as  and 
called  Lowell  Street. 

11.  Cottage  Grove  Avenue  from  Fairfield  Avenue  to  Gay  Street  to  be  known  as 
and  called  Sherwood  Terrace. 

12.  Creighton  Avenue  from  Birchwood  Avenue  to  the  Bueter  Road  to  be  known  as 
and  called  McCormick  Avenue. 

13.  Curtice  Avenue  from  Scheie  Avenue  to  Slataper  Street  to  be  knovm  as  and 
called  Minalpen  Avenue. 

14.  Dawson  Street  from  Calhoun  Street  to  Fairfield  Avenue  to  be  known  as  and 
called  Masterson  /'.venue. 

15 . Montgomery  Street  from  Calhoun  to  Hanna  Street  to  be  knovm  as  and  called 
Douglas  Avenue. 

IG.^oyle  Street  from  Pontiac  Street  to  Corneille  Street  to  be  known  as  and 
called  Radcliffe  Drive. 

17. East  Avenue  from  Annie  Avenue  to  Parnell  Avenue  to  be  known  as  and  call¬ 
ed  Woodrow  Avenue. 

IS.Edgewater  Road  from  Anthony  Boulevard  to  its  eastern  terminus  to  be  knovra 
as  and  called  Niagara  Drive.  « _ 

19.  Eleanor  Avenue  from  the  Grand  Rapids  and  Indiana  Railroad  to  the  Leesburg 
Road  to  be  known  as  and  called  Lansing  Avenue. 

20.  Elm  Road  from  Washington  Road  North  toits  southern  termine  to  be  knov/n  as 
and  called  Saginaw  Drive. 

21.  Federal  Avenue  from  Indiana  Avenue  to  Beaver  Avenue  to  be  Icnov/n  as  and 
called  Illsley  Drive. 

22.  Florence  Avenue  from  Poinsett  Drive  to  the  Grand  Rapids  and  Indiana  Rail¬ 
road  to  be  known  as  and  called  Rosemont  Avenue. 

23. Foohey  Avenue  from  Roy  Street  to  Fenker  Avenue  to  be  known  as  and  called 
Graham  Street. 

24.  Forest  Avenue  from  its  western  terminus  to  fiandallia  Drive  to  be  known 
as  and  called  Fair  Oaks  Avenue. 

25.  Garden  Avenue  from  Middle  Street  to  South  Street  to  be  known  as  and  call¬ 
ed  Midland  Avenue. 

26.  Garden  Street  from  Taylor  Street  to  the  Pennsylvania  Railroad  to  be  known 
as  called  Thompson  Avenue. 

27.  Geary  Street  from  Evans  Street  to  Oxford  Street  to  be  known  as  and  called 
Adams  Street. 

26. Georgia  Street  from  Taylor  Street  to  the  Miller  Road  to  be  knov/n  as  and 
called  Catalpa  Street. 

29.  Gertrude  Avenue  from  Spring  Street  to  Harvard  Drive  to  be  icnown  as  and 
called  Tyler  Avenue. 

30.  Grandview  Avenue  from  Hanna  Street  to  the  alley  west  of  Smith  Street  to 
be  known  as  and  called  Drexel  Avenue. 

31.  Hall  Avenue  from  Lafayette  Street  to  Hanna  Street  to  be  known  as  and  call¬ 
ed  Pettit  Avenue. 

32.  Hartman  Avenue  from  Winter  Street  to  Anthony  Boulevard  to  be  known  as  and 
called  Grier  Street. 

33.  Helen  Street  from  LAfayette  Street  to  Hanna  Street  to  be  known  as  and  call¬ 
ed  Dalman  Avenue. 

34.  Highland  Street  from  Calhoun  Street  to  Webster  Street  to  be  known  as  and 
called  Wallace  Street. 

35.  Holman  Street  from  Calhoun  Street  to  Hanna  Street  to  be  known  as  and  call¬ 
ed  Brackenridge  Street. 

36.  Homewood  Drive  from  Lawndale  Drive  to  Vance  Avenue  to  be  known  as  and  call¬ 
ed  Buena  Vista  Drive. 

37.  Hough  Btreet  from  Clay  Street  to  Hanna  Street  to  be  known  as  and  called 
Haydtn  Street. 
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38. Johnson  >^treet  from  Dawson  Street  to  the  Alley  South  of  Dawson  Street 
to  he  knov;n  as  and  called  Cromwell  Court. 

.  39.Taat  ivensungton  Boulevard  he  extended  from  iys  present  northern  term¬ 
inus  to  Curdes  Avenue. 

40. Kenwood  Avenue  from  Crescent  Avenue  to  Beacon  Street  tohe  known  as 
and  called  Carson  Avenue. 


Avenue  from  Calhoun  Street  to  Piqua  Avenue  to  he  known  as 
and  called  Lexington  Court. 

42. kcKinnie  Avenue  from  Calhoun  Street  tothe  Bast  City  Limits  to  he  known 
as  and  called  Lexington  Avenue. 

43. kcKinnie  Circle  to  he  known  as  and  called  Lexington  Circle. 

44.  Mamie  Avenue  from  Runnion  Avenue  to  the  Grand  Rapids  and  Indiana  Rail- 
read  "to  te  Known  as  and  called  Emerson  Avenue* 

45.  Maplewood  Avenue  from  Irvington  Avenue  to  Northwood  Avenue  to  he  knoi/ra 
as  and  called  Garland  Avenue. 

46.  Margaret  Avenue  from  Gertrude  Avenue  to  tae  Qrand  Rapids  and  Indiana 
Railroad  to  he  knov/n  as  and  called  Huffman  Street. 

47.  Marion  Street  from  tue  alley  north  of  Carlton  Avenue  to  its  southern 
terminus  to  he  known  as  and  called  Westview  Avenue. 

48.  Mercer  Avenue  from  Anthony  Boulevard  to  Savannah  Street  to  he  knovm 
as  and  called  Milan  Street. 

_  49 .Montclair  Avenue  from  Pittit  Avenue  to  Maple  Grove  Avenue  as  platted 

in  Lafayette  Place  Addition  to  he  knov/n  as  and  called  Montrose  Avenue. 

50. North  Cornell  Circle  from  Calhoun  “Street  to  tne  alley  west  of  Harrison 
treet  to  he  known  as  and  called  Lexington  Avenue. 

51  .Northv/ood  Avenue  from  Clinton  Street  tothe  New  York  Central  Railroad 
to  he  knov/n  as  and  called  Norfork  Avenue. 

52. Oak  Avenue  from  Mulberry  Road  to  South  Street  to  he  known  as  and  call¬ 
ed  Hickory  Street. 

53. Oak  Forest  Avenue  as  platted  in  Cambridge  Hills  Addition  to  he  known 
as  and  called  Trinity  Boulevard. 

54. Old  Fort  Street  from  Edgewater  Avenue  to  Lake  .Avenue  to  he  known  as 
and  called  Lafort  Street. 

55. Oxford  “Street  from  Lafe.yette  Street  to  Ilanna  Street,  lying  along  the 
north  line  of  Avondale  Addition  to  he  known  as  and  called  Hamilton  Avenue. 

56.  Paragon  Avenue  from  Oxford  Street  to  McKinnie  Avenue  to  he  known  as 
and  called  Abbott  Street. 

57.  Park  Avenue  from  Clinton  Street  to  Irvington  Avenue  to  he  knov/n  as 
and  called  Ludlov/  Avenue. 

hS.Parkvvfood  Road  from  Clinton  Street  to  Northway  Avenue  to  he  known  as 
and  called  Grove  Street. 

59. Pariiell  Avenue  from  the  Parnell  Bridge  to  Crescent  Avenue  to  he  knov/n 
as  and  called  Springfield  Avenue. 

60.  Poinsett  Drive  from.  Runnion  Avenue  to  Huffman  Street  to  he  knov/n  as 
and  called  Emerson  Avenue. 

61.  Poinsett  Street  from  State  Boulevard  to  Goshen  Avenue  to  he  Icnown  as 
and  called  Poinsette  Drive. 

62.  Putnam  Terrace  from  Jessie  Avenue  to  Huffman  Street  to  he  knov/n  as 
and  called  Putnam  Street. 

63.  River  Avenue  from  Fillmore  Street  to  Freeman  Street  to  he  known  as  and 
called  Geneva  Street. 

64.  Runnion  Avenue  from  Spring  Street  to  Harvard  Dri%-e  to  he  knov/n  as  and 
called  North  Highlands  Boulevard. 

65. T'ownley  Avenue  from  Anthony  Boulevard  to  Paragon  Avenue  to  he  Icnov/n 
as  and  called  Rudisill  Boulevard. 

66. Savannah  Street  from  Pontiac  Street  to  Creighton  Avenue  to  he  knov.n 
as  and  called  Central  Drive. 

67.Savilla  Avenue  from  Indiana  Avenue  to  Broadway  to  he  known  as  and  call¬ 
ed  Park  A.venue  . 

68.Sherid8.n  Avenue  fromi  Birchv/ood  Avenue  to  the  Bueter  Road  tohe  known  as 
and  called  Rodgers  Avenue. 

69.Swayne  Avenue  from  South  V/ayne  Avenue  to  Fox  Avenue  to  he  knov/n  as  and 
called  Guildford  Avenue. 

70. Vesey  Avenue,  running  east  and  v/est  as  laid  out  in  Vesey's  Garden  Add¬ 
ition,  to  he  knov/n  as  and  called  Gruber  Avenue. 

71.  Vance  Avenue  from  Crescent  Avenue  to  its  eastern  terminus  to  he  knov/n 
as  and  called  Annie  Avenue. 

72.  Washington  Road  South  from  ''Washington  Road  North  to  Hawthorn  Road  to 
he  known  as  and  called  Spruce  Drive. 

73 . Westminster  Place  fromi  Union  Street  to  Rockhill  Street  to  he  known  as 
and  called  West  Main  Street. 

74.  Tne  street  platted  in  Orff  Place  Addition  and  lying  east  of  Lindenwood 
Cemetery  extending  from  Montclair  Avenue  to  Edward  Street  to  he  knov/n  as  and  call¬ 
ed  Doswell  Avenue. 

75.  Alley  east  of  St.  Andrews  School  from  New  Haven  Avenue  to  Scheie  Street 
to  he  called  and  known  as  St.  Andrews  Lane. 

76.  Bluff  fom  West  Main  Street  to  Fair  Street  to  he  known  as  and  called 


Camp  Allen  Drive • 


SECTION  2.  Hereafter  v/hen  any  tract  or  parcels  of  land  is  platted  into 
additions  or  subdivided,  wnerein  Streets  or  Thoroughfares  are  laid  out  and  submitt¬ 
ed  to  trie  City  Plan  Commission,  Board  of  Public  V/orks  or  Board  of  Park  Commissioners 
it  shall  he  tne  duty  of  tne  Officers  of  tnese  Departments  to  ascertain  if  tne  names 
of  all  the  streets  and  thoroughfares  serving  to  connect  with  all  now  existing 
streets  and  thoroughfares  sustain  the  same  names,  otherwise  the  plai:  shall  not  he 

approved. 


SECTION  3.  That  this  ordinance  he  in  full  force  and  take  effect  from  and 
after  its  passage  and  approval  hy  the  Mayor  and  legal  publication. 

Herman  F.  Gerdon 
Chester  Hinton. 

Done  at  the  Council  Chamber  the  11th  day  of  June,  1929,  City  of  Port  V/ayne ,  Indiana. 

’i'ffi  HEREBY  CERTIFY,  That  tne  Common  Council  of  the  City  of  Fort  ’ffayne ,  Indiana 
at  a  regular  meeting,  held  on  the  11th  day  of  June,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1474  . 

Ben.  F.  Bennett  Leonard  H»  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  14th  day  of  June, 1929. 

Leonard  H.  Ellenv^^ood 

City  Clerk. 


Approved  this  14th  day  of  June,  1929, 


Wm.  C.  Geake , 
Mayor . 


GElffiRAL  ORDINAliCE  NO.  1475 

AN  ORDINANCE  EXTENDING  TliE  CITY  LIMITS ,  ANNEXING  CERTAIN  TERRITORY  TO  THE 

CITY  OF  FORT  i/AYNE ,  INDIANA,  AND  MAKING  SME  PART  OP  FIFTY-SEVENTH  PRECINCT  OP 
EIEVENTH  V/ARD. 

Be  it  ordained  Ly  the  Common  Council  of  the  City  of  Port  V/ayne,  Indiana. 
SECTION  1. 

Tnat  tne  territorial  limits  of  trie  City  of  Fort  '-Vayne  be  and  the  same  aee 
hereby  extended  as  follo./s,  to-wit: 

Beginning  at  the  intersection  of  Fairfield  Avenue  and  Pettit  Avenue  in 
the  City  of  Fort  v/ayne,;  thende  east,  on  tne  center  line  of- Pettit  Avenue  to  the 
center  line  cf  the  first  alley  east  of  Hoagland  Avenue  in  Belmont  Addition  to  the 
City  of  Fort  V/ayne;  thence  soutn  on  tne  cente^  line  of  said  alley  to  tne  lot  line 
between  lots  71  and  of  said  Belmont  Addition;  thence  west  on  tne  lot  line  be¬ 
tween  lets  71  and  72  in  said  Belmont  Addition  tothe  center  line  of  Hoagland  Avenue 
tnence  north  on  tae  center  line  of  Hoagland  Avenue  to  the  lot  line  between  lots 
1C9  and  110  in  tne  plat  of  Fairfield  Terrace  Addition,  Section  "A,"  as  recorded 
in  plat  record  11,  pages  54  and  55,  of  the  records  of  Allen  County;  thence  west 
on  the  lot  line  between  lots  109  and  110  of  said  addition;  thence  north  on  tne 
west  line  of  lot  110  of  said  addition  twenty  (20)  feet;  thence  west  one  huridred 
forty-tnree  (143)  feet  to  a  point  situated  110  feet  north  of  trie  center  line  of 
Southern  Avenue;  tnence  nortnwesterly  78  feet  to  a  point  situated  294  fee tonae^y.^ 
1^  distant  from  center  line  of  Fairfield  Avenue;  thence  southwesterly  one  hundred 
forty- three  (l43)  feet  on  a  line  normal  to  center  line  of  said  Fairfield  Avenue 
to  center  line  of  alley  east  of  Fairfield  Avenue;  tnence  soutneast  on  center  line 
of  said  alley  eight  and  five-tenths  (8.5)  feet  to  the  let  line  betv/een  lots  99 
and  100  of  plat  of  Fairfield  Terrace  Addition,  Section  ‘'A",  thence  soutnwe sterly 
on  Sct,id  lot  line  to  tne  center  of  Fairfield  Avenue;  thence  north  on  center  line 
of  ijairfield  Avenue  to  tne  place  of  beginning. 

And  when  so  extended  tne  territory  embraced  within  said  boundaries  be  and 
tne  sam.e  is  hereby  annexed  to  the  f if ty-seventn  preoinct  of  tne  eleventh  ward  of 
said  City. 

SEGTIGN  2. 

That  this  ordinance  shall  be  in  full  force  and  effect  upon  and  after  its 

passage  and  approval  by  the  mayor  and  its  legal  publication. 

liarry  F.  Zimmerman 

Done  at  tue  Council  Cnamber  the  25th  day  of  June , 1929 , City  of  Port  Wayne , Indiana. 

•«E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  Wayn§ 

Indiana,  at  a  regular  meeting,  held  on  tne  25tn  day  of  June, 1929,  byoa  majority  irote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov^n  as 
GENERAL  ORDINAi/CE  NO. 1475. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tue  26th  day  of  June, 1929. 

Leonard  H.  Ellenwood 
City  C 1 G  • 

Approved  this  26th  day  of  June,  1929. 

Wm.  C.  Geake. 


Mayor . 
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GEKERAL  ORDINANCE  NO. 1476. 


An  Ordinance  ajjproving  and  ratifying  a  contract  between  tne  City  of  Port 
''*ayne ,  by  and  tnrough  its  Board  of  Public  Works  and  Henry  V/eiirenberg  and  Sons,  of 
the  County  of  Allen  in  the  City  of  Fort  V/ayne  and  State  of  Indiana,  for  tne  furnish¬ 
ing  of  all  labor,  materials,  apparatus  and  tools  nedessary  for  tx^e  construction  of 
a  concrete  intake  v/ell,  two  concrete  discharge  v/ells  and  a  concrete'  pipe  line  for 
and  at  the  City  lignt  and  Power  V/ork  of  tne  City  of  Fort  'Wayne,  Indiana,  all  of  which 
work,  materials  and  apparatus  is  to  be  in  accordance  with  the  said  specifications 
and  proposal. 

WHEREAS,  on  tiie  11th  day  of  June,  1929,  the  City  of  Port  V/ayne,  by  and  through 
its  Board  of  Phblic  Works  entered  into  a  contract  with  Henry  'Wenrenberg  and  Sons  of 
the  county  of  Allen,  city  of  Fort  'Wayne,  and  State  of  Indiana,  for  tne  furnishing  of 
labor,  materials,  apparatus  .and  tools  necessary  for  tne  construction  of  a  concrete 
intake  well,  two  concrete  discharge  wells  and  a  concrete  pijie  line  for  and  at  the  City 
Lig|it  and  Power  Works  of  tne  city  of  Fort  Wayne,  Indiana,  all  ‘.of  which  work,  materials 
and  apparatus  is  to  be  in  accordance  v/ith  the  said  specifications  amd  aproposal ,  wnich 
contract  is  in  the  following  words  and  figures,  to-wit; 

CONTRACT 

This  agreement  made  and  entered  into  this  eleventh  day  of  June,  1929,  by  and 

between  Henry  Wehrenberg  &  Sons,  of  the  County  of  Allen,  State  of  Indiana,  party  of 

tne  first  part,  and  the  City  of  Fort  Wayne,  County  of  Allen,  and  State  of  Indiana, 
by  and  througn  its  Board  of  Public  "Works,  party  of  tne  second  part. 

^^'^^‘^2ETH:  That  the  party  of  the  first  part  covenants  and  agrees  to  furnish 
and  pay  for  all  work,  materials  and  apparatus,  tools  and  labor  necessary  for  the  con¬ 
struction,  delivery  and  erection,  wnere  specified,  of  tne  work,  materials  and  apparatus 
as  covered  by  tne  follov/irig  named  divisions  of  t..e  General  specifications,  on  file 
with  said  Board  to  wit: 

DIVISION^ N03 ♦ The  furnishing  of  alllabor,  materials,  apparatus  and  tools  neces¬ 
sary  tor  L..-e  construction  of  a  concrete  intake  well,  two  concrete  discharge  wells  and 

a  concrete  pipe  line  for  and  at  the  City  Lignt  and  Power  Works  of  the  City  of  Fort 

vayne,  Indiana,  all  of  which  work,  materials  and  apparatus  is  to  be  in  accordance 
with  the  Said  specifications  and  proposal  (except  as  specifically  noted  in  tnis  con¬ 
tract  j,  all  of  which  specifications  and  proposal  are  made  a  part  of  this  contract  as 
effectually  as  if  copied  herein  at  full  length,  for  and  in  consideration 
of  the  payment  by  the  City  of  Fort  'Wayne,  as  follows,  to  wit: 

Twenty- two  Thousand  Nine  Hundred  and  Forty  Dollars  and  No  Cents  ($22,940.00). 

The  party  of  tne  first  part  agrees  to  complete  said  work  within  sixty  ( 60 ) 
calendar  days  from  tixe  date  of  this  contract. 

Payments  are  to  be  made  in  accordance  witn  Paragraph  18,  "Estimates",  of  . 
said  General  Specif ieations . 


Henry  Wehrenberg  &  Sons 

Henry  V/ehrenberg  Jr., _ 

Contractor, party  of  tne  firs~part. 


contract,  although  executed  on  behalf  of  the  City  by  its  Mayor  andby 
the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory  upon  the  City  unless 
'‘S  i'Pk  have  f^rst  been  approved  by  the  Coranon  Coinoil  of  said  City!  and 

J"®  ‘‘pphove  the  sane  within  ninety  days  af- 

ter  tne  date  nereof,  this  contract  shall  become  and  be  v/holly  void. 

-F  conditions  and  stipulations  of  this  c  .ntract,  the  undersigned, 

each  for  himself,  binds  itself,  its  successors  and  assigns. 

T.aSTIMONY  'WIffiREOF,  we,  the  foregoing  named  parties,  hereunto  set  our  nands 
and  seal  on  tne  day  and  year  aforesaid. 

CITY  OP  FORT  WAYNE,  INDIANA. 

By.  Wm.  C.  Geake 

Mayor . 

'Wm.  Beck 

Tom  Snook 
William  3.  O'Rourke 
Board  of  Public  Works. 

Attest  Agatha  E.  Diek 

Sec ’ y. 

Approved : 

Tne  Froehlich  &  Emery  Engineering  Co. 

By  F.  H.  Froehlich. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE  , INDIANA; 

iQoo  -K  contract  heretofore  entered  into  on  tne  11th  day  of  June 

1929  by  and  between  tne  city  of  Fort  'Wayne,  by  and  through  its  Board  of  Public  WorkI 
and  Henry  Wehrenberg  and  Sons  of  the  county  of  Allen  city  of  Port  Wayne  and  state  of 
pdiana  for  tne  furrianlng  of  all  labor,  materials,  apparatus  aod  Ws  “!es!a!y  ?or 
tne  construction  of  a  concrete  intake  well,  two  concrete  discharge  welis  2nrrc!LreL 

Light  and  Power  Works  of  the  City  of  Fort  'Wayne  Indiana 

flLtfo!  apparatus  is  to  be  in  accordance  with  thj  sLd  s!ecil 

fications  and  proposal,  as  more  fully  set  forth  in  the  oreamble  hereto  be  and  tne 
same  is  nereby  in  all  things  ratified  and  approved.  ‘  hereto,  be  and  the 


SECTION  2. .That  this  ordinance  be  in  full  force  and  effect  upon  and  after  its 


passage  and  approval  "by  trie  llayor. 


Chester  Hinton. 

Done  at  the  Council  Chamber  trie  25th  day  of  June,  1929,  City  of  Port. Wayne,  Indiana. 

HERIBY  CERTIFY,  That  trie  Common  Council  of  tr.e  City  of  Fort  Wayne,  I 

Indiana,  at  a  regular  meeting,  held  on  the  25th  day  of  June,  1929,  by  a  majority 

vote  of  all  members  elect,  did  pass  tue  ordinance  hereunto  attached,  and  renown 
as 

GENERAL  ORDINANCE  NO.  1476 


Ben.  F.  Bennett 
?re  sident 


Leonard  H.  Ellengpod 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  trie  26th  day  of  June,  1929. 


Approved  this  26th  day  of  June,  1929. 


Leonard  H.  Ellenwoori 

City  Clerk, 


VAn.  C.  Geake 

Mayor. 
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GEl^RAl  ORDINANCE  NO.  1477. 


An  Ordinance  ratifying  and  ap  roving  a  contract  entered  into  by  and  between 
the  city  of  Fort  vVayne  by  and  tnrougn  its  Board  of  Public  v/orks  and  Sciimeling  and 
Alter  of  tne  county  of  Alien  State  of  Indiana,  for  tne  furnishing  of  all  labor, 
materials  and  tools  rei4Uired  for  tne  construction  delivery  and  erection  of  one  (l) 
steel  plate  generator  cooling  air  duct  with  closing  plate  in  ti^e  City  Light  and 
Pov/er  kVorks  of  tr.e  City  of  Port  Wayne,  Indiana,  all  of  which  works,  materials  and 
apparatus  is  to  be  in  accordance  v/ith  the  said  specification  and  proposal. 


’^RSAS,  on  the  11th  day  of  June,  1929, 
through  its  Board  of  Public  Works  entered  into 
of  tne  county  of  Allen  and  State  of  Indiana,  fo 
terials  and  tools  reiiuired  for  ti-e  construction 
steel  plata  generator  co>jling  air  duct  with  do 
Power  Works  of  the  City  of  Fort  Wayne,  Indiana, 
apparatus  is  to  be  in  accordance  v/ith  t.  e  said 
contract  is  in  the  following  words  and  figures. 


tne  City  of  Fort  V/ayne,  by  and 
a  contract  with  Schmeling  and  Alter 
r  t;.e  furnishing  of  all  labor,  ma- 
,  delivery  and  erection  of  one ( 1 ) 
sing  plate  in  t^e  City  Lignt  and 
all  of  wnich  work,  materials  and 
specifications  and  proposal,  which 
to-wit : 


CONTRACT 

This  agreement  made  and  entered  into  this  eleventh  day  of  June,  1929,  by 
a.nd  between  Schmeling  and  Alter,  of  the  County  of  Allen,  State  of  Indiana,  party 
of  tiie  first  part,  and  the  City  of  Fort  Wayne,  County  of  Allen,  and  State  of  In¬ 
diana,  by  and  througn  its  Board  of  Public  'Works,  party  of  toe  second  part. 

.  WITNESSETH:  That  the  party  of  tne  first  part  covenants  and  agrees  to  furn¬ 

ish  and  pay  for  all  work,  materials  and  apparatus,  tools  and  labor  necessary  for  the 
construction,  delivery  and  erection,  where  specified,  of  the  work,  materials  and 
apparatus  as  covered  by  the  following  named  divisions  of  tne  General  specifications 
on  file  witn  said  Board  to  v/it: 

4.U  DIVISION  No. 4  The  furnishing  of  aH  labor,  materials  and  tools  required  for 

the  construction,  delivery  and  erection  of  one  (l)  steel  plate  generator  cooling 
air  duct  with  closing  plate  in  tne  City  Lignt  and  Power  v7orks  of  tne  City  of  Fott 

with^tne”sa?d^’  materials  and  apparatus  is  to  be  in  accordance 

with  tbe  said  apecifications  ana  proposal  (except  as  specifically  noted  in  this 

specifications  and  proposal  are  made  a  part  of  tnis  con- 
fully  and  effectually  a  if  copied  herein  at  full  length,  for  and  in  con¬ 
sideration  of  the  payment  by  the  City  of  Fort  ^.'ayne,  as  follows,  to  wit; 

Six  Hundred  and  Seventy-Five  Dollars  and  No  Cents  (#675.00 ) 

3ald  OanerS"pecmca?ioL?‘‘''"  with  paragraph  18.  "Kstiiaates" ,  of  the 

thP  executed  on  behalf  of  the  city  by  its  Mayor  and  by 

and  until  it  binding  or  obligatory  uponthe  City  unless 

p  shall  nave  first  been  approved  by  tne  Common  Council  of  said  City,  and 

City  fail  to  approve  the  same  within  ninety  dlys 
after  tne  date  nereof,  this  contract  shall  become  and  be  wholly  void. 

pd  of  the  conditions  and  stipulations  of  this  contract,  the  undersi;-^n- 

,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

h=ndo  ^^TpREOF,  we,  the  foregoing  named  parties,  hereunto  set  our 

n„ndo  and  seal  on  tne  day  and  year  aforesaid  . 


CITY  OF  FORT  WAYNE,  INDIANA 
By  \''hn.  G.  Geeke . 


Mayor 


Vfa.  Beck 
Tom  Snook 


Schmeling  &  Alter 
Y<m.  G.  Scht:Leling 

Contractor,  party  of  the  first  part 


V/illiam3.0«Rourke 
Board  of  Public  Works 

Attest  Agatha  E .  Diek 

Sec ' y . 

Approved; 

^e_Froehlich  &  Emery  Enginefirino-  Co. 

By .  F.  H.  Froehlich 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  TIE  CITY  OF  FORT  WAYlffi  ,  INHDIANA. 

TQ9Q  i*  contract  heretofore  entered  into  on  the  11th  day  of  June 

IJ  city  of  Fort  Sayne  by  and  through  its  Board  of  Public  Sorts 

and  Schmeling  and  Alter  of  tne  city  of  Fort  Wayne  county  of  Allen  and  +  o  o-p  t  ri  • 

for  the  furnlshihg  of  all  labor,  miterials  a„d™ooir?eau?ref f or  ?ne  oonjLuJtion  So’ 
livery  and  erection  of  one  (1)  steel  plate  generator  coAinrairduol  ITth  oToliZ’ 
plate  in  tue  City  Light  and  Fwier  Works  of  toe  City  of  Port  Wayne  Indiana  all  of 
wile  word,  materials  and  apparatus  ispto  be  in  accordance  with  the  said  sAcification 


SECTIOB  2.  That  thi 


s  ordinance  be  in  full  force  and  effect 


upon  and  after  its 


Passage  and  approval  by  the  liayor. 


Cnes^er  HinA^n 


Done  at  the  Council  Chamber  the  25th  day  of  June,  1929,  Cityof  Port  Wayne,  Indiana. 

Wb]  HS.-PIBY  CE-’TIPY,  That  the  Common  Council  of  trie  Cityof  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  t;ie  ^5th  day  of  June,  1929,  by  a  majority 
vote  of  all  members  elect,  did  passthe  ordinance  Hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1477. 


Ben.  P.  Bennett 

President 


Leonard  H.  Ellenv/ood 

City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  26th  day  of 'June, 1929 


Leonard  H.  Ellenv/ood 

City  Clerk. 


Approved  this  26tii  dry  of  June,  1929. 


V/m.  C.  Geake 


Mayor. 
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GEHERAL  ORDINAITGE  NO.  1478. 

An  Ordinance  approving  and  ratifying  a  contract  between  ti.e  City  of  Fort 
Wayne,  "by  and  tnrough  its  Board  of  PuBlic  Works  and  tde  /merican  Pov/er  and  Piping 
Company  of  t-ie  County  of  St.  Louis,  State  of  Missouri  for  the  furnishing  of  all 
labor,  materials,  apparatus  and  tools  rei^uired  for  t.*e  construction,  delivery  and 
erection  of  a  complete  system  of  steam,  exhaust,  water  and  oil  piping  for,  in  and 
about  the  Addition  to  the  City  Ligiit  and  Power  Works  of  tae  City  of  Port  Wayne, 
Indiana,  ail  of  which  work,  material  and  apparatus  is  to  be  in  accordance  with  the 
said  specifications  and  alternate  proposal  No.l. 

WHEREAS,  on  the  11th  day  of  June,  19^9,  tne  City  of  Port  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  V/orks  entered  into  a  certain  contract  with  the 
American  Power  and  Piping  Company  of  tne  county  of  St.  Louis  in  the  State  of  Miss¬ 
ouri,  for  the  furnishing  of  all  labor,  materials,  apparatus  and  tools  rei^uired  for 
the  construction,  delivery  and  erection  of  a  complete  system  of  steam,  exnaust, 
water  and,  oil  piping  for,  in  and  about  tne  Addition  to  tne  city  Light  and  Power 
Works  of  tne  city  of  Port  Wayne,  Indiana, all  of  which  work,  material  and  apxjaratus 
is  to  be  in  accordance  with  the  said  specifications  and  alternate  proposal  No.  1, 
which  contract  is  in  tne  words  and  figures,  follovYing  to-wit: 

CONTRACT 

This  agreemant  made  and  entered  into  this  eleventh  day  of  June,  1929,  by 
and  between  The  American  Power  Piping  Corporation,  of  the  County  of  St.  Louis, 

State  of  Missouri,  party  of  the  first  part,  and  the  City  of  Port  Wayne,  County  of 
Allen,  and  State  of  Indiana,  by  and  through  its.  Board  of  Public  Works,  party  of 
the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants  and  agrees  to  furn¬ 
ish  and  pay  for  all  work,  materials  and  apparatus,  tools  and  labor  necessary  for 
the  construction,  delivery  and  erection,  where  specified,  of  tiie  work,  materials 
and  apparatus  as  covered  by  tne  following  named  divisions  of  the  General  specifi¬ 
cations  on  file  with  said  Board,  to  ¥/it: 

DIVISION  NO.l  The  furnishing  of  all  labor,  materials,  apparatus  and  tools 
req.uired  for  tne  construction,  delivery  and  erection  of  a  complete  system  of  steam, 
exhaust,  v/ater  and  oil  piping  for,  in  and  about  tne  Addition  to  tne  City  Lignt  and 
Power  Worxs  of  the  City  of  Port  Wayne,  Indiana,  all  of  wnich  work,  material  and  ' 
apparatus  is  to  be  in  accordance  with  tiie  Said  specifications  and  alternate  pro¬ 
posal  No.  1  (except  as  specifically  noted  in  this  contract),  all  of  wnicn  specifi¬ 
cations  and  proposal  are  made  a  part  of  tnis  contract  as  fully  and  effectually  as 
if  copied  herein  at  full  lengtn,  for  and  in  consideration  of  tne  payment  by  tne 
City  of  Fort  ’Wayne,  as  follov/s,  to  wit: 

Thirty-One  Thousand  Eight  Hundred  Dollars  and  No  Cents  ($31,800.00). 

The  party  of  the  first  part  agrees  to  complete  said  work  within  ninety  (90) 
calendar  days  after  date  of  this  contract. 

Payments  are  to  be  made  in  accordance  with  Paragraph  18,  “Estimates",  of 
tne  Said  General  Specifications. 

This  Contract,  although  executed  on  benalf  of  the  City  by  its  Mayor  and 
by  the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory  upon  the  City  unless 
and  until  it  shall  have  first  been  approved  by  the  Common  Council  of  said  City,  and 
should  the  Common  Council  of  the  City  fail  to  approve  the  same  within  ninety  days 
after  the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  tne  conditions  and  stipulations  of  this  contract,  the  undersignet^, 
each  for  himself,  binds  itself,  irs  successors  and  assigns. 

IN  TESTIMONY  V/HEREOP,  we  the  foregoing  named  aprties,  hereunto  set  our  hands 
and  seal  on  tne  day  and  year  aforesaid. 

CITY  OP  PORT  WAYNE,  INDIANA. 

•  Wm.  G.  Geake  American  Power  Piping  Corp. 

Mayor.  per.  -H.  J.  Lobbiler  (SEAL) 

Contractor,  party  of  tne  first  part. 

viM.  Beck 

Tom  Snook 

'William  S.  0*Rourke 
Board  of  Public  Works. 

Attest  Agatha  E.  Diek 

Sec • y. 


Approved : 

The  Froehlich  &  Emery  Engineering  Go. 

by  P.  H.  Proehlich 

^  IT  OmAINED  BY  COMMON  COUNCIL  OP  TIE  CITY  OF  PORT  'WAYNE,  INDIANA: 

SECTION  1.  Tnat  the  contract  heretofore  entered  into  on  tne  11th  day  of  June, 

1929,  by  and  between  the  city  of  Fort  Wayne,  by  and  tarougn  its  Board  of  Public  ’Works, 

and  the  American  Power  and  Piping  ComP^ny  of  the  County  of  St.  Louis  State  of 


1  S3ouri  for  the  furnishing  of  all  labor,  materials,  apparatus  and  tools  requir- 
construction,  delivery  and  erection  of  a  complete  system  of  steam,  ex- 
haust  water  and  oil  piping  for,  in  and  about  the  Addition  to  the  City  Light  and 

armratSs  ?-°to  bP  Wayne,  Indiana,  all  of  which  work,  material  and 

^  ^  in  accordance  with  the  said  specifications  and  alternate  pro¬ 

posal  LO.  1,  as  more  fully  set  forth  in  trie  preamble  hereto  be  and  the  same  is 
hereby  in  all  thing  ratified  and  approved. 

-1+  SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  upon  and  af4 
ter  its  passage  and  approval  by  the  Mayor.  ^ 


Chester  Hinton 


Wayne , 


Done  at  t^.e  Council  Chamber 
Indiana. 


the  25th  day  of  June,  1929,  City  of  Fort 


WE  HEREBY  CERTIFY,  Tnat  the 
Indiana,  at  a  regular  meeting,  held 
vote  of  all  members  elect,  did  oass 
GENERAL  ORDINANCE  NO.  1478. 


Common  Council  of  trie  City  of  Fort  Wayne, 
on  the  25th  day  of  June,  1929,  by  a  majority 
trie  ordinance  hereunto  attached,  and  icnown  as 


Ben.  F.  Bennett 

President . 


Le onard  H.  Ellenwo od 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  tae  26tn  day  of  June,  1929. 


Approved  this  26th  day  of  June,  1929. 


Le  onard  H.  Ellenwo o d 
City  Clerk. 


?fei.  C.  Geake 

Mayor. 
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GEIOCRAL  ORDINAIJGE  NO.  1479 

An  Ordinance  authorizing  the  horrowing  of  Two  Hundred  Thousand  ($200,00.00) 
Dollars,  or  so  much  thereof  as  shall  he  necessary  and  tne  issue  and  sale  of  bonds 
therefor  for  the  purpose  of  providing  funds  for  tne  improvement  of  tne  Municipal 
Aviation  Field  for  aviation  purposes,  and  appropriating  to  the  Board  of  Aviation 
Commissioners  tne  funds  derived  from  ti.e  sale  thereof,  as  amended  this  9th  day  of 
July  ,  1929. 

SECTION  1.  Be  it  ordained  hy  tne  Common  Council  of  tne  City  of  Port  V/ayne, 
Indiana,  tnat  tne  said  City  he  and  is  hereby  authorized  to  borrow  the  sum  of  Tv/o 
Hundred  Thousand  ($200,000.00)  Dollars,  or  so  much  thereof  as  shall  be  necessary 
for  the  improvement  of  the  Paul  Baer  Municipal  Aviation  Field  for  aviation  purposes. 

•  SECTION  2.  That  in  order  to  procure  said  loan  of  money  the  bonds  of  said 

City  shall  be  issued  from  time  to  time  in  such  amounts  as  in  tne  discretion  of  the 
Board  of  Aviation  Commissioners  of  said  City  shall  be  found  necessary  for  the  pur¬ 
pose  herein  provided,  not  exceeding  the  aggregate  of  Two  Hundred  Thousand  ($200,000.00) 
Dollars  face  or  par  value,  in  the  manner  hereinafter  provided.  Said  bonds  shall  be 
dated  as  of  the  date  of  their  issue,  in  denominations  of  Five  Hundred  ($500.00) 

Dollars  or  One  Thousand  ($1000.00)  Dollars  as  the  Controller  of  said  City  shall  deem 
best,  with  interest  thereon  at  the  rate  of  not  to  exceed  Five  (5c/o)  per  cent,  per 
annum  payable  semi-annually;  the  first  installment  of  such  interest  to  become  due 
June  i,  1930,  and  such  interest  to  be  evidenced  by  a  coupon  for  tne  interest  accrued 
on  such  date,  and  interest  accruing  thereafter  to  be  evidence  by  coupons  for  each 
six  months*  interest,  such  interest  coupons  to  bear  the  lithographic  fac  simile 
signature  of  the  Mayor  and  Controller  of  said  City,  whoch  shall  be  taken  for  all  pur¬ 
poses  as  eq.uivalent  to  a  manual  signing  tnereof.  All  od  said  bonds  to  be  signed  by 
the  Mayor  and  Controller  of  said  City  and  sealed  with  the  seal  of  said  City,  attest¬ 
ed  by  the  City  Clerk  of  said  City  and  shall  be  designated  as  series  ,  and  number¬ 

ed  consecutively  beginning  with  number  one,  and  shall  be  known  as  Paul  Baer  Field 
Aviation  Bonds.  Said  bonds  shall  be  due  and  payable  as  follows:  one  tenth  (l/io) 
of  tne  face  or  par  value  of  tne  total  amount  of  such  bonds  issued  to  be  payable 
December  1,  1930,  and  a  like  amount  of  one  tenth  (l/io)  of  tne  face  or  par  value  of 
the  total  issue  of  said  bonds  to  be  payable  on  tne  1st  day  of  December  on  each  year 
thereafter  until  all  of  said  bonds  are  paid. 

SECTION  3.  Said  bonds  shall  each  be  substantially  in  the  follov/ing  form,  all 
blanks  for  numbers  and  dates  being  completely  fil]ed  in  so  as  to  make  a  complete 
bond  before  tne  issuance  tnereof: 

No. _  $ 

UNITED  STATES  OF  AliIERICA 
ALEEN  COUNTY,  IITOIANA 
CITY  OF  FORT  WAYNE , PAUL  BAER  FIELD 
AVIATION  BONDS 

Issue  No. 

Series _ 

For  Value  Received,  the  City  of  Fort  V/ayne,  Allen  County,  State  of  Indiana, 
hereby  promises  to  pay  to  the  bearer  hereof,  or,  if  registered,  to  the  registered 

holder, _ Dollars  in  lawful  money  of  tne  United  States  of  America  on 

"^-he  _  day  of  _ ,  19 _ ,  with  interest  thereon  at  tne  rate  of 

per  cent  per  annum,  payable  on  tne  _  day  of _ ; _ 19 _ ,  and  there¬ 
after,  semi-annually  on  the  _  day  of  June  and  December  in  each  year  until  paid,  up¬ 

on  the  surrender  and  cancellation  of  the  proper  coupons  hereto  attached. 

Both  interest  and  principal  of  this  bond  are  payable  at  The  First  National 
Bank  of  Fort  'feyne ,  in  tne  City  of  Port  Wayne,  Indiana. 

This  bond  is  one  of  a  total  issue  of _  bonds  of 

Dollars  ('ip _ )  each,  numbered  from  One  to _ both  inclusive,  issued 

in  pursuance  to  an  ordinance  duly  and  legally  adopted  by  the  Common  Council  of  the 

City_  of  Port  Wayne  on  the _ day  of_ _ ,  19_ _ ,  autnorizing 

the  issue  and  sale  of  said  bonds,  and  in  strict  conformity  witn  and  in  the  exercise 
of  tne  powers  granted  to  said  City  of  Port  Wayne  under  an  Act  of  the  General  Assembly 
of  the  State  of  Indiana,  entitled  "An  Act  Concerning  Municipal  Corporations,"  approved 
March  6,  1905,  and  all  acts  amendatory  thereof  and  supplemental  thereto. 

It  is  nereby  certified  that  all  things  and  acts  req,uired  by  the  laws  of  the 
State  of  Indiana  and  by  ordinance  and  corporate  action  of  trie  City  of  Fort  V/ayne  and 
the  Common  Council  thereof,  pursuant  to  the  issue  of  tnis  bond  have  Happened  and  have 
been  duly  done  and  performed  in  the  manner  provided  by  law  in  and  about  tne  authoriza¬ 
tion,  preparation,  issue  and  complete  execution  of  this  bond;  and  it  is  certified  that 
this  bond  and  said  total  issue  of  bonds  is  within  every  limit  of  debt  prescribed  by 
the  constitution  and  laws  of  the  State  of  Indiana,  and  to  the  prompt  payment  of  the 
principal  and  interest  of  this  bond  and  said  total  issue  of  bonds  when  tne  same  shall 
become  due,  the  full  faith  and  credit  of  said  City  of  Port  V/ayne,  together  with  all 
the  taxable  property  thereof,  both  real  and  personal,  are  irrevocably  pledged.  Tne 
purchaser  of  this  bond  and  his  assigns  shall  have  the  privilege  of  having  this  bond 
registered  with  the  Controller  of  said  City,  and  after  such  registration  it  shall  be 
transferable  only  by  transfer  recorded  in  the  books  of  said  Controller. 

In  Witness  Whereof,  the  Common  Council  of  tne  City  of  Port  Wayne  nas  caused 
this  bond  to  be  signed  by  tne  Mayor  and  the  City  Controller  of  tne  City  of  Port  Wayne 
and  attested  by  the  City  Clerk  thereof,  and  the  corporate  seal  of  said  City  to  be  * 
Hereunto  affixed,  this _  day  of _ ,  192 


Mayor  of  tne  City  of  Fort  Wayne, 


Controller  of  tne  City  of  Fort  Wayne. 


Attest ; 


City  Clerk. 


e]80 


Said  Coupons  Shall  he  substantially  in  the  following  form  ,  all  blanks  for  numbers 
and  dates  being  completely  filiCd  in  so  as  to  make  a  complete  coupon  before  the 
issuance  thereof:  ^ 


No. 


$ 


On  the 


day  of 


19 


Fort  Wayne,  Allen  County, 


Indiana,  will  pay  to  tne  bearer  at  t  e  First  National  Bank  of  Fort  YiTavne .  in' 

tne  City  of  Fort  Wayne,  Indiana,  the  sum  of  _ _  _  Dollars 

the  same  being  the  interest  due  on  its  Paul  Baer  Field  Aviation  Bond  bearina:^ 
date  of  _  19  ® 


Mayor  of  the  City  of  Fort  Wayne. 


^  ^  ,  Controller  of  the  City  of  Fort  'Wayne 

hAOnON  4.  ouch  bonds  shall  be  sold  in  such  parcels  and  amounts,  and  at 
such  times  as  may  be  required  by  tne  said  City  for  the  purposes  above  set  out. 
ihe  Cl ty^ Controller  shall  manage  and  supervise  the  preparation,  advertisement, 
negotiation  and  sale  of  such  bonds,  subject  to  the  terms  of  this  ordinance,  which 
sale  or  sales  shall  be  by  sealed  bids  for  all  of  such  bonds  or  parcels  or  allot¬ 
ments  thereof,  to  the  hughest  and  best  bidder  for  cash  after  three  weeks’  notice 
of  such  sale  shall  have  been  given  by  three  insertions,  one  time  each  week,  in 
two  newspapers  representing  opj^.osite  political  parties,  and  printed  in  ti.e  Eng¬ 
lish  language,  in  the  s^.id  City  of  Fort  v/ayne ,  Indiana,  and  upoin  the  payment 
therefor  the  bonds  so  sold  shall  be  delivered  to  said  bidder  or  bidders. 

SECTION  5.  'hien  said  bonds  shall  have  been  signed  as  herein  provided, 
and  paid  for  by,  and  delivered  to,  said  purchaser  or  purchasers,  the  same  shall 
be  and  constitute  a  binding  obligation  of  the  City  of  Port  Wayne,  according  to 
the  tenor  and  effect  thereof. 

SECTION  6.  The  proceeds  derived  from  the  sale  of  the  said  bonds  as  here¬ 
in  provided,  shall  be  and  are  hereby  appropriated  to  the  Department  of  Aviation 
of  said  City  and  to  the  Board  of  Aviation  Commissioners  of  said  City  for  the 
sole  use  of  said  Board  for  the  payment  of  the  expenses  in  and  about  the  improve¬ 
ment  of  the  raul  Baer  Municipal  Aviation  Field,  now  owned  by  said  City,  for 
phrposes,  and  said  proceeds  shall  be  kept  in  a  separate  fund  by  the 
City  Treasurer,  and  paid  out  only  on  warrants  drawn  upon  said  fund  by  the  City 
controller  and  for  no  other  purposes  than  those  herein  set  out,  upon  vouchers 
op  the  Board  of  Aviation  Commissioners  of  the  City  of  Fort  Wayne,  and  said  fund 
shall  not  be  used  for  any  other  or  different  purpose. 

SECTION  Sr.  This  ordinance  shall  be  in  full  force  and  effect  from  and  af¬ 
ter  its  passage  and  approval  by  the  Mayor. 

Ralph  Clark 

Approved  May  28th,  1929, 

A.  C. McCoy 

City  Controller. 

Done  at  tne  Council  Chamber  tne  9th  day  of  July,  1929,  City  of  Fort  Wayne,  Indiana. 

’¥S  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  9th  day  of  July,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  xnown  as 
GEltERAL  ORDINAITCE  NO.  1479. 


Ben.  F.  Bennett 


Leonard  H.  Ellenv/ood 


President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  10th  day  of  July,  1929. 

Leonard  H.  Ellenwood 


City  Clerk. 


Approved  this  10th  day  of  July,  1929. 


Ivin.  C.  Geake 


Mayor. 


GSKERAL  ORDINAIJCE  NO.  1480 


An  Ordinance  ratifyiig  and  approving  a  Contract  entered  into  on  the  _ 

day  of  May,  1929,  by  and  between  The  Union  Iron  Products  Go.  of  East  Chicago,  Ind. 
and  the  City  of  Port  Wayne,  by  and  through  its  Board  of  Public  i/orhs,  for  the 
purchase  and  installation  of  certain  street  signs,  name  plates  and  block  numbers. 

V/HEREA3 ,  on  the  _  day  of  Hay,  1929,  The  City  of  Port  ViTayne ,  by  and 

through  its  Board  of  Public  Works  entered  into  a  contract  v/ith  the  Union  Iron 
I'roducts  Company  of  East  Chicago,  Indian^, for  t.^e  purchase  and  installation  of 
certain  street  signs,  name  plates  and  block  numbers,  which  contract  is  in  the 
following  v/ords  and  figures,  to-wit: 

AGREEMENT. 


THIS  AGREEMENT,  made  and  entered  into  this _  day  of  May,  1929,  by  and 

between  THE  UNION  IRON  PRODUCTS  COMPANY  of  East  Chicago,  Indiana,  party  of  the 
first  part  and  THE  CITY  OP  PORT  'WAYIIE ,  Indiana,  by  and  through  itS  Board  of  Public 
Wor'ks,  party  of  tiie  ‘=«ecoiid  part,  ’uTITNESSETH:  That, 

The  said  first,  party  agrees  to  furnish  certain  street  signs,  name  plates 
and  block  numbers  and  certain  street  name  installations,  as  per  its  proposal 
signed  March  25th,  1929,  with  said  second  party  and  in  compliance  with  a  formal 
advertised  call  for  bids  for  furnishing  and  installing  street  signs,  name  plates 
and  block  numbers,  which  said  bid  and  proposal  of  said  first  party  is  by  reference 
made  a  part  hereof,  the  same  as  if  it  v/ere  incorporated  in  this  agreement. 

Said  first  party  agrees  to  furnish,  as  per  the  sample  submitted  and  held 
by  said  second  party,  such  signs,  name  plates  and  block  numbers,  more  particular¬ 
ly  knoT/vn  as  their  type  No.  15-D  Wing  Bracket  signs  made  of  brass  name/  plates  die- 
pressed  letters,  encased  in  heavy  frames  containing  the  names  of  the  streets  of 
said  city  of  Port  Wayne,  and  including  block  numbers  of  each  block,  incorporated 
therein  all  properly  lettered,  numbered  and  erected  on  existing  poles,  to  tne  en¬ 
tire  satisfaction  of  the  said  second  party  througii  its  duly  authorized  agents  and 
inspectors  for  the  sum  of  Tv/elve  and  80/100  dollars  (®12.80)  per  unit  completely 


installed,  the  detail  of  vmich  is  as  follows: 

1-  Type  No. 15-D  Wing  Bracket  4-Vifay  sign - $  9.80  per  unit 

Extra  for  block  numbers -  1.50  "  " 

Extra  for  installing  on  existing  poles -  1.50  "  " 

112.80 


And  said  first  party  agrees  to  furnish  their  type  No.  13-F  installion,  con¬ 
sisting  of  4-way  criss-cross  brass  name  plates  incorporated  therein,  all  encased  in 
frames  as  per  sample  submitted  and  illustrated  in  their  catalog,  to  be  installed  on 
posts^S"  by  10',  set  in  concrete  to  be  installed  in  concrete  base  8"  X  30"  at 
locations  to  be  designated  by  the  City  to  contain  accurate  names  of  tne  streets  and 
block  numbers  for  such  locations,  for  the  sum  of  Thirteen  and  75/100  Dollars  ($13.75) 
per  unit,  the  detail  price  of  v/hich  is  as  follows: 

2-  Type  No. 13-F  Criss-Cross  sign  made  of  brass  plates. 


encased  in  frames,  v/ith  assembly  head - -  —  6.00  per  unit 

block  numbers -  1.50  "  " 

3"  X  10'  post -  2.75  "  " 

Installing  in  concrete  base -  3.50  "  " 


said  first  party  shall  delii/jer  to  said  second  party  any  and  all 
plates,  block  numbers,  frames,  fixtures,  post  and  apparatus,  as 
second  party  of  materials  fully  up  to  the  proposal,  and  in 
workmanlike  and  to  erect  the  installations  in  accordance 


said 
ordered 
a  neat  and 
with  instruct- 


The 

street  name 
by  the  said 
durable  and 

ions  given  by  said  second  party  and  at  locations  designated  by  said  second  party 
and  in  a  manner  entirely  acceptable  to  said  second  party.  Said  second  party  at  all 
times  reserves  the  right  to  interpret  the  meaning  of  this  agreement,  tne  proposals, 
and  any  otner  questions  which  may  arise,  in  order  to  insure  said  second  narty  of 
first  class  materials  and  v/orkmanship. 

oaid  First  party  is  to  furnish  a  surety  bond  in  the  sum  of  Eleven  thousand 
two  hundred  fifty  ($11,250.00)  dollars  to  guaranty  faithful  performance  of  its  part 
agreement.  Said  first  party  is  also  to  secure  before  commencing  the  work 
liability  and  indemnity  insurance  to  amply  protect  the  City  from  all  damage,  and 
liability  v/hatsoever  during  the  period  of  construction  of  said  street  signs  and  in¬ 
stallations. 

Said  Second  larty  agrees  to  order  and  pay  for  such  material  and  installation 
as  amy  be  designated  by  said  second  party  according  to  the  terms  of  tnis  agreement 
and  in  SUCH  amounts  as  second  party  shall  deem  necessary,  not  to  exceed  an  aggregate 
cost  of  Fifteen  tnousand  ($15,000.00)  Dollars  and  first  party  agrees  to  commence°sai 
work  promptly  in  preparing  said  signs,  brackets,  posts  and  all  necessary  fixtures 
and  to  start  the  erection  of  the  same  within  three  v/eeks  from  the  receipt  of  said 
order^  and  further  agrees  to  complete  said  work  in  six  weeks  as  directed  by  the  said 


second  party  further  agrees  to  pay  to  said  first  party  for  the  material 
and  labor  above  mentioned  first  party's  claims  based  upon  tne  above  mentioned  prices 
and  performances  and  invoices  rendered  by  said  first  party,  but  not  to  exceed  eighty 
percent  (80c/o)  of  tne  estimate  of  either  delivered  or  delivered  and  installed  units 

been  subject  to  the  inspection  and  approval  by  said  second  party. 
Upon  tne  completion  of  the  work  by  said  first  party  and  tne  acceptance  of  the  same  b 
said  second  party,  said  second  party  will  pay  anyfurther  sum  that  may  remain  due  and' 
owing  first  party  as  part  of  the  sompensation  under  this  agreement  and  will  release 
iirst  party  from  furtner  obligation  and  liability  under  tne  terms  nereof. 

This  agreement  shall  be  binding  upon  the  City  of  Port  Wayne  only  if  and  when 
the  same  is  ratified  by  tne  Common  Council  of  said  City. 

IN  WITNESS  WHEREOF  tne  parties  have  hereto  set  their  hands  and  seals  the  day 
and  year  first  above  written.  (SEAL)  ^ 

UNION  IRON  PRODUCTS  COMPANY 


By.  C.  E.  Kitchin  Pres. 


3»2 


CITY  CP  PORT  JAYm ,  IIQIAJJA. 

By-  BOARD  OP  PUBLIC  \YORKS. 
\Vm.  Beck 


Torn  Snook 


>ii<illiajn  3.  O’Roinrke 

TIE  CCBMI  OOUMCIL  OP  T]-!E  CITY  OP  PORT  WAYlffi , imiMAs 
1 Q-Q  V  contract  heretofore  entered  into  on  the  day  of 

^“ough  its  Board  oFTdltlic  Porks 

Sd  InstSlaU;;  of  ;»rt  “f  ^ast  Chicago,  ladlana,  for  the  purchase 

set  oSt  ii^tnp  M  S  street  signs,  name  plates  and  Mock  numbers,  as  fully 

and  approved?  hereto,  be  and  tne  same  is  hereby  in  all  tnings  ratified 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after 
xts  po,ssage  and  ap^,roval  by  the  Mayor.  .  ' 

Chester  Hinton 

Done  at  the  Council  Chamber  the  9th  day  of  July,  1929,  City  of  Port  'Jayne,  Indiana. 

vffi  KERSBjT  CERTIPY,  That  tne  Common  Council  of  tne  City  of  Port  ¥ayne 
naiana,  at  a  regular  meeting,  held  on  the  9th  day  of  July,  1929,  by  a  majority 

3E!rlR°!  SmiE«criro!ii8S:  ordinance  hereunto  attached,  and  knovm  as 


B.en .  P.  Bennett 

President . 


Leonard  H.  ■i.illenvi/'ood 

City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  10th  day  of  July,  1929. 


Approved  this  10th  day  of  July,  1929 


Le onard  H.  Ellenwood 
City  Clerk 


'■.Vm.  C.  Geake 


Mayor . 


o 

O 


GEKERAI,  0RDI"A1'TC[E  NO.  1481 

A 

An  Ordinance  ratifying  and  approving  a  contract  "bety/een  the  City  of  Fort 
Wayne,  hy  and  through  its  Board  of  Fuhlic  Safety  and  the  Seagrave  Corporation  of 
Columhus,  Ohio,  for  the  purchase  of  an  Aerial  Ladder  Truck,  to  be  used  in  the  Fire 
Department . 

WllEDEAS,  on  the  13th  day  of  June,  1929,  the  City  of  Fort  V/ayne  by  and  through 
its  Board  of  Public  Safety  entered  into  a  contract  v/ith  The  Seagrave  Corporation 
of  Columbus,  Ohio,  for  the  purchase  of  an  Aerial  Ladder  Truck  to  be  used  in  the 
Fire  Department,  which  contract  is  in  toe  following  words  and  figures,  to-v/it: 

,  •  CONTRACT. 

This  Agreement,  made  in  duplicate  by  and  betv/een  THE  3EAGRA’'/E.  CORPORATION,  of 
Columbus,  Ohio,  first  party,  and  The  City  of  Fort  V/ayne,  Indiana,.  By  its  Board  of 
Public  Safety,  second  party 
Witnesseth: 

First.  The  Said  ^irst  party  nereby  agrees  to  furnisn  the  apparatus  and  equip¬ 
ment  according  to  tne  specifications,  on  file  v/ith  second  party  and  made  a  part  of 
tnis  contract,  and  to  d-llver  the  same  as  hereinafter  provided. 

Second.  The  first  party  guarantees  that  all  material  and  workmanship  in  and 
about  said  apparatus  and  equipment  shall  comply  with  said  specifications,  and  will 
replace  free  of  charge  at  its  factory  any  part  found  v/ithin  one  year  to  be  defective 
in  workmanship  or  material.  This  applies  to  all  parts  of  said  apparatus  manufactured 
by  said  first  party.  On  rubber  tires,  magneto?,  batteries,  self  starters  and  other 
accessories  purchased  from  otiier  manufacturers  ti.e  guarantee  of  such  manufacturers 
will  apply. 

Third.  The  said  apparatus  and  equipment  shall  be  deliver!  to  a  transportation 
company  at  Columbus,  OJ^io,  within  about  90  days.  after  tiie  receipt  and  acceptance 
of  this  contract  at  tne  first  party's  office  at  Columbus,  Ohio,  delays  due  to  strikes 
failures  to  obtain  cars,  materials  or  otner  causes  beyond  its  control  not  preventing, 
and  shall  be  delivered  to  said  party  of  tne  second  part  f.o.b.  cars  at  Fort  Wayne, 
Indiana. 


Fourth.  A  competent  demonstrator  shall, upon  request, be  furnisned  by  first 
to  demonstrate  said  apparatus  for  party  of  second  part  and  to  give  its  employes  tne 
necessary  instruction  in  the  operation  and  handling  of  said  apparatus.  In  case  such 
demonstration  is  requested,  then  suSh  demonstration  shall  be  held  to  be  made  solely 
by  and  under  authority  and  direction  of  said  party  of  the  second  part. 

Fifth.  The  second  party  purchases  and  agress  to  pay  for  said  apparatus  and 
equipment,  the  sum  of  Fourteen  Thousand  Two  Hundred,  Fifty  Dollars  (^14250.00)  pay¬ 
able  in  cash  within  10  days  at  destination. 

Interest  at  six  percent  per  annum,  payable 
on  all  deferred  or  past  due  payments,  such  defered 
able  paper.  If  more  than  one  piece  of  apparatus  is 
above  terms  of  payments  shall  apply  to  each  piece, 
and  an  invoice 
Sixth. 

ment  is  made 


semi-annually,  shall  be  paid  up- 
payments  to  be  evidence  by  negoti- 
covered  by  this  contract,  tne 
and  an  invoice  covering  each  piece 


covering  each  piece  shall  be  rendered  in  tne  proper  amount. 

In  case  the  second  party  desires  to  test  tne  said  apparatus  before  pay- 
such  test  shall  be  made  v/ithin  ten  (lO)  days  after  arrival  at  destination, 
and  a  v/ritten  report  of  such  test  forthwith  delivered  to  tne  first  party  at  its  princi¬ 
pal  office  at  Columbus,  Ohio.  If  no  such  test  be  made,  or  if  no  such  report  be  made 
by  the  second  party  within  ten  (lO)  days  after  arrival,  then  said  apparatus  and  equip¬ 
ment  shall  be  considered  as  fully  comp] ying  with  contract  and  specifications. 

Seventh.  It  is  agreed  that  tne  apparatus  and  equipment  covered  by  this  con4 
tract  shall  remain  tne  property  of  t.e  first  party  until  tne  entire  contract  price 
ha.--  been  paid,  but  if  more  than  one  piece  of  apparatus  is  covered  by  tnis  contract, 
then  each  piece  shall  remain  the  property  of  tixe  first  party  until  tne  above  listed 
price  for  such  piece  has  been  paid  in  full,  and  in  case  of  any  default  in  payment  tne 
said  first  party  may  take  full  possession  of  the  apparatus  and  equipment,  or  of  the 
piece  or  pieces  upon  which  default  has  been  made, and  any  payments  tnatnave  been  made 
shall  be  applied  as  rent  in  full  for  the  use  of  tne  apparatus  and  equipment  up  to 
date  of  taking  possession. 

Tnis  contract  to  be  binding  must  be  signed  and  approved  by  tne  President  and 
General  Manager  of  Tne  SEGRAVE  Corporation  or  some  one  autnorized  by  nim  to  do  so. 

This  contract  and  specifications  take  precedence  over  all  previous  negotiations  and 
no  representations  are  considered  as  entering  into  tnis  contract  except  such  as  are 
contained  nerein  or  in  tne  specifications  attached  hereto. 

Canvas  covers  shall  be  returned  by  freight  to  tne  first  party  at  South  Columbus, 
Ohio,  or  paid  for  in  addition  to  the  above  contract.  Tnis  contract  shall  be  valid  if 
and  when  ratified  by  the  Common  Council  of  the  City  of  Port  Wayne. 

IN  WITNESS  WHEREOF,  The  said  parties  have  caused  these  presents  to  be  executed 
and  the  second  party  has  caused  its  corporate  seal  to  be  hereunto  affixed,  and  attest¬ 
ed  by  its  authorized  representatives,  on  this  13  day  of  June,  1929. 

The 


THE  SEAGRAVE  CORPORATION 

By.  H.  B.  Spain,  President. 
First  Party. 


City  of  Fort  Wayne.  Indiana. 

By  Board  of  Public  Safety 

Arno  C.  Spiegel 


Wm.  C. 


Aug .  C . 


Marguardt 


Borgman 


Second  Party. 


BE  IT  ORDAINED  BY  THE  COlttiON  COUNCIL  OF  THE  CITY  OF  PORT  V/AYNE,  INDIANA: 


SECTION  1.  That  the  contract  heretofore  entered  into  on  the  13th  day  of  June, 
1929,  by  and  betv/een  the  City  of  Port  Wayne,  by  and  through  its  Board  of  Public  Safety 
and  The  Seagrave  Corporation  of  Columbus,  Ohio,  for  the  purchase  of  an  Aerial  Ladder 
to  be  used  in  tne  Fire  Department,  as  more  fully  set  forth  in  tne  preamble  hereto,  be 
and  tne  same  is  hereby  in  all  things  ratified  and  apqiroved. 


SECTION  11,  That  this  ordinance  be  in  full  force  and  effect  on  and  after  its 


passage  and  approval  'hy  the  Mayor. 


Harry  F.  Ziramernan 


Done  at 


tae  Council  Chamher  the  9th  day  of  July, 


1929, 


City  of  Port  Wayne , Indiana. 


VE  HEREBY  CERTIFY,  That  the 
Indiana,  at  a  regular  meeting,  deld 
vote  of  all  members  elect,  did  pass 
GENER/-L  ORDINANCE  Ho.  1481 


Common  Council  of  tae  City  of  Fort  Wayne, 
on  tne  9thiday  of  July,  1929,  by  a  majority 
tae  ordinance  hereunto  attached,  and  knov/n  as 


Ben.  F.  Bennett 

President. 


Leonard  H.  Elienv/ood 

City  Clerk. 


Presented  to  tne  Mayor  for  .approval  on  tne  10th  day  of  July  1929. 


Approved  this  10th  day  of  July,  1929. 


Leonard  H.  Ellenwood 
City  Clerk. 


Wm.  C.  Geake 


Mayor. 


GENERAL  ORDINANCE  NO.  1482. 


An  Ordinance  ratifying  and  approving  a  contract  entered  into  by  and  between 
The  City  of  Port  V/ayne,  by  and  through  its  Board  of  Public  V/orks  and  tjie  General 
Electric  Company  for  the  construction,  delivery  and  erection  of  one  switch  board, 
cell  structure  and  wiring  to  be  used  in  the  City  Light  and  Pov/er  Plant. 

V/HEREAS ,  on  the  11th  day  of  ^une ,  1929,  the  City  of  Port  iVayne,  Indiana,  by 
and  through  its  tioard  of  Public  '‘'^orks  entered  into  a  contract  with  tne  General  Elec¬ 
tric  Company  for  the  construction,  delivery  and  erection  of  a  switch  board,  cell 
structure  and  wiring  to  be  used  in  the  City  Light  and  Pov/er  Plant  wnich  contract  is 
in  the  following  words  and  figures,  to-wit; 

CONTRACT 

This  agreement  made  and  entered  into  this  eleventh  day  of  June,  1929,  by 
and  between  the  General  Electric  Company,  of  the  County  of  Schenectady,  State  of 
Ne?/  Yorky:  party  of  the  first  part,  and  ti.e  City  of  Port  Wayne,  County  of  Allen,  and 
State  of  Indiana,  by  and  through  its  Board  of  Public  Works,  party  of  tne  second  part. 

WITNESSETH:  That  the  party  of  tne  first  part  covenants  and  agrees  to  furnish 
and  pay  for  a.11  work,  materials  and  apparatus,  tools  and  labor  necessary  for  the  con¬ 
struction,  delivery  and  erection,  v/here  specified,  of  tne  work,  materials  and  ap¬ 
paratus  as  covered  by  tne  following  named  divisions  of  the  general  specifications, 

1 0  wi  t : 


DIVISION  NO.  5^  The  furnishing  of  all  labor,  materials,  apparatus  and  tools 
required  for  the  construction,  delivery  and  erection  of- 

Item  No.  1  -  Switchboard. 

Item  No.  2  -  Cell  Structure 
Item  No .  3  -  Wiring. 

in  the  addition  to  tne  City  Light  and  Power  V/orks  of  tne  City  of  Port  Wayne,  Indiana, 
for  and  in  consideration  of  trie  payment  by  tne  City  of  Port  Wayne  as  follows,  to  wit: 

Porty-Pour  Thousand  Three  Hundred  Seventy-Pive  Dollars  and  No  Cents  ( 4p44 , 375 . 00 ) 

All  of  said  work,  materials,  and  apparatus  is  to  be  in  accordance  with  tne 
said  specifications  and  proposal  supplemented  by  the  detailed  equipment  specifications 
of  the  General  Electric  Company,  all  of  which  specifications  and  proposal  are  made 
a  part  of  this  contract  as  fully  and  effectually  as  if  copied  herein  at  full  length, 
except  as  follows: 

^  1 .  On  page  46  of  the  General  Specifications  the  first  paragrapn  under  Article 

10  "Suits  and  Damages"  is  eliminated,  and  the  following  substituted  therefor; 

The  Party  of  the  First  Part  has  complied  with  Workmen's  Compensation  Laws.  In  lieu 
of  all  other  liability  for  personal  injuries,  including  deaths,  a-nd  injuries  to  pro- 
perty,  tne  Party  of  the  First  P§.rt  will  indemnify  and  save  harmless  the  Party  of  the 
Second  Part  from  all  liability  and  damages  arising  from  such  injuries  which  occur  dur¬ 
ing  the  work  and  result  from  the-negligence  of  employees  of  the  Part  of  tne  First  Part 
while  engaged  in  said  work." 

2.  On  page  46  of  General  Specifications,  Article  10,  "Suits  and  Damages  "  the 
second  paragraph  thereunder  is  eliminated  and  the  following  substituted  therefor. 

The  Party  of  the  First  Part  agrees  that  it  will  at  its  own  expense  defend  all 
suits  or  proceedings  istituted  against  the  Party  of  the  Second  Part  and  pay  any  award 
of  damages  assessed  against  the  Party  of  the  Second  Part  in  such  suits  or  proceedings, 
so  far  as  the  same  are  based  on  any  claim  that  the  said  apparatus  or  any  part  there- 
of  constitutes^an  infringement  of  any  patent  of  the  United  States,  provided  tne  Party 
of  the  Second  Part  gives  tne  Partyof  the  First  Part  immediate  notice  in  v/riting  of 
the  institution  of  the  suit  or  proceeding  and  permits  the  party  of  the  First  Part 
through  its  Counsel  to  defend  the  same  and  gives  the  party  of  the  First  Part  all  need¬ 
ed  unformation,  assistance _ and  authority  to  enable  the  Party  of  tne  First  Part  so  to 
do,  and  the  Party  of  tne  First  Part  will  reimburse  the  Party  of  tne  Second  Part  for 
the  expense  incurred  in  preparing  such  information  and  rendering  such  assistance  as 
may  be  requested  in  writing  by  the  Party  of  the  First  Part.  In  case  such  apparatus 
IS  in  such  suit  held  to  constitute  infringement  and  its  use  is  enjoined,  the  Party 
of  the  First  Part  within  reasonable  time  and  at  its  own  expense  will  either  secure 
for  the  Party  of  tne  Second  Part  the  right  to  continue  using  such  apparatus,  by  sus¬ 
pension  of  the  injunction,  by  procuring  for  the  Party  of  the  Second  Fart  a  license 
or  otherv/ise,  or  replace  such  apparatus  with  non-infringing  apparatus  or  modify  it  so 
that  it  becomes  non-fringing,  or  remove  the  said  enjoined  apparatus  and  refund  the 
sums  paid  therefor  and  reimburse  the  Party  of  the  Second  P- rt  for  trasportation  and 
installation  costs  of  such  apparatus.  The  foregoing  states  the  entire  liability  of 
the  Party  of  the  First  Part  with  respect  to  patent  infringemant  hereunder." 

3.  On  Page  47  of  General  Specifications,  Paragraph  12  "Employer’s  Liability", 
and  Paragraph  13  "Responsibility",  are  eliminated. 

V,  ^  page_48  of  General  Specifications,  Article  16 "Replacement  of  Defective 

^aterial  or  Work*  is  changed  to  read:  "The  Party  of  the  Second  Part  has  a  reasonable 
time  to  ascertain  v/hether  the  apparatus  and  work  is  as  represented.  Tne  conditions 
of  test  made  by  the  Party  of  the  Second  Part  prior  to  acceptance  shall  be  as  mutually 
agreed  upon  and  the  Party  of  the  First  Bart  shall  be  notified  of  and  reserves  the 
right  to  be  represented  at  any  such  test.  All  liability  under  warranties  shall  termi¬ 
nate  upon  acceptance  except  if  any  defect  or  faiJure  on  account  of  defective  appara¬ 
tus,  material  or  workm.anship  does  appear  within  one  year  from  date  of  acceptance  the 
same  shall  be  replaced  or  made  good  by  the  Party  of  tne  First  Part  without  cost  to 
the  Party  of  the  Second  Part.  The  correction  of  such  defects  by  repair  or  replacement 
shall  constitute  fulfillment  of  all  the  Party  of  the  First, Part's  obligations  with 
respect  to  tne  apparatus  sold  hereunder  ,  and  the  Party  of  the  First  Part  is  not  to 
be  liable  for  consequential  damages." 

Payments  are  tobe  made  in  accordance  with  paragraph  18,  "Estimates"  of  the 
said  General  Specifications.  Final  payment  will  be  made  not  less  tnan  thirty  days  af- 

ter^complete  construction,  delivery  and  erection  of  all  materials  and  apparatus  in- 
cluaed  herein. 


Thsi  contract,  although  executed  on  behalf  of  the  City  by  its  Mayor  and  by 


''^®  iDinding  or  obligatory  up.n  trie  City  un- 
le^s  and  until  It  shall  have  first  been  ap  roved  by  the  Gom-on  Council  of  said 
City  and  should  the  Common  Council  of  tne  City  fail  to  approve  the  same  v/ithin 
ety  days  alter  tue  date  hereof,  tnis  contract  shall  become  and  be  wholly  void. 

of  t:-e  conditions  and  stipulations  of  this  contract,  t..e  under¬ 
signed,  each  for  him.self,  binds  itself,  its  successors  and  assigns. 

handQ  ThSTIKClTY  V/ffiRECF,  we  tae  foregoing  named  parties,  hereunto  set  our 

ns-iids  cxind  sea.1  on  t.;i.e  day  and  year  aforesaid* 


CITY  OF  FORT  WAYNS ,  INDIANA. 

By  Vvm.  G»  Geake. _ 

Mayor. 

\'fra.  Beck 
Tom  Snook 

V<dlliam §.  O’Rourke 
Board  of  Public  V^orks. 


GFN5RAL  BLaCTRIC  COMPANY _ 

(Contractor,  party  of  the  first  part) 

By  M.  0.  Troy 


Attest  Agatha  F .  Diek 
Approved : 


BE  IT  ORDAINED  BY  THE  GOmTON  COUNCIL  OF  TIE 


CITY  OF  FORT  WAYNE  , INDIANA; 


SECTION  1.  That  the  contract  heretofore  entered  into  on 
June,  19^9,  by  and  between  The  City  of  Fort  Wayne  by  and  throu^-h 
lic^.Vor-cs  and  the  General  Electric  Company  for  tne  construction, 
recoion  o^  a  switch  board,  cell  structure  and  wiring  to  be  used 
and  Power  Plant,  as  _  more  fully  set  forth  in  t;ie  preamble  hereto, 
IS  hereby  in  all  things  ratified  and  approved. 


tae  11th  day  of 
its  Board  of  Pub- 
delivery  and  e- 
in  the  City  Light 
be  and  the  same 


SECTI0N2.  That  this  ordinance  be 
its  passage  and  approval  by  the  Mayor. 


in  full  force  and  effect  on  and  after 


Edw.  H.  Fisher. 

Done  at  the  Council  Chamber  the  23rd  day  of  July,  1929  City  of  Fort  Wayne , Indiana. 


'.¥E  HEREBY  CERTIFY, 
diana,  at  a  regular  meetin 
vote  of  all  members  elect, 
GENERAL  ORDINANCE  No.  1482 


That  the  Common  Council  of  tne  City  of  Fort  Wayne, In- 
g,  held  on  the  23rd  day  of  July,  1929,  by  a  majority 
did  pass  the  ordinance  hereunto  attached,  and  Icnown  as 


Ben.  F.  Bennett 

President. 


Leonard  H.  Ellenwo o d 
City  Clerk. 


Presented  to  the  Mayor  on  the  31  day  of  July, 1929. 


Le onard  H.  Ellenwood 
City  Clerk. 


Vfei.  C.  Geake _ 
Mayor. 


Approved  this  5th  day  of  August,  1929. 


GBMBRAL  ORDIlTAITCii]  No.  1483. 

An  Ordinance  changing  the  names  of  certain  Street  and  Avenues  in  t.ie  City 
of  Fort  Wayne,  Indiana,  as  amended  this  13th  day  of  August,  1929. 

ES  IT  ORDAINED  BY  TflE  CCIMON  COUNCIL  OP  TiEE  CITY  OF  FORT  WAYNE ,  INDIANA; 

SECTION  1.  That  the  follov/ing  descrihed  streets  and  avenues  shall  here¬ 
after  he  known  and  called  hy  the  follov/ing  names; 

1- Park  Avenue  from  Indiana  Avenue  to  Broadway  to  he  kno'.,n  as  and  called 
Savilla  Avenue. 

2- Sherman  Street  to  he  called  and  known  as  Sherman  Boulevard. 

3- Annie  Avenue  from  its  western  terminus  to  its  eastern  to  he  knovm  as 
and  called  Vance  Avenue. 

4- Car3on  Avenue  from  its  western  terminus  to  its  eastern  terminus  to  he 
known  as  and  called  Kenwood  Avenue. 

SECTION  2.  That  this  ordinance  shall  he  in  full  force  and  effect  on  and 
after  its  passage  and  approval  hy  the  Mayor  and  its  legal  publication. 

Chester  Hinton 

Done  at  the  Council  Chamher  the  13th  day  of  August, 1929,  City  of 'Port  Wayne , Indiana. 

ViE  HEREBY,  CERTIFY,  That  theiCommon^Council ,  of'  the  City^of  Port  Wayne,  In¬ 
diana,  at  a  Special  meeting,  held  on  the  13th  day  of  August,  1929,  hy  a  majority 
vote  of  all  raemhers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAi  ORDINANCE  NO.  1483. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  13th  day  of  August,  1929. 

Leonard  H.  Ellenwood 
City  Clerk. 

Wm.  C.  Geake 

Mayor. 


Approved  this  17th  day  of  August,  1929. 
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GENERAL  ORDINANCE  NO.  1484. 

An  Ordinance  ordering  the  Improvement  of  the  South  aide  of  Florence 
Avenue  from  Hencn  Street  to  Sherman  Street. 

vniSREAS,  on  the  6th  day  of  June,  1929,  the  Board  of  Puhlic  Works  of 
the  City  of  Fort  Wayne,  duly  adopted  a  resolution  deeming  it  necessary  to  im¬ 
prove  ther  soutn  side  of  Florence  Avenue  from  Hench  Street  to  Sherman  Street, 
as  fully  set  forth  in  said  resolution  so  adopted  by  the  Board  of  Public  Works 
of  said  City  of  Fort  s/ayne  as  above  referred  to;  and 

■..HEREAS,  on  the  9th  day  of  June,  1929,  a  majority  of  resident  free 
holders  from  tnat  portion  of  Florence  Avenue  on  the  south  ^ide  thereof  from 
Hench  Street  to  Sherman  Street  filed  with  said  Board  of  Public  Works  a  remons- 
tran..v-  signed  by  them  against  the  making  of  such  improvement,  THEREFORE 

BE  IT  ORDAINED  BY  THE  COLfflON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE ,  INDIANA : 

SECTION  1.  Tnat  a  necessity  exists  therefore  and  the  south  side  of 
Florence  Avenue  from  Hench  Street  to  Sherman  Street,  be  and  tne  same  is  hereby 
ordered  improved  in  accordance  with  the  resolution  above  referref  to,  adopted  by 
the  Board  of  Public  Jorks  on  the  6th  day  of  June,  1929,  and  in  accordance  with 
the  provisions  of  an  act  entitled  "An  Act  concerning  Municipal  Corporations" 
passed  at  tne  General  Assembly  at  tne  64th  Session  thereof. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after 
its  passage  and  approval  by  tne  Mayor. 

Chester  Hinton 

Done  at  tne  Council  Chamber  the  13th  day  of  August , 1929 , City  of  Fort  Wayne , Indiana. 

WE  HEREBY  CERTIFY,  That.' the  CommonlCouncil  oftthe  City  of  Fort.V/ayne, 
Indiana,  at  a  Special  meeting,  held  on  the  13tn  day  of  August,  1929,  by  a  ma¬ 
jority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
knovra  as 

GENER/J.  ORDINAIiCE  NO.  1484. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  city  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  16tn  day  of  August, 1929. 

Leonard  H.  Ellenvifood 


Approved  this  17th  day  of  August,  1929, 


City  Clerk, 


Vta.  C.  Geake 


Mayor, 


AUl-'ig 


< 
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GENERAL  ORDINANCE  NO.  1485 

An  Ordinance  fixing  the  tax  levy  for  City  purposes  for  the  year  1930. 

Section  1.  Be  it  ordained  hy  tiie  Common  Council  of  tne  City  of  Fort  Y/ayne, 
Indiana,  that  a  levy  of  sixty-six  cents' (.66)  upon  each  One  Hundred  ($100 . 00 )Dollars 
of  the  assessed  valuation  of  all  property  within  the  corporate  limits  of  said  City 
he,  and  the  same  is  herehy  made  for  the  year  1930,  same  to  "be  divided  as  follows: 


General  Appropriation  Fund 

$.473 

Sinking  Fund 

.05 

Police  Pension 

.01 

Fire  Pension 

.01 

Track  Elevation 

.  0025 

River  Improvement  &  Flood  Prevention 

.0135 

City  Plan  Commission 

.004 

Art  School 

.0025 

Aviation  Commission 

.0125 

Park  General 

.06 

Park  Playground 

.01 

Park  Tree  Preservation 

.005 

Park  Sinking  Fund 

.007 

Total 

$ .  66 

Section  2.  That  there  shall  he  collected  from  each  male  inhabitant  liable 
%3cording  to  law,  a  poll  tax  of  Two  ($2.00)  Dollars  during  said  year  of  1930. 

Section  3.  That  all  taxes  shall  he  collected  in  semi  annual  installments. 
Section  4.  That  tnis  Ordinance  shall  he  in  full  force  and  effect  from  and 
after  its  passage'  and  approval  by  the  Mayor. 


S.  Harry  Fisher. 

Done  at  tne  Council  Chamber  the  27th  day  of  August, 1929,  City  of  Fort  Wayne , Indiana. 

WE  HSREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  'Wayne,  In¬ 
diana,  at  a  regular  meeting,  held  on  the  27th  day  of  August,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1485. 

Ben.  F.  Bennett •  Leonard  H.  Ellenwo od 

President  _  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  30th  day  of  August, 1929. 

Leonard  H.  Ellenwood 
City  Clerk. 

Approved  this  30th  day  of  August,  1929. 


»/m.  C.  Geake 
Mayor. 
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GEl'IER.M  ORDIRAUCE  NO.  1486. 

An  Ordinance  creating  a  sinking  fund  for  the  gradual  extinguishment  of 
the  honded  indebtedness  of  tne  City  of  Fort  Wayne;  providing  for  tne  control 
thereof  by  a  Board  of  Commissioners,  and  providing  taat  such  Commissioners  shall 
serve  without  compensation,  as  amended  this  27tn  day  of  August, 1929. 

Section  1.  Be  it  ordained  by  tne  Common  Council  of  tne  City  of  Fort  Wayne, 
Indiana,  that  there  be  and  hereby  is  created  a  sinking  fund  for  tne  gradual  ex¬ 
tinguishment  of  tne  bonded  indebtedness  of  the  City  of  Fort  Bayne,  Indiana  in 
accordance  with  the  provisions  of  Sections  58  to  78,  both  inclusive,  of  an  Act 
of  t..e  General  Assembly  of  t  e  State  of  Indiana,  entitled,  "An  Act  Concerning 
Lunicipal  syorporations" ,  approved  Narch  6tn,1905,  Acts  of  1905,  page  219. 

Section  2.  That  said  sinking  fund  shall  be  under  tne  control  of  three 
commissioners,  to  be  known  as  tne  Board  of  Sinking  Fund  Commissioners,  of  whom 
the  Controller  of  the  City  of  Fort  V/ayne ,  shall  be,  ex-officio,  one  of  tne  Com¬ 
missioners  during  his  term  of  office,  and  the  other  commissioners  shall  be  ap¬ 
pointed  by  the  Mayor  in  accordance  with  the  provisions  of  said  Act  of  the  General 
Assembly  of  Indiana. 

oection  3.  That  said  Commissioners  shall  serve  without  compensation,  pay 
or  other  remuneration  for  their  service  and  the  Controller  of  the  City  of  Fort 
Wayne  shall  act  as  secretary  or  clerk  of  the  commission  without  additional  fee 
or  salary. 

Section  4.  Tnat  said  sinking  fund,  the  administration  thereof  and  the 
Board  of  Commissioners  herein  provided  for,  shall  be,  in  all  respects,  subject 
to,  and  governed  by,  the  provisions  of  said  Act  of  the  General  Assembly  of  tne 
State  of  Indiana,  herein  referred  to,  and  all  Acts  supplemental  to  and  in  amend¬ 
ment  thereof. 

Section  5.  That  this  ordinance  shall  be  in  full  force  and  effect  on  and 
after  its  passage  and  approval  by  t  e  Mayor. 

Ralph  Clark 

Done  at  the  Council  Chamber,  the  27th  day  of  August , 1929 , City  of  Fort  Wayne , Indiana. 

VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne , In¬ 
diana,  at  a  regular  meeting,  held  on  the  27th  day  of  August,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1486. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President  City  Clerk. 

Presented -to othe  Mayor  for  approval  on  .the  30th  day  of  August,  1929. 

Le onard  H.  Ellenwo od 
City  Clerk. 

V/m.  C.  Geake 
Mayor . 


Approved  this  30th  day  of  August,  1929. 


GEIWRAL  ORDINAl'TGE  NO.  1487. 


An  Ordinance  transferring  $500.00  from  item  No.  113,  tlie  same  being  street 
and  alley  ei^uipment  account.  To  item  163  of  tne  same  being  tne  street  sign  account, 
all  under  tne  direction  of  tne  Board  of  Public  T/orks. 

EE  IT  ORBAINEE  BY  THE  C0m'£0N  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

SECTION  1.  Tnat  tiie  sum  of  five  Hundred  dollars  ($500.00)  be  transferred 
from  item  113,  tne  same  being,  street  and  alley  equipment  account,  to  item  no. 163, 
the  same  being,  tne  street  sign  account,  all  under  tne  direction  of  the  Board  of 
Public  I'/orks. 


SECTION  2.  That  this  ordinance  be  in  fmll  force  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor,  and  its  legal  publication. 

Chester  Hinton. 


Approved  August  27th,  1929. 

A.  G.  McCoy 

Controller . 

Done  at  tne  Council  Chamber  the  10th  day  of  September,  1929, City  of  Port  Wayne , Indiana. 

V/E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Fort  'Wayne,  In¬ 
diana,  at  a  regular  meeting,  held  on  tne  10th  day  of  September,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 


GEFERAL  ORDINANCE  NO.  1487. 


Ben.  F.  Bennett 
President. 


Leonard  H.  Ellenv/ o o d 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  12th  day  of  September,  1929. 


Leonard  H.  Ellenwood 
City  CJierk. 


Wm.  C.  Geake 

Mayor . 


Approved  this  14th  day  of  September,  1929. 


GEIIERAL  ORDINAlsTCE  ITO.  1488. 


An  Ordinance  amending  Section  1  of  General  Ordinance  No.  1454,  tne  Sc.me 


being, 


an  ordinance  regulating  tne  width  of  driveways  from  streets  to  lot  lines 


and  regulating  the  lowering  and  cutting  of  curbs",  passed  February  12,  1929,  as 


amended  September  10,  1929. 


EE  IT  ORDAIFEO  BY  THE  COIffiON  GOUYCIL  OF  TiiE  CITY  OF  FORT  WAYBE  ,  INIDIABA : 
SECTION  1.  That  Section  1  of  General  Ordinance  No.  1454 


ed  be  amended  to  read  as  follows,  to  wit;  j 

SE.^TION  1.  That  no  driveway  leading  from  any  street,  to  the  lot  line 


of  any  lot  shall  exceed  forty  (40 )  feet  in  width  where  the  same  intersects  with 


a  street,  or  where  tne  same  crosses  a  sidewalk;  and  no  curbing  of  any  street 
shall  be  lowered  or  cut  to  a  greater  widtn  than  forty  (40)  feet  for  tne  purpose 


of  providing  egress  and  ingress  to  and  from  any  street  to  any  lot;  except  in 


case  of  a  corner  lot,  one  such  driveway  or  one  such  lowering  or  cutting  of  curb¬ 
ing  may  be  made  lo  reach  each  street  upon  wnich  such  lot  borders.  The  Board  of 
x-ublic  w'orxs  shall  nereafter  issue  no  permit  except  in  compliance  with  this 


ordinance . 


SECTION  ".  Tnat  tnis  ordinance  be  in  full  force  and  effect  after  its  pass 
age,  approval  by  tne  Liayor  and  its  legal  publication. 

Edw^  H.  Fisher 


Done  at  ti^e  Council  Cnamber  the  10th  day  of  September,  1929, City  of  Fort  Jayne, 


Indiana; 

HEREBY  CERTIFY  ,  That  tne  Common  Council  of  tne  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  tne  10th  day  of  September,  1929,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attacned, 
and  knov/n  as 

GENIERAL  ORDINAITCE  No.  1488. 


Ben.  F.  Bennett 

President 


Le onard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  12th  day  of  September , 1929 . 


Le  onard  H.  Ellenv/ood 
City  Clerk. 


Approved  this  14th  day  of  September,  1929. 


Wm.  C.  Geake 


Mayor. 


GENERAL  ORDINANCE  NO.  1489. 


An  Ordinance  fixing  tne  salaries  of  certain  employees  in  the  Construction 
Department  of  the  City  Light  Department  of  Fort  '.Vayne ,  Indiana. 

Be  it  ordained  "by  the  Common  Council  of  the  ^ity  of  Fort  V/ayne ,  Indiana! 

SECTION  1.  That  the  employees  in  tne  Construction  Department  of  the  City 
Light  Department  of  the  City  of  Fort  V/ayne ,  as  set  out  in  this  ordinance,  receive 
the  following  salaries  respectively: 

Wagon  Foreman  at  tne  rate  of  Ninety-five  Cents  per  hour. 

Journeyman  Lineman  at  tne  rate  of  Eighty-five  Cents  (85p')  per  hour. 

Apprentice  Lineman  at  the  rate  of  Seventy  Cents  (VOp")  per  hour. 

Chief  Troubleman  at  tne  rate  of  One  Hundred  Seventy-seven  Dollars  and  Fifty 

Cents  (#177.50)  per  month. 

Troubleman  at  the  rate  of  One  Hundred  Sixty-two  Dollars  and  Fifty  Cents 
,  (#16S.50)  per  month. 

Electrical  Repairman  at  tne  rate  of  One  Hundred  Sixty-two  Dollars  and  Fifty 
Cents  (#162.50)  per  month. 

SECTION  2.  That  this  schedule  of  wages  shall  be  effective  as  of  September 
1,  1929,  and  this  ordinance  shall  repeal  all  former  ordinances  or  parts  tnereof  in 
conflict  herewith. 


SECTION  3.  That  tnis  ordinance  shall  be  in  full  force  and  effect  on  and  af¬ 
ter  its  passage  and  approval  by  the  Mayor. 


A.  0.  Pape 

Done  at  the  Council  Chamber  the  24tn  day  of  September , 1929 ,  City  of  Fort  Wayne , In¬ 
diana. 


HEREBY  CERTIFY,  That  tne  Common  Council  of  the  City  of  Fort  Wayne,  In¬ 
diana,  at  a  regular  meeting,  held  on  the  24th  day  of  September,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  No.  1489. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  26th  day  of  September , 1929 . 

Leonard  H.  Ellenwood 
City  Clerk. 

Approved  this  26th  day  of  September,  1929. 

Wm.  C.  Geake 
Mayor. 


GENERAL  ORDINANCE  NO.  1490 


An  Ordinance  fixing  tne  compensation  of  txie  City  Board  of  Election  Com¬ 
missioners  for  the  Municipal  General  Election  of  1929. 

EE  IT  ORDAINED  BY  TRS  COlDvION  COUNCIL  OP  T:1E  CITY  OP  PORT  WAYNE  ,  INDIANA: 
SECTION  1.  That  each  of  tne  memhers  of  the  city  hoard  of  election  com¬ 
missioners  shall  he  paid  for  his  services  in  conijection  with  tne  municipal  gen¬ 
eral  election  of  1929  and  for  tne  canvassing  of  tne  vote  at  said  general  elect¬ 
ion  tne  sum  of  Six  Hundred  Dollars  (^600.00) 

SECTION  2.  That  this  ordinance  he  in  full  force  and  take  effect  on  and 
after  its  passage  and  approval  hy  tne  Mayor. 

James  A,  Ligget t 

Done  at  tne  Council  Chanher,the  24tn  dey  of  SeJ)temher ,  1929 ,  City  of  Port  Wayne, 
Indiana: 


WE  HEREBY  CERTIPY,  Tnat  the  Common  Council  of  tne  City  of  Fort  V/ayne, 
Indiana,  at  a  regular  meeting,  neld  on  tne  ;;4th  day  of  September,  1929,  hy  a 
majority  vote  of  all  memhers  elect,  did  pass  tne  ordinance  Hereunto  attached, 
and  known  as 


GENERAL  ORDINANCE  NO.  1490. 


Ben.  P.  Bennett 

President 


Leonard  H.  Ellenv/o od 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  tne  26tn  day  of  September , 1929 . 


Approved  this  26th  day  of  September , 1929 . 


Leonard  H.  Ellenwood 
City  Clerk. 


Wm.  C»  Geake 

Mayor 


GEIKRAL  ORDINANCii;  NO.  1491 


An  Ordinance  Regulating  Tra^ffic,  as  amended  OctolDer  8,  1929. 

BE  IT  ORDAIKED  BY  THE  COOION  COUHGIL  OP  THE  CITY  OP  PORT  WAYIIE  ,  IIIDIAHA; 

3BCTI0H  1.  That  on  and  after  Kovemher  1,  19^i9,  it  shall  he  unlawful  for 
any  person,  firm  or  corporation  to  operate,  or  cause  to  he  operated  any  meter 
vehicle  from  and  upon  any  intersecting  street  into  and  upon  New  Haven  Avenue 
from  the  V/est  curb  line  of  Pletcher  Avenue  to  its  Eastern  Terminus  and  upon 
Pletcher  Avenue  from  Nev;  Haven  Avenue  to  Maumee  Avenue  without  first  bringing 
such  vehicle  to  a  complete  stop,  and  shall  not,  at  any  time,  enter  said  named 
streets  from  any  intersecting  street  after  making  such  stop,  in  any  manner  as  to 
directly  or  indirectly  interfere  with  or  interrupt  the  traffic  upon  said  streets, 
and  in  no  event  when  any  vehicle  is  approaching  such  intersecting  streets  upon  said 
named  street  within  Tvrenty-five  (25)  feet  from  such  intersecting  street. 

SECTION  2.  Anyone  violating  or  failing  to  comply  v/ith  this  ordinance  shall 
he  fined  in  any  sum  not  exceeding  One  Hundred  ($100.00 )  Dollars. 

SECTION  3.  Tnat  this  ordinance  he  in  full  force  and  effect  on  and  after  its 
passage  and  approval  by  tne  Mayor  and  legal  publication. 


A.  C.  Voelker 

Done  at  the  Council  Chamber  the  8th  day  of  October , ^1929  City  of  Port , Wayne, Indiana. 

W  HEREBY  CERTIPY,  That  the  Common  Council  of  the  City  of  Port  Wayne, In¬ 
diana,  at  3.  regular  meeting,  held  on  the  6th  day  of  October,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1491 


Ben.  F.  Bennett 

President . 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  14th  day  of  October,  1929. 


Leonard  H.  Ellenwood , 
City  Clerk. 


Approved  this  14th  day  of  October,  1929. 


Wm.  C.  Geake 

Mayor . 


G-ElffilRAI,  ORDINAL GE  NO.  1492. 


An  Ordinance  amending  General  Ordinan 
Ordinance  regulating  traffic  with  semaphore  1 
ordinances  or  parts  of  ordinances  in  conflict 
alty,"  passed  September  28,  1926. 


ce  No.  1319,  the  srme  being  "An 
ights  and  signs,  repealing  all 
therewith,  and  providing  a  pen- 


BE  I?  OREAINEE  BY  TIBi  GOIXON  GOUNCIL  OF  TJIE  CITY  OP  PORT  WAYIPE  ,  INBI/dJA ; 
SECTION  1.  Tnat  General  Ordinance  No.  1319,  the  same  being  "An  Ordinance 
regulating  traffic  with  sem.aphore  lights  and  signs,  repealing  all  ordinances  or 
parts  of  ordinances  in  conflict  tnerewith,  and  providing  a  penalty,  "  be  amended 
by  adding  thereto  Section  4A.  to  read  as  follows; 

"Section  4A  .  It  shall  be  tne  duty  of  tne  Board  of  Public  Safety,  through 
Its  signal  and  police  departments,  to  maintain  and  operate  such  semaphore  fully 
and  completely  during  the  full  twenty-four  ( ^4 )  hour  period  of  each  day." 

SECTION  2.  Tnat  this  ordinance  shall  be  in  full  force  and  take  effect- 
on  after  its  passage  and  a_t.proval  by  tne  Mayor,  and  its  legal  publication. 

Chester  Hinton. 

Done  at  tne  Council  Chamber  the  8th  day  of  October , 1929 , City  of  Port  Wayne , Indiana. 

\.E  HEREBY  CERTIFY,  That  the _  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  8th  day  of  October,  1929,  by  a  ma¬ 
jority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
known  as 

GENSR/X  ORDINANCE  NO.  1492. 


Ben.  F.  Bennett 
President. 


Leonard  H.  Ellenwo o d 
City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  14th  day  of  October,  1929. 


Leonard  H.  Ellenwood 
City  Clerk. 


Approved  this  14th  day  of  October,  1929. 


\Wn.  G.  Geake 
Mayor . 


GEKERAL  CRD^EAl'ICE  NO.  1493. 


An  Ordinance  changing  and  amending  the  syrnhols  and  indications  of  a  part 
of  Section  5  of  the  map,  which  is  part  of  a  General  Ordinance  No.  1436,  tne  same 
being  "An  ordinance  establishing  a  zoning  plan  for  tne  City  of  Port  V/ayne;  to  reg¬ 
ulate  and  restrict  the  height,  area,  bulk  and  use  of  buildings;  to  regulate  and  de¬ 
termine  the  area  of  yards,  courts  and  other  open  spaces;  to  regulate  and  limit  the 
use  and  intensity  of  use  of  land;  to  classify  and  regulate  the  location  of  trades, 
callings,  industries,  commercial  enterprises  and  the  location  of  buildings  design¬ 
ed  for  specified  uses;  to  establish  building  lines;  and  for  such  purposes  to  divide 
the  City  into  districts;  to  provide  for  administration  and  for  penalties  for  tne 
violation  of  its  provisions;  authorizing  tne  creation  of  a  board  of  zoning  appeals 
and  providing  for  review  of  the  decisions  of  such  board  by  tne  court.  Tnis  ordin¬ 
ance,  and  ordinances  supplemental  or  amendatory  thereto,  snail  be  known  as  the 
Zoning  Ordinance  of  Port  Wayne,  as  amended  this  13th  day  of  November , 1928, "  pass¬ 
ed  November  13,  1928,  as  amended  October  8,  1929. 

BE  IT  ORDAINED  BY  THE  COMION  COUNCIL  OP  THE  CITY  OP  PORT  V/AYNE  ,  INDIANA; 

"SiiCTION  1.  That  tne  symbols  and  indications  on  Section  5  of  the  zoning 
map,  which  is  a  part  of  General  Ordinance  No.  1436  as  above  described,  be  changed 
from  those  of  a  ’B"  district  to  those  of  an  "E "  district  in  area  bounded  on  the 
south  by  the  first  alley  south  of  Wil'iams  street,  on  the  east  by  tne  first  alley 
west  of  Calhoun  Street,  on  tne  north  by  tne  first  alley  north  of  Williams  Street, 
and  on  the  west  by  a  line  parallel  with  Harrisonr-Street  and  one  hundred  fifty  (150) 
feet  v/est  thereof." 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  after  its  pass- 
s-ge ,  a.pproval  by  the  Mayor  and  its  legal  publication. 

Chester  Hinton. 

Done  at  the  Council  Chamber  the  8th  day  of  October , 1929 , City  of  Port  Wayne , Indiana. 

//E  HEREBY  CERTIPY,  That  the  Common  Council  of  tr,e  Citv  of  Port  Wayne,  In¬ 
diana,  at  a  regular  meeting,  held  on  the  8th  day  of  October , 19E9 ,  by  a  majority  vote 
of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1493. 

— 51; _ Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  14th  day  of  October , 1929 . 

Leonard  H.  Ellenwood 
City  Clerk* 

Approved  this  14th  day  of  October,  1929. 

Wm.  C.  Geake 
Mayor . 


GEKERAL  ORDIKANGS  NO.  1494 


An  Ordinance  ratifying  a  contract  "between  tiie  City  of  fort  Wayne  and 
iielso-Yiagner  Company,  of  Dayton,  Ohio,  for  the  furnishing  of  all  work,  materials 
apparatus,  tools  and  la"bor  in  the  construction  and  erection  of  a  complete  wiring 
installation,  including  the  performance  of  miscellaneous  and  electrical  work, 
for  tne  City  Light  and  Power  Plant. 

SECTION  1.  Whereas,  on  the  24tn  day  of  Septemher,  1929,  the  City  of 
Port  v/ayne ,  Indian  entered  into  a  certain  contract  with  the  Kelso-V/agner  Com- 
pany ,  of  Dayton,  Ohio,  for  tne  furnishing  of  all  work,  materials,  apparatus, 
tools  and  laborin  tne  construction  and  erection  of  a  complete  wiring  installa¬ 
tion,  including  the  performance  of  miscellaneous  and  electrical  v/ork,  for  the 
City  Light  and  Power  Plant,  which  ccntr8,ct  is  in  tne  following  words  and  figures, 
to-wit : 

CONTRACT 

This  agreement  made  and  entered  into  this  24th  day  of  September , 1929 , 
by  and  between  Tne  Kelso-fegner  Co.,  of  tne  County  of  Montgomery,  State  of 
Ohio,  party  of  tne  first  part,  and  tne  City  of  Fort  rfayne ,  County  of  Allen, 
and  State  of  Indiana,  by  and  through  its  Board  of  Public  \7orks ,  party  of  tne 
second  part. 

'..ITNSSSETII;  That  party  of  the  first  part  covenants  and  agrees  to  furn¬ 
ish  and  pay  for  all  work,  materials  and  apparatus,  tools  and  labor  necessary  for 
tne  construction,  delivery  and  erection,  where  specified,  of  the  work,  materials 
and  apparatus  as  covered  by  tne  specifications  on  file  witn  the  Board  of  Public 
V/orks ,  v/hich  specification  are  made  a  part  of  tne  contract  as  fully  and  effect¬ 
ually  as  if  copied  herein  at  full  length,  to-wit: 

ComJ)lete  wiring  installation  including  the  performance  of  miscellaneous 
electrical  w'ork  to  be  completed  v/ithin  75  calendar  days,  all  of  which  virork, 
material  and  apparatus  is  to  be  in  accordance  with  the  said  specifications  and 
proposal  (except  as  specifically  noted  in  this  contract),  all  of  which  speci¬ 
fications  and  proposal  are  made  a  part  of  this  contract  as  fully  and  effectu¬ 
ally  as  if  copied  herein  at  full  length,  for  and  in  consideration  of  tne  payment 
by  tne  City  of  Fort  '.Yayne ,  as  follows,  to-wit: 

Fifteen  Thousand  Eignt  Hundred  and  Tv/enty-Five  Dollars  and  no  cents 
($15,825.00)  in  accordance  with  paragraph  No.  18,  entitled  "Estimates",  of  the 
General  Specifications. 

This  Contract,  although  executed  on  behalf  of  tne  City  'by  its.  Mayor  and 
by  the  Board  of  Public  V/orks,  shall  not  be  binding  or  obligatory  upon  tne  City 
unless  and  until  it  snail  nave  first  been  ap.-roved  by  the  Common  Council  of  said 
City,  and  shoul  tne  Common  Council  of  tne  City  fail  to  approve  the  same  v/ithin 
ninety  days  after  tne  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract,  the  under- 


signed,  each  for  himself,  binds  itself,  its  successors  and  assigns 


IN  TESTIMONY  WHEREOF,  vre ,  tne  foregoing  named  parties,  hereunto  set  our 
hands  and  seal  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA. 

By.  Wm.  C.  G-eake  The  Kelso-  Wagner  Co . 

Mayor. 


Wm.  Beck  By.  M.  H.  V/agner,  V.  P.  _ 

Contractor,  party  of  tne  first  part. 

Tom  Snook 
Agatha  E.  Diek 

William  S.  O’Rourke  Appr o ve d : 

Board  of  Public  V/orks 

The  Froehlicn  &  Emery  Engineering  C o . 

Attest _ By.  G.  '.7.  Emery 

Sec  *  y. 

BE  IT  ORDAIl^ED  BY  THE  COMuON  COUNCIL  OF  THE  CITY  OF  FORT  v7AYNE  , INDIANA. 

SECTION  1.  Tnat  tne  contract  heretofore  entered  into  on  the  24th  day  of 
September,  1929,  by  tne  City  of  Fort  Wayne,  Indiana,  by  and  tnrough  its  Board  of 
Public  Works,  and  tne  Kelso-Wagner  Company,  of  Dayton,  Ohio,  for  the  furnishing 
of  all  work,  materials,  apparatus,  tools  and  labor  in  the  construction  and  erec¬ 
tion  of  a  complete  wiring  installation,  including  the  performance  of  miscellane¬ 
ous  and  electrical  work,  for  tne  City  Light  and  Power  Plant,  as  more  fully  set 
forth  in  tne  pream.ble  hereto,  be,  and  the  same  is  hereby  in  all  things  ratified. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  upon  its 
passage  and  approval  by  the  Mayor. 

Harry  F.  Zimmerman 

Done  at  tne  Council  Chamber  tne  8th  day  of  October ,  1929 ,  City  of  Fort  V/ayne ,  Indiana. 

WB  HEREBY  CERTIFY,  That  tne  Common  Council  of  tue  City  of  Fort  'Wayne,  In¬ 
diana,  at  a  regular  meeting,  held  on  the  8th  day  of  October,  1929,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovra  as 
GENERAL  ORDINANCE  NO.  1494. 


Ben.  F.  Bennett 

President 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  14th  day  of  October,  1929. 


Approved  this  14tn  day  of  October,  1929. 


Leonard  H.  Ellenwood. 
City  Clerk. 


Wia.  C.  Geake 
Mayor. 


GENERAL  ORDINANCE  NO.  1495. 


An  Ordinance  amending  General  Ordinance  #1491,  tne  same  Leing  "An  Ordi¬ 
nance  Regulating  Traffic  as  amended  October  8tn,  1929  passed  October  8,  19^9. 

_  Be  It  ordained  by  the  Common  Council  of  tne  City  of  Fort  Y/ayne,  Indiana; 

haCTION  1.  That  section  one  of  said  ordinance  be  artended  to  read  as 
follov/s;  ■  ■ 

•  'section  1.  That  on  and  after  November  1st,' 1929  it  shall  be  unlawful 
for  any  person,  firm  or  corporation  to  operate  or  cause'  to  be  operated,  any 
venicle  from  and_  upon  any  intersecting  street  into'  and  hpori  Fletcher  Avenue 
from  jviaumee  Avenue  to  rfayne  Trace,  also  into  and  upon  Wayne  Trace  from  the  V/est 
wurb  line  of  Fletcner  Avenue  to  Nev/  Haven  Avenue,  also  into  and  upon  New  Haven 
A/enue  from  Wayne  Trace  to  its  eastern  term.inus  without  first  bringing  such 
veaicle  to  a  complete  stop, and  shall  not,  at  any  time,  enter  said  named  streets 
from  any  intersecting  streets  after  making  such  s top,  in  any  manner  as  to  direct¬ 
ly  or  indirectly  interfere  with  or  interrupt  or  tne  traffic  upon  said  streets, 
and  in  no  event  when  any  vehicle  is  approacning  sucn  intersecting  streets  upon 
said  named  street  within  Twenty-five  (25)  feet  from  such  intersecting  street  . 

Section  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  af¬ 
ter  its  passage  and  approval  by  the  Mayor  and  legal  publication. 


A.  C.  Voelker 
Walter  L.  Curdes. 

Done  at  tne  Council  Chamber  the  12th  day  of  November ,  1929 ,  City  of  Fort  V/ayne ,  Indiana 

VE  HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tne  City  of  Fort  'Wayne, 
Indiana,  at  a  regular  meeting,  iield  on  tne  12th  day  of  November,  1929,  by  a 
majority  vote  of  all  members  elect,  did  pass  tne  ordinance  dereunto  attacned,  and 
kn  ovm  as 

GENERAL  ORDINANCE  NO.  1495. 


Ben.  F.  Bennett. 

President. 


Leonard  H.  Ellenwood 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  14th  day  of  November,  1929. 


Leonard  H.  Ellenwood 

City  Clerk. 


Aj^proved  this  14tn  day  of  November,  1929. 


V/m.  G.  Geake . 

Mayor . 


GEKliRAL  ORDIRAltCS  NO.  1496. 


I 


-^N  ORDINANCE  FIXING  THE  SAXARY  OF  TIE  CITY  BACTERIOLOGIST 

Be  it  enacted  By  tiie  Common  Council  oftHe  City  of  Fort  V/ayne ,  Indiana. 

SECTION  1.  Tliat  on  and  after  the  1st  day  of  December,  19A9,  tae  compensation 
to  be  paid  trie  City  Bacteridlcgist  is  hereby  fixed  and  established  ,at  the  rate  of  Twenty- 
tv/o  Hundred  and  Twenty  ($2220.00)  a  year.  .  ^ 

SECTION  2.  Tnat  all  otner  ordinances  fixing  tne  salary  of  said  City  Bacterie- 
logist  and  any  other  ordinance  in  conflict  herewith,  are  Hereby  repealed. 

SECTION  3.  Tnat  this  ordiru.nce  be  in  fu.  1  force  and  take  effect  on  and  after 
its  passage  and  approval  by  tne'  Ilayor. 


Recommended  by 
D.  R.  Benninghoff. 

Done  at  the  Council  Chambers  tne  26th  day  of  November ,  1929 ,  City^of  Fort  iVayne ,  Indiana. 

HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tne  City  of  Fort  ¥ayne , Indiana, 
at  a  regular  meeting,  Held  on  the  26tn  day  of  November,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GElEPJtl;  ORDINANCE  NO.  1496. 

^n .  F.  Bennett  ■  Leonard  H.  Ellenwood 


President . 


City  Clerk. 


Presented  to  tne  Mayor  for  approval  on  the  29th  day  of  November,  1929. 

Leonard  H.  Ellenwood 

City  Clerk. 


\Ym.  C.  Geake. 

Mayor. 


Approved  tnis  30th  day  of  November,  1929. 


GiliNERAL  ORDINANCE  NO.  1497. 


An  Ordinance  authorizing  the  Board  of  Puhlic  './orks 
real  estate  for  Street  openings  and  Highway  purposes. 


to  purchase 


certain 


BE  IT  ORBAINED  BY  THE 


COMMON  COUNCIL  OF  TilE  CITY  OF  FORT  WAYNE, 


INBIANA: 


SECTION  1. 
is  herehy  authorized 
Indiana,  to-wit: 


Tuat  the  Board  of  Puhlic  »/orks  of  tne  City  of  Fort  Wayne  he  and 
to  purcaase  the  following  described  real  estate  in  Allen  County, 


road  Rapids  and  Indiana  Rail¬ 

road  Company  ^  Operated  hy  tne  Pennsylvania  Railroad  as  a  branch  Railroad)  located  in 

in  the  Nortnwest  ^luarter  of  Section  10,  Township  30,  North,  Range  12  East  doscribed 
as  follows:  Beginning  at  a  point  on  tne  west  rignt  of  v/ay  or  property  line  of  said 
Railroad  two  hundred  forty  (240)  feet  north  of  and  at  rignt  aSgifs  tner^to  of  tie 

bi''tne'^pSii4lv-iT  Pittsburgh,  Fort  Wayne  and  Chicago  Railway ( Operated 

iirti  ri-rt  if  wii  ^  southeasterly  direction  paralleling  the 

nortn  rig,nt  of  way  line  of  the  said  Pittsburgh,  Fort  Wayne  and  Chicago  Railway  to  the 

"Y  Indiana  Hallroadt  thenirh  a 

Inh'anI  Lllro-dho  gne  . eam  figM  of  way  line  of  the  Grand  Rapids  and 

rieif  tip  point  tnat  is  tnree  hundred  tv^enty  (320)  feet  north  of  and  at 

right  angles  to  tne  nortn-rigat  of  way  line  of  the  Pittsburgh,  Fort  Wayne  and  Chicago 

?3  -0)  flPPt'^Hrt  t  "°^;thwesterly  direction  parallel  'to  and  three  Hundred  twenty 
(3<.0)  feet  distant  tnerefrom,  of  tne  said  north  rignt  of  way  line  of  the  west  right 

of  way  line  of  tne  said  Grand  Rapids  and  Indiana  Railroad;  thence  soutn  following 
said  west  rignt  of  v/ay  line  to  tne  place  of  beginning,  also  loiiowing 

A  portion  of  the  land  or-  rignt  of  v/ay  of  tne  New  York  Central  Railroad 
ompany  located  in  tne  Northwest  Q,uarter  of  Section  10,  To^raship  30  North,  Range 

Beginning  at  a  point  on  the  west  right  of  way  or  pro¬ 
perty  line  of  said  Railroad  Company  two  Hundred  forty  (240 )  feet  north  of  and  at 

north  rignt  of  v;ay  line  of  the  Pittsburgii,  Fort  V/ayne 
and  Chicago  Railway  (operated  by  the  Pennsylvania  Railroad);  tnence  in  an  easterly 

paralleling  the  North  right  of  way  line  of  the  said  Pittsburgh,  Fort  Wayne 
and  Chicago  Railway  to  tne  east  right  of  v/ay  line  of  tne  said  New  York  Central  Rail¬ 
road  v^ompany^^  thence  in  a  northerly  direction  following  the  said  east  right  of  way 
line  of  the  xiew  York  Central  Railroad  Company  to  a  point  tnree  hundred  tvrenty  (320) 
fee^  north  of  and  at  right  angles  to  the  nortn  right  of  way  line  of  tne  said  Pitts- 
DUign,  Fort  Wayne  and  Chicago  Railway;  tnence  in  a  northwesterly  direction  parallel 
hundred  and  tv/enty  (320)  feet  distant  tnerefrom,  of  the  said  north 
line  of  tne  Pittsburgh,  Fort  Wayne  and  Chitiago  Railt/ay  to  tne  west 
line  of  tne  said  New  York  Central  Railroad  Company’s  right  of  way  line; 
folloTriTing  said  west  rigi^t  of  way  line  to  tne  place  of  beginning,  also; 


to  and  tnree 
rignt  of  way 
rignt  of  way 
thence  soutn 


^  ^  portion  of  that  part  of  the  northwest  quarter  of  tne  Northwest  '-Quarter  of 

oection  10,  lov/nship  30  North,  Range  12  East,  located  south  of  tne  north  line  of 
Sciid  Section  10,  lov/nship  30  North,  Range  12  East;  West  of  tn&  west  rights  of  way 
^ines  of  tne  Grand  Rapids  and  Indiana  Railroad  and  tne  New  York  Central  Railroad; 
North  of  ti^e  north  right  of  way  line  of  the  Pittsburgh,  Fort  Wayne  and  Chicago  Rail-u 
way  and  east  of  a  line  tnat  is  one  hundred  eighty-nine  (189)  feet  east  of  tne  west 
line  of  said  Secoion  10,  Tovmship  30  North,  Range  12  East.  Tnat  portion  of  tne  above 
described  tract  of  land  to  be  condemned  for  street  purposes  is  described  as  follov/s; 
<^ommencing  at  a  point  one  hundred  wighty-nine  (189)  feet  east  of  and  at  rignt  angles 
to  tne  west  line  of  said  Section  10,  Township  30  North,  Range  12  East  and  two  hund¬ 
red  forty  (240 )  feet  north  of  and  at  right  angles  to  the  north  line  of  tne  rignt  of 
way  of  tne  Pittsourgh,  Fort  Wayne  and  Chicago  Radlway;  tnence  in  a  southea.sterly 
direction  paralleling  tne  north  rignt  of  way  line  of  tne  said  Pittsburgh,  Fort 
Wayne  and  Chicago  Railway  to  tne  v/est  rignt  of  way  line  of  tne  New  York  Central 
Railroad;  tnence  nortn  following  tne  said  west  rignt  of  way  line  to  a  point  three 
hundred  twenty  (320)  feet  nortn  of  and  at  rignt  angles  to  the  north  rignt  of  v/ay 
line  of  the  said  -ittsburgn.  Fort  Wayne  and  Chicago  Railway;  tnence  in  a  northwest¬ 
erly  direction  parallel  to  and  three  hundred  tv/enty  (320)  feet  distant  tnerefrom, 
of  tne  said  north  rignt  of  way  line  to  a  point  that  is  one  hundred  eighty-nine  (169 ) 
feet  east  of  tne  west  line  of  said  Section  10,  Township  30  North,  Range  12  East; 
thence  soutn  on  said  line  to  the  place  of  beginning,  also; 


Beginning  at  a  point  on  the  v/est  line  of  Section  10,  Township  30  North, 
Range  12  East,  tnat  is  two  hundred  forty  (240 )  feet  North  of  and  at  rignt  angles 
to  tne  nortn  line  of  tne  right  of  way  of  tne  Pittsburgh,  Fort  Wayne  and  Chicago 
Railway;  tnence  in  a  southeasterly  direction  paralleling  the  north  right  of  way  of 
said  railway  to  a  point  tnat  is  one  hundred  eighty-nine  (169)  feet  east  of  and  at 
right  angles  to  tne  said  west  line  of  said  Section  10,  Tov/nship  30  North,  Range  12 
East;  thence  north  following  said  line  that  is  one  hundred  eighty-nine  (189)feet 
east  of  the  west  line  of  said  Section  10,  Township  30  North,  Range  12  East  to  a  point 
that  is  three  hundred  twenty  (320)  feet  north  of  and  at  right  angles  to  tne  north 
rignt  of  way  line  of  said  Pittsburgh,  Fort  Wayne  and  Chicago  Railv/ay;  thence  in  a 
northwesterly  direction  parallel  to  and  three  hundred  twenty  (320)  feet  distant 
therefrom,  of  the  said  north  right  of  way  line  to  tiie  west  line  of  Section  10, 
Tov/nship  30  North,  Range  12  East;  thence  soutn  on  said  west  section  line  to  trie  place 
pf  beginning,  also; 


quarter 

ginning 


That  part  of  Lot  Number  46  V/ichman's  Addition  located  in  the  Northeast 
of  Section  9,  Township  30  North,  Range  12  East,  described  as  follov/s:  Be¬ 
at  a  point  on  tne  north  line  of  said  Lot  Number  49  Wichman's  Addition  six 


and  four  tenths  (6.4)  feet  v/est  of  the  northeast  corner  taerefif;  tnence  easterly  on 
tne  north  line  of  said  lot  six  and  four  tentns  (6.4)  feet;  tnence  southerly  on  tne 
easterly  line  of  said  Lot  Nuinher  46  eleven  and  three  tentns  (ll.3)  feet;  tnence 
in  a  northwesterly  direction  to  tne  place  of  beginning,  also; 

A  part  of  tne  following  tract  of  land  in  tne  East  naif  of  tne  Eoutneast 
Quarter  of  Section  26,  Township  31  Lorth  Range  12  East,  in  Allen  County,  Indiana,  in 
tile  City  of  Fort  Wayne,  described  as  follows: 

Commencing  at  a  point  in  tne  center  line  of  tne  Lima  Plank  Road  eleven  and 
seventy-seven  hundredtns  (11.77)  chains  North  and  one  and  seven  nundredtns  (l.07) 
chains  east  of  the  Southwest  corner  of  tne  East  Half  of  tne  Soutneast  Quarter  of 
Section  26,  Township  31  North,  Range  12  East  aforess.id;  tnence  East  and  parallel  with 
the  South  line  of  said  section  a  distance  of  eight  and  fifty-five  nundredtns  (8.55) 
chains;  thence  South  five  and  se venty-e ignt  hundredths  (5.78)  cnains;  tnence  west 
five  and  twenty-nine  nundredths  (5.29)  chains^  to  tne  center  line  . of  said  Lima  Plank 
Road;  thence  north  thirty  (30)  degrees  West  along  the  center  line  of  said  Lima  Plank 
Road,  six  and  sixty-four  nundredths  (6.64)  cnains  to  tne  place  of  beginning,  all  as 
recorded  in  Deed  Record  95,  page  194,  of  the  Deed  Records  of  Allen  County,  more 
particularly  described  as  fbllows,  to-wit: 

Commencing  at  the  Northwest  corner  of  the  afore  described  tract  of  land, 
thence  East  on  the  North  line  thereof  a  distance  of  tnree  hundred  and  fifty-nine 
and  fifty-three  hundredths  (359.53)  feet  to  tne  place  of  beginning,  said  point  be¬ 
ing  thirty-three  (33)  feet  from  and  at  right  angles  therejto  txie  center  line  of  State 
Road  27  as  relocated  North  of  said  tract  of  land;  thence  Soutnwe sterly  tnree  liundred 
and  eighty-four  and  eighty-three  hundredths  (384.83)  feet  to  tne  south  line  of  said 
tract  of  land;  tnence  v/est  sixty-six  and  one  tenth  (66.1)  feet  along  tne  said  south 
line;  thence  north  thirty  (30 )  degrees  West  one  hundred  and  fifty-five  and  tnirty- 
five  hundredths  (155.35)  feet;  tnence  East  ninety-tv/o  and  ninety-four  nundredtns 
(92.94)  feet;  tnence  Northeasterly  two  hundred  and  forty-eight  and  nine  nundredtns 
(248.09)  feet  to  a  point  in  tne  North  line  of  said  tract,  said  point  being  sixty- 
six  and  fifty-seven  nundredtns  (66.57)  feet  v/est  of  tne  place  of  beginning;  tnence 
^ast  Sixty-six  and  fifty-seven  (66.57)  hundredtns  feet  to  tne  place  of  beginning  ex¬ 
cepting  tnerefrom  a  strip  of  land  heretofore  opened  over  and  across  said  tract  and 
knov/n  as  Penn  Avenue,  also; 

Commencing  at  tne  NorthS^est  corner  of  Lot  A  Penn  Place  Addition  to  tne  City 
of  Fort  V/ayne ,  Indiana;  located  in  tne  east  naif  of.  tne  Soutneast  Quarter  of  Section 
26,  Townsnip  31,  North, Range  12  East;  tnence  East  along  tne  Nortn  line  of  said  Lot  A 
a  distance  of  Sixty-six  and  one  tenth  (66.1 )  feet;  tnence  in  a  soutnvresterly  direction 
to  a  point  on  the  south  line  of  said  Lot  A,  twenty-four  and  two  tenths  (24.2)  feet 
Ea.st  of  tne  Southwest  corner  of  said  Lot;  thence  west  along  the  soutn  line  of  said 
Lot  A,  twenty-four  and  two  tenths  (,i4.2)  feet  to  tne  West  line  of  said  Lot  A;  tnence 
in  a  northwesterly  direction  following  the  v/est  line  of  said  Lot  A  to  tne  place  of 
beginning. 


For  the  purpose  of  opening  and  establishing  Washington  Drive  and  the  open¬ 
ing  and  establishing  of  Nortn  Clinton  Street  to  connect  up  with  State  Road  No.  27, 
and  tnat  the  purchase  price  of  said  parcels  of  land  be  paid  out  of  tne  money  nereto- 
fore  appropriated  for  street  opening  and  v^ridening  under  Appropriation  Ordinance  No. 

1024,  passed  by  tne  Common  Council  on  September  10,  1929. 

» 

SECTION  II.  Tnat  this  ordinance  be  in  full  force  3-nd  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


Herman  F.  Gerdom. 

Doen  at  the  Council  Chambers  tne  26th  day  of  November,  1929, City  of  Fort  Y/ayne ,  Indiana. 

WE  HERnBY  CERTIFY,  That  tne  Common  Council  of  tne  City  of  Fort  Y/ayne ,  Indiana, 
at  a  regular  meeting,  neld  on  tiie  26tn  day  of  November,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  149  7. 

Ben.  F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  29th  day  of  November , 1929 • 

Leonard  H.  Ellenwood . 

City  Clerk.. 

Approved  this  30th  day  of  November,  1929. 

Wm.  G.  Qeake . 

Mayor. 
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general  ordinance  no.  1498. 

An  Ordinance  prohibiting  parking  within  Fifteen  (15)  feet  of  a  sign 
designating  a  tnrough  or  stop  street. 

BE  OT  ORDAIlDilD  BY  THE  COiarON  COUNCIL  OP  THE  CITY  OP  FORT  V/AYITE  ,  INDIAN  A: 

SECTION  1.  Tnat  is  shall  be  unlawful  for  any  person  to  park  any  venicle, 
or  to  stop  such  vehicle  or  allow  or  permit  tne  some  to  be  stopped  or  remain  stand¬ 
ing  in  and  upon  any  street  or  public  Highway  in  tue  city  of  Port  V/ayne  within 
fifteen  (l5)  feet  of  any  sign  erected  along  or  near  tne  curb  of  such  street  or  public 
nignway  for  the  purpose  of  designating  a  through  or  stop  street. 

biiCTION  II.  Any  one  violating  any  of  the  provisions  of  tnis  ordinance 
shaxl  be  fined  in  any  sum  not  to  exceeed  One  Hundred  (^lOCT.OO)  Dollars. 

SECTION  III.  That  this  ordinance  shall  be  in  full  force  and  effect  on  and 
after  its  passage,  approval  by  the  Nayor  and  its  legal  publication. 

A.  0.  Pape 

Done  at  tne  Council  Chair.bers  the  26th  day  of  November ,  1929 ,  City  of  Port  Vayne ,  Indiana. 

"E  HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tne  City  of  Port  V/ayne ,  Indiana, 
at  a  regular  meeting.  Held  on  the  26th  day  of  November , 1929 ,  by  a  majority  vote  of  all 
mem.bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GiiNERAL  ORDINANCE  NO.  1498 

Epn.  F.  Bennett  Leonard  II.  Ellenwood 

President  City  Clerk. 

Presented  to  the  Llayor  for  approval  on  the  29tn  day  of  November ,  1929 . 

Leonard  H.  Ellenv/ood 


City  Clerk. 


Approved  this  30th  day  of  November , 1929 . 


.ym.  G.  Geake 
Mayor . 


GENERAL  ORDINANCE  NO.  1499 


An  Ordinance  regulating  within  trie  City  of  Fort  V/ayne  trie  Reporting  of  Lost, 
Strayed,  Diseased,  Abused,  Neglected  or  Injured  Domestic  Animals  and  defining  by  whom 
the  same  may  be  destroyed. 

1.  ES  IT  ORDAINED  BY  THE  COIDilON  COUNCIL  OF  THE  CITY  OF  FORT  ¥AYNE  ,  INDIANA, 
That  all  reports  of  lost,  strayed,  diseased,  abused,  neglected  or  injured  domestic 
animals  which  may  require  the  attention  of  trie  Humane  Society  of  trie  City  of  Fort 
Uayne ,  shall  be  made  directly  to  tne  Office  of  the  Fort  V/ayne  Humane  Society. 

2.  No  erson,  xcept  a  licensed  Veterina.ry  Surgeon  or  an  officer  of  the 
Fort  V/ayne  Humane  Society,  sriall  destroy  any  such  lost,  strayed,  diseased,  abused, 
neglected  or  injured  domestic  animal  by  shooting  txie  same,  except  in  the  case  of 
immediate  self  protection;  provided,  hovrever,  tnat  tnis  section  snail  not  prevent 
a  police  officer  or  fireman  of  trie  City  of  Fort  »Vayne  from  destroying  sucn  animals 
in  an  extreme  emergency,  or  to  prevent  undue  suffering;  and  provided  further,  tnat 
all  reports  relative  to  such  animals  mentioned  in  Section  1  of  tnis  ordinance  when 
made  to  any  police  officer  of  tne  City  of  Fort  V/ayne  shall  be  reported  immediately 
by  such  officer  to  tne  Humane  Officer  of  said  Society  or  his  representative. 

3.  Any  person  violating  any  of  the  provisions  of  Section  2  of  tnis  ordi¬ 
nance  shall  upon  conviction  be  fined  in  any  sum  not  exceeding  ^10.00. 

4.  This  Ordinance  shall  be  in  full  force  and  effect  after  its  passage  and 
approval  by  the  Ilayor  and  its  legal  publication. 


A.  0.  Pa'pe 

Done  at  tne  Council  Chamber  the  26th  day  of  November,  1929,  City  of  Fort  V/ayne ,  Indiana. 

V/E  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tne  City  of  Fort  Wayne ,  Indiana, 
at  a  regular  meeting,  neld  on  tne  26tn  day  of  November , 1929 ,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO. 1499. 

Ben.__F.  Bennett  Leonard  H.  Ellenwood 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29tn  day  of  November , 1929 . 

Le onard  H.  Ellenwo od 
City  Clerk. 

Aioproved  tnis  30th  day  of  November,  1929. 

'ihn. _ C.  Geake 

Mayor. 


GE^KllAL  ORDIKAECE  No.  1500 
TETOED 
by 

Mayor . 


An  Ordinance  forbidding  the  hawking,  speiling, 
and  objecting  advocating  of  wares. 


crying  or  otherv/ise  noisily 


GI!]Kji;RAL  OHDIRAiJGR  NO.  1501. 


An  Ordinance  req.uiring  tne  Nev/  York,  Chicago  and  St.  Louis  Railv/ay  Coinpany 
to  maintain  safety  signals  at  tne  Glasgov/^  Avenue  crossing. 

m  IE  ORNAliOiiD  BY  TRE  COIv'llON  COUNGIl.  OP  Tiiiil  CITY  OP  PORT  V/AYIM  ,  INDIAliA. 
SECTION  I.  That  t;xe  New  York,  '^hicago  and  St.  Louis  Railway  Company  he  and 
the  same  is  hereby  required  to  erect  and  maintain  flashing  electric  light  signals  on 
each  side  of  its  tracks  where  the  same  cross  Glasgow  Avenue  in  the  City  of  Fort  V/ayne, 
dur:'ng  the  entire  twenty-four  (S4)  hour  period  of  each  day. 

SECTION  II.  Upon  the  failure  of  said  company  to  erect  and  maintain  the  pro¬ 
tection  as  set  out  in  section  one  of  this  ordinance,  said  company  shall  be  fined  not 
less  than  Ten  ($10.00)  Dollars  and  not  more  than  Twenty-five  ($25.00)  dollars,  and 
ea.cn  day  shall  constitute  a  separate  offense. 

SECTION  III.  This  ordinance  shall  he  in  full  force  and  effect  on  after  its 
passage  and  approval  by  the  Mayor,  and  its  legal  publication;  and  all  ordinances  or 
parts  of  ordinances  in  conflict  herev/ith  are  hereby  repealed. 


S.  Harry  Fisher 

■^one  at  the  Council  Chamber  the  10th  day  of  December,  1929,  City  of  Port  v/ayne,  Indiana 
¥E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Port  ¥ayne ,  Indiana 
at  a  regular  meeting,  held  on  the  10th  day  of  December,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovm  as 
GENERA!,  ORDINANCE  NO.  1501. 


Ben.  P.  Bennett _ 

President  Leonard  H.  Ellenv^ood 

City  Clerk. 


Presented  to  the  Mayor  for  ajjproval  on  the  12th  day  of  December,  1929. 

Leonard  H.  Ellenwood _ 

City  Clerk. 

Approved  this  16th  day  of  December,  1929. 

¥m.  C.  Geake _ _ 

Mayor . 


GEIJERAI.  ORDINAl\^Ci]  NO.  1502. 


VETOED 

■by 

Mayor . 


-n-n  Ordinance  fi.xing  trie  salaries  of  certain  employees  in  the  Ei 
dice  Departments  of  tne  City  of  Fort  ./ayne. 


re  and 


GEIKRAI  ORLIimiCE  NO.  1503. 


An  Ordinance  approving  a  contract  betv/een  the  Indiana  Service  Corporation 
and  the  City  of  Port  V/ayne  by  and  through  its  Board  of  Public  i/orks  for  the  cons¬ 
truction,  maintenance,  operation  and  use  of  a  standard  street  railway  track  over  and 
along  South  '.7ayne  Avenue  in  said  City  of  Port  Wayne  from  tne  South  line  of  Llaxine 
-Drive  to  tne  North  line  of  Pettit  Avenue  in  said  City. 

'WHEREAS  heretofore  on  tne  26th  d8.y  of  November,  1929  tne  City  of  Port  Wayne, 
by  and  through  its  Board  of  Public  Works  entered  into  a  contract  v/ith  tne  Indiana 
Service  Corporation  for  the  construction,  maintenance,  operation  and  use  of  a  standard 
street  railway  track  over  and  along  South  Wayne  Avenue  in  said  City  of  Port  V/ayne  from 
the  south  line  of  Maxine  Drive  to  the  North  line  of  Pettit  Avenue  in  said  City,  vmich 
contract  is  in  the  following  words,  to-T/it: 

WHEREAS,  Indiana  Service  Corporation  is  now  the  owner  of  and  engaged  in 
operating  a  system  of  street  railv/ays  in  the  City  of  Port  Wayne,  Indiana,  for  the  pur¬ 
pose  of  furnishing  transportation  to  the  inhabitants  of  said  City,  and  is  desirous  of 
constructing,  mainta.ining,  operating  and  using  additional  street  railway  tracks,  to¬ 
gether  with  all  necessary  appliances  and  appurtena.nces  thereto,  e.s  a  part  of  its  said 
street  railv/ay  system  in  order  to  provide  adecpuate  service  and  facilities  to  its 
patrons  and  for  the  conduct  of  its  business  and  for  the  public  convenience,  interest 
a.nd  safety  by  the  Sonstructi on ,  operation,  mainterjance  and  use  of  a  standard  street 
railwa^y  trach  over  and  along  South  Wayne  Avenue  in  said  City  of  Fort  Wayne  from  the 
south  line  of  Maxine  Drive  to  the  north  line  of  Pettit  Avenue  in  said  City,  and  the 
necessary  sv/itches  and  connecting  tracks,  to  connect  with  the  existing  street  rail¬ 
way  system  at  street  intersections  located  a-long  said  route,  as  more  specifically 
hereinafter  set  forth,  and  in  accordance  with  the  plans  and  specifications  therefor 
on  file  with  tne  Board  of  Public  V/orks  of  said  City, 

NOW,  THEREFORE ,,  THIS  AGREErENT ,  inade  and  entered  into  this  26 tn  day  of 
November,  1929  by  and  between  the  City  of  Fort  Wayne,  Indiana,'  hereinafter  called  the 
"City"  by  and  through  its  Board  of  Public  Works,  and  India,na  Service  Corpora,ticn ,  a 
corporation  organized  and  existing  under  the  laws  of  the  Sta-te  of  Indiana,  Hereinafter 
called  the  "Company,” 

WITNESSETH; 

THAT:  For  and  in  consideration  of  tne  several  and  mutual  covenants  herein 
contained  it  is  hereby  agreed  by  and  betv/een  said  parties  as  follows: 

1.  The  City,  by  and  through  its  Board  of  Public  Works,  under  and  by  virtue 
of  the  power  and  authority  granted  by  ^aw  to  said  Board,  does  hereby  give  and  grant  to 
the  Company,  its  successors  and  assigns,  subject  to  the  conditions  hereinafter  express¬ 
ed,  permission  and  authority  from  and  after  the  approval 'of  this  contract  by  the  Gommion 
Council  of  said  City  by  ordinance,  to  construct,  maintain,  use,  replace,  renew,  repair 
and  operate,  a  standard  street  railway  system  on  and  along  the  fol.l  owing  streets  in  the 

City  of  Pprt  Wayne, Allen  County,  Indiana: 


The  right  to  construct,  maintain,  renew,  replace,  repair,  use  and  operate 
a  standard  double  trade  street  railway  over,  on  and  along  South  V/ayne  Avenue  from  tn 
the  soutn  line  of  Maxine  Drive  to  tne  north  line  of  Pettit  Avenue,  together  with 
the  necessary  and  suitable  double  track  turnouts  and  switches,  properly  to  connect 
said  double  track  street  railway  system  with  tiie  existing  street  railway  system  of 
the  Company,  togetner  with  tbe  necessary  passing  tracks  and  switenes,  and  together 
with  all  necessary  poles,  wires,  anchors,  guy  wires  and  appurtenances  appertaining 
thereto  and  necessary  for  the  proper  construction,  maintenance,  repair,  replacem.ent , 
renewal,  use  and  operation  of  said  street  railway. 

ihe  permission  and  authority  Hereby  granted  are  upon  tne  follov/ing 
terms  and  conditions,  v/hicn  terms  and  conditions  the  Company  hereby  expressly  coven- 
and  a^^rees  for  itself,  its  successors  and  assigns,  to  fully  carry  out  and  per- 

f  orm. : 

A.  Tne  Worn  of  constructing  said  street  railv/ay  system  and  otHer  fixtures 
and  appliances  shall  be  done  and  performed  in  accordance  with  said  specifications 
so  filed  with  tne  Board  of  Public  V/orks ,  and  to  tne  satisfaction  of  said  Board. 

B.  Tne  construction  of  said  tracks  snail  be  carried  on  so  that  cross 
streets  shall  be  open  at  all  times  for  vehicular  traffic. 

C.  The  'company,  its  successors  and  assigns,  hereby  expressly  agrees  to 
and  snail  forever  indemnify  and  save  harmless  the  said  City  against  and  from  all 
damages,  judgments,  decrees,  costs  and  expenses  v/hich  the  City  may  suffer,  or  which 
may  be  recovered  or  obtained  against  it  by  reason  of  or  growing  out  of  or  resulting 
in  any  v;ay  from  the  execution  of  this  contract,  the  passage  of  tne  ordinance  rati- 
fying  tne  same,  or  tne  constructing,  m.aintaining  or  operation  of  tne  system  of  street 
railvmy  Herein  provided  for,  or  tne  exercise  by  the  Company,  its  servants  or  agents, 
0^  the  rignts,  privileges,  limitations,  conditions  and  the  agreements,  stipulations 
or  requirements  Herein  contained,  and  agrees  to  pay  said  City  any  such  damages , judg¬ 
ments,  decrees,  costs,  and  expenses  which  it  may  hereby  or  tnereby  suffer,  and  in 
any  suit  brought  by  the  City  for  recovery  of  any  such  damages,  costs  or  expenses  it 
shall  be  entitled  to  recover  in  addition  thereto  reasonable  attorney  fees. 

D.  The  Company  agrees  to  complete  the  construction  of  said  system  of 
street  railv/ay  on  or  before  the  31st  day  of  December,  1931.  All  of  said  tracks  and 
tne  necessary  curves  shall  be  laid  under  tne  supervision  of  and  on  lines  designated 
by  and  v/itn  tne  ap.roval  of  the  City- Engineer  of  -  said  City. 

E.  ine  Company  a,grees  that,  except  between  tne  south  line  of  Pasadena 
Drive  and  tne  north  line  of  Pettit  Avenue,  it  v/ill  cause  to  be  paved  that  portion 
of  said  South  V/ayne  Avenue  between  Maxine  Drive  and  Pettit .  Avenue  between  the, outer 
ra.ils  of  sa.id  tra.cks  and  for  a  space  of  tv/elve  (iP)  inches  on  the  outside  of  said 
cuter  rails  with  vitrified  paving  brick  on  a  concrete  foundation,  in  all  tnings 
under  a.nd  in  accorda,nce  with  specifications  to  be  approved  by  said  Board  of  Public 
xorks  and  to  be  acceptable  to  said  Board  in  all  cases  where  the  rem.ainder  of  said 
streets  are  now  paved,  and  hereafter  to  maintain  and  repair  said  portion  of  said 
street  pavement  in  the  manner  of  and  at  such  times  assaid  Board  m.ay  require  and 
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said.  Company  further  agrees  to  repave  said  portion  of  said  street  v/hen  and  as  often 
as  the  remaining  portions  of  said  street  are  paved  by  said  City,  provided,  hov/ever, 
that  said  Company  shall  not  be  roipuired  to  repave  or  maintain  said  portion  of  said 
streets  v.dth  any  more  expensive  material  than  the  remaining  portions  are  or  may  here 
after  be  paved  with. 

F.  It  is  agreed  that  the  Company  shall  not  be  re\iuired  to  pave  its  said 
tracks  in  the  manner  hereinbefore  provided  in  Cectiorj  iJ .  betv/een  the  south  line  of 
Pasadena  Drive  and  the  north  line  of  Pettit  Avenue  and  tuat  between  said  two  points 
said  track  is  to  be  located  in  the  center  of  the  central  boulevard  strip  specially 
platted  for  tnat  purpose  and  is  to  be  unpaved  except  at  the  intersections  of  said 
oouth  vv'ayne  Avenue  with  Sherwood  Terrance  and  llaple  Grove  Avenue,  at  which  inter¬ 
sections  it  shall  be  paved  in  the  manner  hereinbefore  provided  in  Section  E. 

G.  Said  Company  snail  keep  said  track  in  good  condition  at  all  times  so 
that  vehicles  may  easily  and  freely  at  all  times  cross  said  tracks  at  all  points  in 
any  direction  without  unreasonable  interference  or  obstruction  exceot  within  the 
park  strip  above  specified. 

H.  The  Company  in  the  enjoyment  of  its  rights  hereunder  shall  in  all  things 
be  governed  and  controlled  by  all  of  the  limitations,  conditions,  agreements,  stipu¬ 
lations  and  requirements  and  have  the  same  rights,  privileges  and  duties  as  are  con¬ 
tained  in  an  ordinance  of  said  City  of  Fort  #ayne  granting  a  franchise  to  the  Fort 

V/ayne  Traction  Company  September  2,  1902,  except  as  modified  by  existing  or  future  laws 
and  all  laws  amendatory  thereof  and  supplemental  thereto,  and  except  as  to  rates  to  be 
charged  for  its  services  and  except  that  tne  time  of  expiration  of  the  grant  of  rights 
herein  granted  she.ll  be  the  same  as  the  expiration  of  the  franchise  granted  said  Fort 
V/ayne  Traction  Company  on  September  2,  1902  as  said  time  may  be  now  modified  by  the 
Act  of  the  General  Assembly  of  the  State  of  Indiana  knov/n  as  the  Shively-Spencer 
Utility  Commission  Act  passed  at  its  session  in  1913  and  contained  in  the  Acts  of  the 
General  Assembly  of  Indiana  for  the  year  1913  on  page  167  and  all  acts  amendatory  there¬ 
of  and  supplemental  thereto  and  which  limitations,  agreements,  conditions,  stipulations 
and  requirements  of  said  ordinance  shall  be  exercised,  kept  and  performed  by  the  Com¬ 
pany,  its  successors  and  assigns  in  so  far  as  the  same  do  not  so  conflict  and  are  not 
so  modified  as  aforesa.id. 

I.  If  said  Shively-Spencer  Utility  Commission  Act  should  be  repealed  or  an¬ 
nulled  either  by  such  General  Assembly  or  by  court  action,  the  Company  in  the  enjoyment 
of  its  rights  hereunto  shall  in  all  things  be  governed  and  controlled  by  the  conditions, 
agreements,  stipulations  and  reiquirements  of,  and  have  the  same  rights,  privileges  and 
duties  as  are  contained  in  said  ordinance  referred  to  in  paragraph  ''ll"  hereof,  except 
as  to  rates  to  be  charged  for  its  service,  and  except  tnat  the  time  of  expiration  of 
grant  of  the  rights  herein  granted  shall  be  the  same  as  the  expiration  of  said  franchise 
granted  dated  Ceptember  2,1902,  as  said  time  may  be  now  modified  by  said  Shively-Spencer 
Utility  Commission  Act  and  all  acts  amendatory  thereof  and  supplemental  thereto.  As  to 

the  part  of  the  system  herein  provided  bate  or  rates  for  services  shall  at  all  times 


te  the  sane  as  tne  rates  charged  for  service  of  the  remaining  portion  of  its 
system  generally,  and  tne  same  agreements,  stipulations  and  re^Luirements  in  said 
ordinance,  except  as  to  rates  and  expiration  of  grant  as  above  provided,  snail  be 
kept  and  performed  by  said  Company,  its  successors  and  assigns. 

IL  y/ITNESS  v/Hl]REOP,  tne  parties  have  hereunto  set  their  hands  and  seals 
the  day  and  year  first  above  v/ritten. 


( SEAL ) 


ATThST: 


HbDIAUA  SERVICE  GORPORATIOIT 
By  Robert  M.  Feu^st^el  _  _ 
Preside'nt . 


Bred  H.  Sdhmidt 


Secretary, 


BO/iRB  OF  PUBLIC  WORKS  OP  THE 
CITY  OP  PORT  V/AYllE, 

B  y  Wm .  Be  c  k _ 

Tom  Snook 


ATTEST ; 


W i  1 1  i  am  S .  _0_'Rourke  . 


Agatha  E.  Diek _ 

Secretary. 


EE  IT  ORBAIHED  BY  THE  COlllCK  COUNCIL  OF  TIE  CITY  OP  PORT  WAYNE,  INDIANA: 

SECTION  I.  That  tne  contract  heretofore  entered  into  by  and  between  ti^e 
City  of  Port  V/ayne  by  and  tnrough  its  Board  of  Public  V/orks  and  the  Indiana  Ser¬ 
vice  Corporation  providing  for  tne  construction,  maintenance,  operation  and  use  of 
a  standard  street  railv/ay  track  over  and  along  South  V/ayne  Avenue  in  said  City  of 
Fort  ./ayne,  from  the  south  line  of  Maxine  Drive  to  tne  nortn  line  of  Pettite  Avenue 
in  said  City  as  fully  set  forth  in  tne  preamble  hereto, be  and  ti^e  same  is  hereby  in 
all  thing  ratified  and  approved. 

SECilON  II.  ihat  tnis  ordinance  be  in  full  force  and  effect  on  and  after 
its  passage  and  apj^^roval  by  the  Mayor. 

Chester  Hinton 

Done  at  tne  Council  Chamber  the  10th  day  of  December , 1929 ,  City  of  Fort  ^ayne , Indiana . 

WE  HEREBY  CERTIFY,  Tnat  tne  Common  Council  of  tne  City  of  Fort  Y/ayne ,  Indiana , 
at  a  regular  meeting,  neld  on  the  lOtn  day  of  December,  1929,  by  a  majority  vote  of 
all  members  elect,  did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ClRDINAlCCE  No.  1503. 

- Z.r.  BennejN^ _  ^onard  II.  Ellenv/ood 

President.  '  city  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  12  day  of  December,  1929. 

Leonard  H.  Bllenwood 

City  Clerk, 


Approved  this  16th  day  of  December,  1929. 


Wm.  C.  Geake 


Mayor, 


GiiJlISRAL  ORDIlxAlICii  NO.  1504. 


An  Ordinance  fixing  the  salaries  and  wages  of  certain  officers  and  employees  in 
the  fire,  Police  and  Signal  Departments  of  tne  City  of  Port  ./ayne ,  as  amended  tnis 
17th  day  of  Decemher,  1929. 

BP  IT  ORDAIBPD  BY  THE  GOI.liOH  COUNCIL  OP  TIL:;  CITY  OP  FORT  'YAYi:E',  INDIANA: 

SECTION  I  That  the  following  officers  and  employees  of  the  Department  of  Idiblic 
Safety  in  the  xolice,  Fire  and  Signal  Departments  snail  receive  the  following  salaries 
and  wages  respectively  from  and  after  the  1st  day  of  January,  1930: 

The  Chief  of  the  Police  Department  shall  receive  a  salary  at  the  rate  of  Three 
Hundred  ($300.00)  dollars  per  month. 

The  Chief  of  the  Fire  Department  shall  receive  a. salary  at  the  late  of  Three 
Hundred  ($300.00)  Dollars  per  month. 

The  Assistamt  Cnief  of  the  Fire  Department  shall  receive  a.  salary  at  the  rate  of 
Two  hui  dred  fifty  ($250.00)  Dolla^rs  per  month. 

The  Superintendent  of  the  Fire  and  Police  Signal  Department  shall  receive  a  salary 
at  the  rate  of  Tv^o  Hundred  Fifty  ($250.00)  Dollars  per  month. 

The  Battalion  Chiefs  of  the  Fire  Department  shall  each  receive  a  salacy  at  the  rate 
of  Two  Hundred  Fifteen  ($215.00)  dolle-rs  per  month. 

The  Captains  of  the  Fire  Department  shall  each  receive  a  salary  at  tne  rate  of  One 
Hundred  Seventy-five  ($175.00)  Dollars  per  month. 

The  Captain  in  charge  of  the  Fire  Prevention  Bureau  shall  receive  a  salary  at  the 
rate  of  One  Hundred  Ninety  ($190.00  )  Dollars  per  month. 

The  Lieuten.a.nts  of  the  Fire  Department  shall  each  receive  a  salary  at  tne  rate  of 
One  Hundred  Sixty-seven  and  50/100  ($167.50)  Dollars  per  month. 

All  hose-men,  tiller-men,  alarm  and  telephone  operators,  and  all  other  privates  of 
the  Fire  Department  including  the  Secretary  of  the  Chief  of  the  Fire  Department  shall 
each  receive  a  salary  during  the  first  six  months  of  their  employment  at  the  ra,te  of 
One  Hundred.  Forty  (<#)140.00)  dollars  per  month;  Employees  of  the  same  class  during  the 
second  six  months  of  their  employment  shall  each  receive  a  salary  at  tne  rate  of  One 
Hindred  Forty-five  ( 0145. 00)  Dollars  per  month;  Employees  of  the  same  class  during  the 
third  six  months  of  their  employment  shall  ea.ch  receive  a  salary  at  tne  ■  rate  of  One 
Hindred  fifty  ($150.00)  DolJars  per  month;  -'mployees  of  tne  same  cclss  during  tne  fourth 
six  months  of  their  employment  shall  each  receive  a  salary  at  the  rate  of  One  hundred 
jjifty-five  («)155.00)  dollars  per  month,  and  employees  of  tne  same  class  during  the  fifth 
six  months  and  therea.fter  during  their  employment  shall  ea.Gh  receive  a  salary  at  the 
rate  of  One  Hundred  Sixty  ($160.00)  Dollars  per  month. 

SECTION  II.  All  Ordinances  and  parts  of  ordinances  in  conflict  herewith  are  here¬ 
by  repealed,  and  it  is  tne  intention  of  this  ordinance  that  the  salaries  contemplated 
herein  shall  be  paid  for  such  time  as  said  employees  are  actually  in  service. 

SECTION  III.  That  this  ordinance  be  in  full  force  and  effect  on  and  a.fter  its  pass- 


Valter  L.Curdes 


sge  and  approval  by  the  Mayor. 


Bone  at  the  Council  Chaccher  the  17th  day  of  Beoe.her,  1929.  City  of  .ort  IVayne ,  Indiana. 

..h  HnRhuY  OaRTIPY,  That  the  CoL-mon  Council  of  the  City  of  Port  V/ayne ,  Indiana, 
at  a  dpeclal  meeting,  held  on  the  17th  day  of  Beceniber,  1929,  by  a  majority  yote  of 

all  neEbers  elect,  did  pass  the  ordinance  hereunto  attached,  and  hnovm  ae 
■3-EKERAL  CRDII:A1:CS  IJO.  1504. 


Ben .  ?.  Bennett  t  i  t  -, 

President.  I^nard  , 

City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  tne  19th  day  of  December,  1929. 


Approved  this  igtri  day  of  December,  1929. 


Leonard  H.  Lllenwo od , 

City 'Clerk. 


■Ym.  C.  Geake. 


Mayor . 


I 


I 
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G-MffiRAl  ORDIITANCE  #.  1505. 


An  Ordinance  approving  a  contract  betv/een  The  Fort  V/ayne  Journal  Gazette  Company 
and  tne  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  ./orics ,  covering  the 
printing  of  the  Proceedings  of  the  Common  Council  for  tne  year  1930. 

WHEREAS,  heretofore  on  the  17th  day  of  December,  1929,  tne  City  of  Fort  V/ayne, 
India  a,  by  and  through  its  Board  of  Public  V/orks,  entered  into  a  contract  v/ith  The 
Fort  Wayne  Journal  Gazette  Company,  covering  the  printing  of  the  Proceedings  of  the 
Common  Council  for  the  yea.r  1930,  which  contract  is  in  tiie  following  v/ords  and  figures, 
to-wit : 


COHTR.'\CT  AliD  BOMD. 

THIS  AGKE.Hv'iEMT ,  m.ade  and  entered  into  this  17th  day  of  December,  19S9,  by  and 
between  the  Fort  Wayne  Journal-  Gazette,  party  of  the  first  part,  and  the  City  of 
P’ort  Wayne,  Allen  County,  State  of  Indiana,  by  and  through  its  Board  of  Public  Works, 
party  of  the  second  part,  'WITIPES^IETH; 

That  'the  party  of  the  first  part  convenants  and  agrees  to  print  in  tne  FORT  WAYHE 
JOURRAL  -  GAZETTE  Proceedings  of  the  Commop  Council  of  the  City  of  Fort  Wayne,  Indiana, 
from  January  1st,  1930,  until  December  31st,  1930,  and  to  furnish  the  parties  of  the 
second  part.  One  JIundred  and  Twenty-five  (125 )  copies  of  trie  Proceedings  of  each  Council 
Meeting  bound  in  pamphlet  form,  and  to  furnish  and  complete,  upon  trie  termination  of 
this  contract,  on  December  31st,  1930,  Fifty  (50 )  copies  of  the  Proceedings  of  the  en¬ 
tire  year,  bound  to-gether  vrith  and  index  for  each  of  said  copies.  All  of  said  Fifty 

(50)  copies  to  be  bound  with  Buckram,  and  also  Twenty-five  (25)  copies  to  be  bound  in 
cloth. 


The  party  of  the  first  part  expressly  agrees  to  perform  all  t;ie  work  and  furnish 
all  material,  in  accordance  with  the  terms  and  conditions  of  tne  specifications  on  file 
in  the  office  of  the  Department  of  Public  Works  of  said  City,  and  to  tne  entire  satis¬ 
faction  of  the  Board  of  Public  Works. 

It  is  understood  and  agreed  by  tne  parties  hereto  that  tne  specifications  shall  be 
and  are  hereby  made  a  part  of  this  contract  as  fully  and  effectually  as  if  copied  in 
full  length.  , 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne,  Indiana,  for  printing  and 
binding  the  Council  Proceedings  and  for  publishing  the  same  to  the  foregoing  FORT  WA)GTE 
JOLRl'IAL  -  GAZETih,  shall  be  at  the  rate  of  One  Dollar  and  tv/enty  cents  ($1.20 )  per  lineal 
inch,  actual  measurement,  measured  in  the  column  as  particularly  set  forth  in  said 
specifications,  including  the  index  which  shall  be  measured  as  two  (2)  columns  the  same 
as  any  page  of  the  proceedings,  hen  the  width  of  the  entire  page  is  used  for  said  index, 
and  that  the  price  for  publishing  all  ordinances  and  other  publication  req.uired  to  be 
made  by  law,  shallbe  One  Dollar  and  Twenty  Cents  ($1.20)  per  inch,  column  v/idth,  to  be 
measured  as  the  same  appear  in  said  paper. 

It  is  further  agreed  by  the  parties  hereto,  that  tn  case  the  first  party  fails  to 
perform  all  the  conditions  re.iuired  by  this  contract,  to  be  performed  by  it,  the  parties 

second  part  shall  have  the  right  to  take  charge  of  said  work  and  the  same  done 
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and  deduct  tnereof  from  any  amount  tnen  due  the  party  of  the  first  part. 

ihe  party  of  tiie  fir.;t  part  agrees  that  in  tue  prosecution  of  said  work:  all 
proper  SKill  will  he  exercised  and  the  party  of  the  first  part  agrees  to  furnish 
a  good  and  sufficient  bond  in  the  sum  of  Two  Thousand  (^ki,000.00)  hollars  payable 
to  the  City  of  Fort  ’‘ayne ,  Indiana,  for  the  faithful  performance  of  all  of  the  con¬ 
ditions  of  this  contract. 

IT  IS  IISRiiiSf  AGRjihD  T.-IAT  ITO  ASSIGNlviSNT  OF  THIS  COFTR/GT  shall  be  made  without 
the  written  consent  ol  said  parties  of  tne  second  part. 

IN  iAo i  Unci'. f  IHhjRhOF ,  THE  FORSGOIl.G  NAl-.iED  P/JITIES  HEREUNTO  set  their  hands  and 
seals  this  17th  day  of  December,  1929. 

Journal  -  Gazette  Go . 

h.  G.  Ellingham _ 

Party  of  the  First  Part. 

V/m.  Beck 

Tom,  Snook 

\7il  jam  S .  0 ' Rourke 

CITY  OF  FORT  V/AYNE  ,  INh. 

THROUGH  ITS  BOARD  OF  PUBLIC  IVORIvS 
PARTY  OF  THE  2ND.  PART. 


ATTEST 


Agatha  E.  hi e k 
Secretary. 

V/m.  G.  Gaaike 


LIAYOR. 

KI^OV/  ALL  PEN  BY  THESE  PRESENTS,  That,  we  the  JOURNAL  -  GAZETTE  COMPANY,  as 
principa,!,  and  L.  G.  Ellingham,  of  Allen  County  ,  State  of  Indiana,  are  held  and 
firmly  bound  to  tiie  City  of  Port  VVayne ,  Indiana,  in  trie  penal  sum  of  Two  Thousand 
Dollars  (^2,000.00)  for  the  payment  of  v/hiCh  well  and  truly  to  be  made,  v/e  bind 
ourselves,  our  heirs,  executors,  administrators  and  assigns  firmly  by  these  presents. 

ihe  conditions  of  the  above  obligations  are  such  that  the  above  named  party  of 
t.*e  first  part  shall  faithfully  comply  with  tne  foregoing  contract,  made  and  entered 
into  this  17th  day  of  December,  1929,  with  tne  City  of  Port  #ayne ,  Indiana,  and  shall 
fulfill,  al  the  conditions  and  stipulations  therein  contained,  according  to  the  true 
intent  and  meaning  thereof  in  all  respects,  then  this  obligation  to  be  void,  other- 
v/ise  to  be  and  remain  in  full  force  and  virtue  in  law. 

Vr'ITNESS  OUR  HAl'IDo  AND  3EAI.  THIS  i7th  day  of  December,  1929. 

Journal  -  Gazette  Co. 


L.  G.  Ellingiiam  __ 


PARTY  CP  THE  FIRST  PART. 
L.  G.  Ellingham _ 


APPR0''/HD  THIS  17  day  of  December,  1929. 


attest  Agatha  E.  Diek, 
Secretary.  J.L. 


V/m.  Beck 


Tom  Snook 


V/illi  am  3 .  _  _0  *  Rourke 
BOARD  OF  PUBLIC  WORKS. 


2L.TDV 


GEIIERAL  ORDIITMGE  NO.  1506 


An  Ordinance  fixing  the 

ir.ent . 


compensation  of  certain  employees  of  the  Police  hepart- 


SE  IT  OPJDAINED  BY  THE  COLT  ON  COUNCIL  OP  TIK  CITY  OP  PORT  V/AYNh]  ,  INUIMA: 

Oi^CiION  I.  Tnat  tne  following  employees  under  tne  Department  of  Public  Safety 
in  tne  Police  Department  shall  receive  tne  following  salaries  respectively  from 
a.nd  after  the  first  day  of  January,  1930i 

Tne  Captain  of  tne  i’olice  Department  shall  receive  a  salary  at  the  rate  of  Two 
h  dred  tnirty  (<i?S30.00j  dollars  per  month. 

Tne  Captain  of  the  Detectives  shall  receive  a  salary  at  therate  of  Two  hundred 
twenty-five  ($P£5.0C)  dollars  per  month. 

Tne  Lieutenants  shall  each  receive  a  salary  at  tne  rate  of  Two- hundred  five 


(SL05.00)  dollars  per  month. 


xne  -aergeant-Detectives  shall  receive  a  salary  at  tne  rate  of  One  Hundred 
•^i-SAty-five  (S185.00)  Dollars  per  month. 

me  j^atrol-Sergeants  and  Desk  Sergeants  shall  eacn  receive  a  salary  at  the  rate 
of  One  hundred  seventy-five  (§175.00)  Dollars  per  month,  except  the  Traffic-Sergeant 

who  shall  receive  a  salary  at  the  rate  of  One  Hundred  eighty  (§180.)  dollars  uer 
month. 


me  ga.rage  attendants  snail  receive  a  salary  at  tne  rate  of  One  Hundred  Pifty- 
five  (§155.00)  and  One  Hundred  Sixty  ($160.00)  dollars  per  month. 

11  patrol-men,  call-clerks,  station  masters,  wagon-drivers,  motorcycleOmen , 
patrol-v/omen  and  all  other  members  of  the  department  performing 
similar  duties  shall  each  receive  a  salary  at  the  rate  of  One  hundred  f if ty ( $150 . 00 ) 
dollars  during  tne  first  six  months  of  tneir  employment;  during  tne  second  six  months 
of  tneir  employment  they  shall  each  receive  a  salary  at  the  rate  of  One  Hundred- 
fifty  ($15,0.00)  per  month  and  thereafter  each  shall  receive  a  salary  at  tne  rate  of 
One  Hundred-fifty-five ($155.00)  per  month  and  thereafter  each  shall  receive  a  salary 
at  the  rate  of  One  hundred  sixty  ($160.00)  dollars  per  month. 

SEcyilON  II.  ihat  this  ordinance  shall  be  .in  full  foi’ce  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


3.  Harry  Pisner 

Done  at  tne' Council  Chamber  the  17th  day  of  December,  1929. City  of  Port  Jayne , Indiana. 

•/b  HLRhjBf  CLRilPf,  mat  the  Common  Council  of  tne  City  of  Port  Wayne,  Indiana,  at 
a  Special  meeting,  held  on  tne  17th  day  of  De cember , 1929 , by  a  majority  vote  of  all 
members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 

OENLRAL  ORDINAirca  HO.  #1506.  ' 

_ I'  •  Bennett  Leonard  H.  Ellenwood 

_  President.  _  City  Clerk. 

i"resente'^  to  the  Mayor  for  approval  'on  the  19th  day  of  December,  1929. 

Leonard  H.  Ellenwood 
City  Clerk. 

Approved  this  19th  day  of  December,  1929. 


Wm.  G.  Geake . 

Mayor. 


GSir^RvU  OHGIRA’rCR  #1507. 


0 


An  Ordinance  autiiorizing  t.ie  Board  of  Public  ‘Tories  to  purenase  certain  real 
estate  for  River  iniprovemnet  purposes. 

m  IT  ORBAIFBf)  BY  TUG  COlvldOB  COUNCIL  OP  Tiln.'  CITY  0?  PORT  Y/AYILB ,  IFDIAdIA: 
SECTION  I.  That  the  Board  of  Public  v/orks  be  and  is  aereby  autnorized  and 
empowered  to  purchase  at  a  price  not  to  excee'„d  Pifty-tv/o  Hundred  fifty  and  no/lOO 
($5ii50.00)  Dollars,  for  river  improvement  purposes,  tne  following  described  real 
estate  in  the  County  of  Allen  and  State  of  Indiana,  to-wit: 

Lot  No.  Six  hundred  eighty-two  (682)  Plat  "B"  Lakeside  Park  Addition  Amend¬ 
ed  to  the  city  of  Port  '^’ayne ,  according  to  tne  recorded  plat  tnereof. 

SECTION  II.  That  this  ordinance  be  in  fu]  1  force  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


J.  M.  Stouder 

Done  at  tne  Council  Chamber  the  17th  day  of  December,  1929,  City  of  Port  </ayne,  Indiana. 

UE  HEREBY  CERTIPY,  That  the  Common  Council  of  tne  City  of  Port  ./ayne ,  Indiana, 
at  a  Special  meeting,  held  on  tne  17th  day  of  December,  1929,  by  a  majority  vote  of  all 
members  elect,  did  pass  tne  ordinance  Hereunto  attacned,  and  knov/n  as 
GENERAI.  ORDINANCE  No.  1507. 

Ben.  P.  Bennett  Leonard  H.  Ellenwood,  , 

^  President.  ~  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  19th  day  of  December,  1929. 

Leonard  11.  Ellenwobd 

City  Clerk. 


Approved  this  19tn  day  of  December,  1929. 

.Vm.  C.  Geake 

Mayor. 


X 


ORDIMCE  no.  1508. 


An  ordinance  antnorining  t„e  Beard  of  i>ublic  iror.a  to  pnrenase  oortaln 
real  estate. 

a.Jf  0RB..IMB  BY  Tffi  OOI,d,iOB  COUNCIL  OP  T 'P  CITY  OP  PORT  WAY®,  I®IA«. 

Tliat  tne  Board  of  Rudlic  works  be  and  is  nereby  autnorized 

purenase  at  a  price  not  to  exceed  Rive  tnousand - (^5000.00) 

dollars,  and  subject  to  bonded  ir.prore.ant  assessment  and  taxes,  tne  following  descrlb- 
ed  real  estate  in  t..e  County  of  Allen  and  dtate  of  Indiana,  to-v,lt  = 

^outu  -uensington  Park  Addition  to  tne  City  of  Port  v/ayne  ac¬ 
cording  to  tne  recorded  plat  tixsreof. 

ddCTIOK  11=  Tnat  tnis  ordinance  be  In  full  force  and  effect  on  and  after 
Its  passage  and  approval  by  tne  Mayor. 

Chester  Hinton 

one  ao  tne  Council  Chamber  the  17th  n-r  ^ 

December,  1929,  City  of  Port  Wayne ,  Indiana. 
••-1  HEREBY  CBRTI’^’'^  T''na+  p  y, 

,  City  of  Port  Hayne,  Indiana, 

P  -  meeting,  neld  on  the  17tn  doy  of  December,  1929,  by  a  majority  vote  of 
all  members  elect,  did  pass  tae  ordinance  hereunto  attacked,  and  known  as 
C-ai.ciiRr'X  ORD.Ll,AirCB  No.  1508. 


Ben.  P.  Bennett 

President . 


Leonard  II.  Ellenwnnd 
City  ClerkT' 


Presented  to  tne  Mayor  for  approval  on  tne  19th  day  of  December,  1929. 
Approved  this  19th  day  of  December,  1929. 


Leonard  H.  Ellenwo od 
City  Clerk. 


i»m.  C.  Geake 
Mayor. 


GEltERAL  ORDIEAECE  Eo.  1509 


AN  OKDINAITOE  FIXING  SAL/.RIES  OF  ElIPLOYEES  IN  TKE  EEPAHTlJENT 

OF  FINANCE  IN  THE  CITY  OF  FORT  NAYME^^!  INDIANA: 

■■  ■■'  '  '  ■  ''  ~  Be  it  ordained  Dy  the  Common  Council  of  the  City  of  Fort  V/ayne , 

Indiana: 

SECTION  1.  That  the  following  Clerks  and  employees  of  the 

Department  of  Fiaance  of  the  City  of  Fort  ..ayne,  Indiana,  suall  receive  the  follovifing 

salaries,  respectively  t 

ASSIS-TAIIT  DEPUTY  COMPTROLLER  shall  receive  a  salary  at  tne  rate 
of  One  Hundred  Forty^Doliars  ($140.00)  per  month; 

THE  BOND  AND  COUPON  CLERK  shall  receive  a  salary  at  the  rate  of 
One  Hundred  Forty  Dollars  (^140.00)  per  month; 

THE  DEPUTY  GOMTROLLER  OP  BARRETT  LAV/  FUND  shall  receive  a  salary 
at  the  rate  of  Two  Hundred  Fifty  Dollars  ($250. OO)  per  month; 

THE  ASSISTANT  DEPUTY  COMPTROLLER  OP  BARRETT  LAW  FUND  snail  receive 
a  salary  at  the  rate  of  One  Hundred  Secenty-five  Dollars  ($175.00 )  per  month; 

THE  CLERK  OF  THE  BARRETT  LAW  FUND  shall  receive  a  salary  at  tne 
rate  of  One  Hundred  Forty  Dollars  ($140.00)  per  month. 

.SECTION  2.  That  the  salaries  herein  provided  sha:.l  take  effect 

January  Ist,  1930. 

.jECTION  3.  That  all  Ordinances  or  parts  of  Ordinances  in  conflict 
herev/ith  are  hereUy  repealed. 

SECTION  4.  That  this  ordinance  be  in  full  force  and  effect  from 
and  after  its  passage  and  ap_.roval  by  the  Mayor. 

LOUIS  J.  VOORS 

(Ayes  16-Nays  none) 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port 

V/ayue,  Indiana,  at  a  Regular  meeting,  held  on  the  28th  day  of  January,  1930,  by  a 

majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached  and 

known  as  GENERAL  ORDINANCE  #  1509 

M.L. Burns  Leonard  E.  Prnager 

President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  3rd  day  of  February, 

1930. 

Leonard  E.  Pranger 
City  Clerk. 

Approved  this  eth  dayof  February,  1930. 

William  J.  Hosey 
Mayor . 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AFD  PAMPHLET  FORM  AS  RE-iUIRED  BY  LAW 


GEEERAL  ORLIHAUCE  HO.  1510 

.  b 

M  ORDIHAHCE  CRANGIHG  THE  HAI.E  OE  EAIR  OAIOS  AVENUE  TO  P0PE3T 


AVENUE :  “  ■ 

SE  IT  ORDAINED  by  the 

Common  Council  of  the  City  of  Fort  V/ayne , 

Indiana:  " 

-  - 

SECTION  1.  That  Fair 

Oaks  Avenue,  a  street  in  the  city  of  Fort 

..ayne,  Allen  County,  Indiana,  be  changed 

to  Forest  Avenue. 

SECTION  2.  That  this 

ordinance  be  in  full  force  and  effect 

from  and  after  its  passage  and  approval  Uy  the  Mayor. 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN 

LOUIS  C.  L.ANGARD 

(Ayes  16-Nays  none) 

'OOK  AND  PAIPHLET  FORM  AS  REQUIRED  BY  LA. 7 

ilE  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  the  City  of  Fort 
■ayne,  Indiana,  at  a  Regular  meeting,  held  on  the  28th  day  of  January,  i930,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
known  as  GENERAL  ORDINANCE  No.  1510 


M.L .Burns 

President 

Leonard  El  Pr anger 

City  Clerk. _ 

Presented  to  the  Mayor  for  approval  on  the  3  day  of  February, 


1930. 

Leonard  E.  Prnager 

City  Clerk. _ 

Approved  this  6th  day  of  February,  1930. 


V/illiam  J. 
Mayor. 


Hosey 


GEIIEHAL  ORDINANCE  #  1511 


% 


An  Ordinance  approving  and  ratifying  a  contract  between  the  City 
of  Fort  Wayne  by  ^nd  through  its  Board  of  iublic  './orks ,  and  the  General  Electric  Company, 
Port  Wayne,  Indiana,  for  the  furnishing  of  certain  additional  material,  equipment  and 
switch  board  panels  for  the  completion  and  carrying  out  of  tne  present  contract  existing 
between  the  City  of  Fort  Wayne  and  tne  General  Electric  Company,  which  original  contract 
is  dated  June  11,  1929,  which  material,  equipment  and  svatch  board  panels  are  to  be  used 
in  the  construction  of  the  City  light  and  Power  Works,  city  of  Fort  Wayne,  Indiana,  all 
of  which  work,  material,  equipment  and  sv/itch  board  panels  to  be  in  rccordance  v^-ith  tne 
specifications  and  proposals  submitted  and  said  contract  of  June  11,  1929. 

'Whereas,  on  the  28th  day  of  January,  1930  the  city  of  Fort  V/ayne  by 
and  through  its  Board  of  Public  'Works,  entered  into  a  contract  with  the  General  Electio 
Company,  city  of  Fort  Wayne,  for  the  furnisning  of  certain  additional  material,  equip¬ 
ment  and  swtich  board  panels  for  the  completion  and  carrying  out  of  the  present  contract 
existing  between  the  City  of  Fort  'Wayne  and  tne  Genral  Electric  Company,  which  original 
contract  is  dated  June  11,  1929,  which  material,  equ  pment  and  switch  board  panels  are 
to  be  used  in  the  construction  of  the  City  Light  and  Power  Works,  City  of  Fort  Wayne, 
Indiana,  all  of  which  workj  material,  equipment  and  switch  board  panels  are  to  be  in 
accordance  with  the  specifications  and  proposal  contained  in  said  contract,  v/hich  is  in 
the  following  words  and  figures,  to-wit: 


IMPROVEMENT  OP  CITY  LIGHT  AND 
POWER  WORKS  CITY  OF  FORT 
WAYNE,  IND. 

ADDITIONS  TO  CONTRACT  OP  THE  GEN¬ 
ERAL  ELECTRIC  COMPANY  DATED 
JUNE  11.  1929 

Date  Jan.  28.  1930. 

To  the  General  Electric  Co..  Port  Wayne, 
Ind.: 

Whereas.  On  June  11.  1929,  the  time  of 
awarding  contract  to  the  General  Electric 
Company  for  switchboard,  cell  structure  and 
wiring,  it  was  contemplated  to  continue  in 
service  the  manually  operated  exciter  panels 
and  the  manually  operated  generator  field 
switches  for  the  present  2300  volt  generat¬ 
ors:  and 

Whereas.  It  is  now  deemed  advisable  to 
make  these  units  electrically  operated  and 
to  control  same  from  the  control  floor  of 
the  switchboard  bay  in  the  new  power  plant 
building:  and 

Whereas.  The  materials  and  apparatus 
required  for  said  changes  are  of  the  same 
nature  as  the  materials  and  apparatus  in¬ 
cluded  in  Item  No.  1  of  the  said  contract 
of  June  11  with  the  General  Electric  Com¬ 
pany,  and  must  match  up,  line  up  and  in¬ 
terconnect  with  said  equipment  being  fur¬ 
nished  under  said  contract. 

Now,  therefore,  you  are  hereby  authorized 
and  directed  to  furnish  certain  additional 
materials  and  equipment  which  shall  con¬ 
form  to  the  specifications  of  Item  No.  1  of 
the  above  mentioned  contract,  in  accord¬ 
ance  with  paragraph  8,  “Changes  and  Ad¬ 
ditions,’’  page  45  of  specifications  bound 
with  said  contract,  and  which  shall  consist 
of  the  following: 

Item  S-1 — Field  Switch  Panels: 

3 — Ebony  asbestos  field  switch  panels,  size 
62x20x1V2  in.,  28x20xlV2  in.  on  90  in.  sup¬ 
ports. 

Equipment  per  panel: 

1 — Air  circuit  breaker,  type  CPP-7,  250 
volt.  400  amp.  double  pole,  non-automatic 
with  125  volt,  D.  C.  solenoid  operated  mech¬ 
anism  auxiliary  switches  and  field  dis¬ 
charge  resistance  contact. 

1 — Solenoid  contact  control  relay,  type 
PBY-7.  fabricated  copper  connections  be¬ 
tween  above  apparatus  and  bus  with  fast¬ 
ening  clamps.  All  necessary  small  wiring  in 
back  of  panel  to  terminal  blocks. 

Item  S-2 — Blank  Field  Switch  Panel: 

1—  Blank  Panel,  size  62x20x1  V2  in.,  28x20x 
JV2  in.,  drilled  for  mounting  bolts,  and  for 
the  400  amp.  field  contractor  now  in  pur¬ 
chaser’s  possession. 

Item  S-3 — Exciter  Control  Panels: 

2—  -Exciter  control  panels  (to  line  up  with 
new  board  size  62xl6xlV2  in.,  28xl6xlV2  in., 
on  90  in.  supports.  Equipment,  drill,  wire, 
recalibrate  and  mount  purchaser’s  present 
ammeter. 

Furnish  two  hand  wheels  and  mountings 
for  present  rheostats — one  for  main  and 
one  for  equalizer. 

1 — Type  CL-2  voltmeter  transfer  switch 
(for  present  bracket  mounted  voltmeter). 

1 — Control  switch,  type  CL-1  with  Indicat¬ 
ing  lamps,  and  red  and  green  color  caps. 

1 —  Start  and  stop  push  button  station 
with  indicating  lamp  (for  starting  exciter 
set),  fabricated  copper  connections  on  back 
of  panel,  and  small  wiring.  Necessary  op¬ 
erating  bus,  voltmeter  bus,  small  wiring, 
connecting  blocks,  etc. 

Item  S-4— Exciter  Switch  Panels: 

2 —  D.  O.  exciter  panels,  capacity  250  volt. 
1200  amp.  2  wire.  Size  62x28xlVi  in.. 
28x28x1  Va  in.,  on  90  in.  supports. 

Equipment  per  Danel: 


l^Carbon  break  air  circuit  breaker,  type 
CP-7,  triple  pole,  250  volt,  1200  amp.,  with 
125  volt  D  C.  non-automatic  solenoid  oper¬ 
ating  mechanism,  complete  with  auxiliary 
switch. 

1 — Solenoid  control  relay,  type  PBY-7 
(one  relay  only — drill  and  wire  for  other  re¬ 
lay  in  purchaser’s  possession),  fabricated 
copper  connections  between  above  appara¬ 
tus  and  to  bus  with  fastening  clamps. 

All  necessary  small  wiring  in  back  of 
panel. 

Item  S-5 — 

Necessary  bus  material  for  D.  C.  buses 
to  extend  in  back  of  D.  C.  panels  above, 
complete  with  copper  bars,  insulating  sup¬ 
ports  and  pipe  supporting  framework. 

Note:  This  bus  to  be  adopted  to  the 
present  layout  and  to  extend  across  present 

panels. 

Note:  The  exciter  switch  paneis  will  be 
mounted  in  place  of  present  exciter  panels 
on  old  switchboard.  The  voltage  regulator 
panel  to  be  removed,  allowing  space  for 
these  panels  and  a  2-inch  spacing  panel  is 
to  be  provided  and  is  included  in  these 
specifications. 

Item  S-6 — 

Removal  of  present  field  switches  from 
three  present  generator  panels. 

Note:  These  panels  to  be  moved  by  others 
to  new  location. 

3 — Complete  sets  of  double  pipe  supports 
for  the  above  mentioned  panels. 

3 — Sets  of  buttons  for  the  holes  left  by 
the  field  switches. 

3 — Control  switches  will  be  installed,  type 
CL-1,  with  red  and  green  color  caps  for 
operating  the  field  breakers  Drilling, 
wiring  and  mounting  for  the  above  equip¬ 
ment,  complete  with  terminal  blocks. 

Present  field  ammeters  will  be  recali¬ 
brated,  and  new  shunts  of  400  amp.  ca¬ 
pacity,  including  ammeter  leads,  to  be  fur¬ 
nished  (120  Mv). 

2 — 1200  amp.  shunts,  including  ammeter 
leads,  and  recalibration  of  present  am¬ 
meters  for  the  present  exciter  panels. 

1 — Adjusting  rheostat  and  mounting  to  be 
added  to  the  present  regulator  panel. 

Emergency  -  handles  for  each  type  of 
solenoiid  operated  breaker: 
and  in  accordance  with  your  proposal  of 
Dec.  27,  1929,  for  the  sum  of  Three  Thou¬ 
sand  Six  Hundred  Ninety-Four  Dollars  and 
No  Cents  ($3,694,001.  payment  of  which 
will  be  made  to  you  by  the  city  of  Fort 
Wayne  in  accordance  with  the  terms  of  said 
contract  under  paragraph  18,  entitled  “Esti¬ 
mates.”  Pinal  payment  will  be  made  not 
less  than  thirty  days  after  complete  con¬ 
struction  and  delivery  of  all  materials  and 
apparatus  included  therein. 

JOHN  C.  TRIER. 

DAVID  ERWIN, 

C.  A.  RAMSEY, 

Board  of  Public  Works. 
Accepted  by  The  General  Electric  Company 
By  J.  B.  CRANKSHAW. 
Approved  by  The  Froehlich  &  Emery  En¬ 
gineering  Co. 

By  P.  H.  FROEHLICH, 

President. 

Approved  as  to  Form  and  Legality  by 

W.  PRUECHTENICHT. 

Dec.  27,  1929. 

Board  of  Public  Works,  City  of  Fort  Wayne. 

Indiana: 

Gentlemen: 

We  wish  to  quote  you  as  follows  on  addi¬ 
tional  switchboard  equipment,  in  accordance 
with  the  attached  specifications.  No. 


SBE— 54139:' 

Items  S-1  to  S-3  Inclusive  . $1,759.00 

Items  S-4  to  S-6  inclusive .  1,935.00 

If  there  is  any  further  information  you 
want  or  we  can  be  of  any  further  service 
to  pou.  please  advise. 

Yours  very  truly. 

J.  B.  CRANKSHAW. 

Port  Wayne  Office  Mgr. 

By  C.  E.  Becker. 

GENERAL  ELECTRIC  COMPANY 
SWITCHING  EQUIPMENT  GENERAL 

SPECIFICATIONS  Nq^SBE-54139 

Chicago,  Dec.  30,  1929. 

To  City  of  Port  Wayne  (hereinafter  called 
the  Purchaser). 

Address.  Fort  Wayne.  Indiana. 

1.  The  switching  equipment  herein  de¬ 
scribed  will  be  supplied  in  accordance  with 
information  given  in  the  detail  specifica¬ 
tions  attached  hereto  and  made  a  part 
hereof.  These  general  specifications  and 
conditions  will  apply  to  the  equipment  cov¬ 
ered  by  this  proposal,  except  as  elsewhere 
expressly  modified  by  the  Company’s  detail 
specifications  attached. 

2.  THE  COMPANY  WILL  FURNISH  (in 
addition  to  the  apparatus  covered  in  the 
above  mentioned  detail  specifications)  ap¬ 
paratus  as  follows: 

(a)  Panel  supporting  frame  with  mount¬ 
ing  bolts  and  necessary  fittings;  steel  chan¬ 
nel  base  for  switchboards  having  sub- 
panels:  and  fittings  for  attaching  wall 
braces  (Pipe  for  wall  braces  not  furnished 
under  these  specifications). 

(b)  Necessary  resistors,  reactors  and 
other  auxiliaries  to  make  complete  the  in¬ 
strument,  meter  and  relay  equipment  fur¬ 
nished  by  the  Company. 

(c)  Necessary  material  for  small  wiring 
for  interconnecting  instruments,  meters, 
relays  and  other  apparatus  mounted  on  the 
panels  or  on  a  structure  separable  from  the 
panel  supporting  frame.  This  material  will 
be  completely  assembled  on  the  back  of 
vertical  panels  and  in  metal  benchboards, 
truck  panels,  switch  houses,  cubicles,  metal 
enclosed  switching  equipment,  and  other 
types  of  switching  equipment  which  are  fac¬ 
tory  assembled  and  so  shipped.  This  ma¬ 
terial  will  be  furnished  in  bulk  unassembled 
for  benchboards  with  panels  of  insulating 
material  and  also  for  integral  structures 
shipped  separable  from  their  vertical  panels. 

(d)  Power  and  exciter  buses  on  the 
switchboard  or  when  mounted  on  or  in  a 
structure  integral  with  the  panel  support¬ 
ing  frame  or  truck  panels,  switch 
houses.  cubicles  and  other  metal 
enclosed  switching  equipment;  and 
connections  between  buses,  switch¬ 
ing  devices,  shunts  and  current  trans¬ 
formers,  when  mounted  on  the  switchboard 
or  on  a  structure  integral  with  panel  sup¬ 
porting  frame,  or  on  truck  panels,  switch 
houses,  cubicles,  and  other  metal  enclosed 
switching  equipment.  CWhen  the  switch¬ 
board  is  not  completely  assembled  at  the 
factory,  this  material  will  be  furnished  un¬ 
cut — in  accordance  with  par.  10,  “Fabrica¬ 
tion,  Assembly  and  Erection.”) 

(e)  Standard  doors  for  the  front  of  oil 
circuit  breaker  compartments,  but  no  other 
doors  unless  specified:  and  the  Company’s 
standard  cell'  hardware  for  circuit  breakers. 
(For  exceptions  see  Par.  3  (a).) 

(f)  One  set  of  fuses  for  such  fuse  holders 
as  are  specified  for  power  circuits;  two  sets 
of  fuses  for  such  fuse  holders  as  are  speci¬ 
fied  for  the  primary  potential  transformer 
circuits,  and  two  sets  of  fuses  for  required 
small  fuse  holders  in  the  circuits  to  Instru- 
mepts.  meters  and  relays. 


(g)  Oil  for  all  apparatus  requiring  it. 

3.  THE  PURCHASER  WILL  FURNISH, 
unless  otherwise  expressly  agreed,  the  fol¬ 
lowing: 

(a)  Foundations,  floors  and  walls,  In¬ 
cluding  all  structural  steel,  bolts,  nuts  and 
inserts  in  or  on  them,  concrete,  brick  or 
woodwork,  floor  or  wall  braces;  and  sup¬ 
ports  on  or  against  which  panels,  compart¬ 
ments,  truck  panels,  switch  houses,  cubicles, 
and  other  metal  enclosed  switching  equip¬ 
ment.  and  buses  will  rest. 

(b)  Instrument  and  control  wiring  when 
not  used  on  the  switchboard  or  a  structure 
integral  with  the  panel  supporting  frame, 
truck  panels,  switch  houses,  cubicles,  and 
other  metal  enclosed  switching  equipment, 
cables  to  connect  generators,  exciters,  trans¬ 
formers,  etc.,  to  the  switching  equipment 
and  lighting  arresters  to  the  main  lines, 
conduit  for  instrument  and  control  wiring 
and  main  cables;  and  supports  for  cables 
and  conduit. 

(c)  All  insulation  and  taping  required 
for  buses  and  connections  except  when  these 
are  shipped  completely  assembled  in  which 
case  the  Company  will  not  insulate  joints 
which  might  possibly  work  loose  during 
shipment,  for  which  the  necessary  insula¬ 
tion  will  be  furnished  in  bulk  unassembled. 

(d)  Metal  connecting  rods  for  remote  ' 
controlled  devices. 

(e)  All  openings  in  walls  or  floors  with 
coverings  for  the  same;  and  insulators  and 
bushings  in  or  on  floors,  walls,  ceilings  and 
concrete  or  brick  structure. 

(f)  Material  for  barriers,  shelves  and 
partitions:  and  doors  for  bus  or  other  com¬ 
partments  (except  see  Par  7).  (For  factory 
built-complete  units,  viz.,  truck  panels,  j 
switch  houses,  cubicles,  and  other  metal  en¬ 
closed  switching  equipment,  this  material  is  I 
furnished  by  the  Company). 

(g)  Suitable  drawings  of  the  station 
buildings,  showing  the  location  of  all  open¬ 
ings  in  walls,  all  ducts  and  conduits,  floor 
beams,  etc.,  which  have  a  bearing  on  the 
proper  execution  of  the  work  under  this 
agreement. 

4.  ADDITIONAL  ITEMS  to  be  furnished 
by  either  party  when  required  and  as  speci¬ 
fied  in  detailed  specifications  attached  will 
be  as  follows: 

(a)  Auxiliary  framework  for  circuit 
breakers,  buses,  etc.  (When  supplied  by  the 
Company,  pipe  for  this  framework  will  be 
furnished  unfabricated  in  commercial 
lengths,  unpainted ) . 

(ci  Connections  between  buses,  switching 
devices,  shunts,  current  transformers,  dis¬ 
connecting  switches,  etc.,  when  not  mounted 
on  the  switchboard  or  a  structure  integral 
with  the  panel  supports.  (When  supplied  by 
the  Company,  this  material  will  be  furnished 
in  commercial  lengths,  unfabricated,  unless 
otherwise  specified) . 

(d)  Terminal  blocks  in  or  on  the  rear  of 
alternating  current  panels  for  instrument 
and  control  wiring. 

(e)  Testing  devices  on  the  front  of  alter¬ 
nating  current  panels. 

(f)  Card  holders  or  other  identification 
means  as  required. 

5.  SWITCHBOARD  ILLUMINATION  can 
be  best  obtained  by  general  room  illumina¬ 
tion.  Illuminating  lamps  mounted  on  switch¬ 
boards  are  not  recommended  and  no  pro¬ 
vision  is  made  for  them. 

6.  WIRE.  CABLE.  BUS  AND  CONNEC¬ 
TION  MATERIAL  in  the  quantities  herein 
specified,  and  stated  in  pounds  or  feet,  are 


estimated  to  be  sufficient  to  meet  the  re¬ 
quirements  and  conditions  known  to  the 
Company  at  the  time  of  submitting  this 
specification.  If  more  or  less  than  the 
quantities  stated  are  supplied  due  to  a 
change  in  requirements  or  conditions,  an 
extra  charge  will  be  made,  or  credit  will  be 
given 

7.  MACHINE  ACCESSORIES  consisting  ol 
rheostats,  field  discharge  resistors,  starting 
resistors  and  auto  transformer  starters  or 
starting  compensators  will  not  be  furnished 
with  the  switching  equipment  unless  ex¬ 
pressly  specified. 

8  CHANGES  by.  or  additional  informa¬ 
tion  from,  the  Purchaser  necessitating  the 
alteration  of,  or  the  rebuilding  of  apparatus 
already  built,  or  partially  built,  or  the  fur¬ 
nishing  of  additional  apparatus  or  material 
will  have  the  expense  Incidental  thereto 
charged  to  the  Purchaser,  and  the  Pur¬ 
chaser  agrees  to  pay  such  additional  charge. 

9.  STANDARD  APPARATUS  of  the  Com¬ 
pany  will  be  furnished  except  where  ex¬ 
pressly  noted  in  the  detailed  specifications. 

10.  FABRICATION.  ASSEMBLY  AND 
ERECTION  of  an  equipment  which  Is  to  be 
mounted  on  panels  or  on  a  frame  work 
integral  with  the  panel  supports,  will,  un¬ 
less  specified  to  the  contrary,  be  accom¬ 
plished  at  the  factory  to  such  an  extent  as 
may  be  necessary  to  insure  accuracy  of 
workmanship  and  design.  Other  apparatus 
not  to  be  so  mounted  will  not  be  assembled 
at  the  factory  unless  specifically  mentioned 
in  the  attached  detail  specifications.  When 
the  apparatus  Is  not  assembled  at  the  fac¬ 
tory.  the  pipe  for  frame  work  and  oil  cir¬ 
cuit  breaker  supports,  wire  rods,  tubes  and 
bars  for  connections  and  buses  will  not  be 
fabricated  at  the  factory,  but  will  be  fur¬ 
nished  in  bulk,  in  commercial  lengths,  with 
the  necessary  fittings. 

11.  IRON  AND  STEEL  PARTS  fabricated 
at  the  factory  will  be  painted  before  ship¬ 
ment.  Unfabricated  parts  will  be  furnished 
unpainted. 

12.  DISASSEMBLY  of  certain  parts  of 
the  switching  equipment  must  necessarily  be 
made  by  the  Company  for  proper  shipment 
and  it  is  understood  that  the  Purchaser 
will  re-assemble  such  parts  as  well  as  care 
for  the  installation  of  the  entire  switching 
equipment. 

13.  INSTALLATION  Of  the  entire  switch¬ 
ing  equipment  will  be  made  by  the  Pur¬ 
chaser  unless  it  is  elsewhere  specified  that 
the  Company  shall  install, 

14.  TEMPERATURE  of  the  devices  cov¬ 
ered  by  the  attached  specification  excepting 
as  modified  by  the  following  sub-paragraph* 
(a)  to  (f)  Inclusive,  will  be  such  that  they 
will  carry  continuously  their  rated  current, 
and  the  rated  current  of  the  circuits  in 
which  they  are  applied,  without  exceeding 
the  temperature  rise  limits  set  by  standard¬ 
ization  Rules  of  the  American  Institute  of 
Electrical  Engineers.  These  ratings  are 
based  on  an  ambient  temperature  of  40  deg. 
Cent. 

(a)  Maximum  temperature  of  contacts  In 
air  when  clean  and  bright,  will  be  70  deg.  C. 
except  for  switching  devices  having  solid 
contact  shoes  whose  pressure  is  maintained 
by  means  not  affected  through  temperature 
rise  of  the  contact  members,  when  the  maxi¬ 


mum  allowable  temperature  will  be  100 
deg.  C. 

(b»  Maximum  temperaiure  of  oil  and 
contacts  therein,  will  be  70  deg.  C. 

(c)  Maximum  temperature  on  coil  insu¬ 
lation.  according  to  insulation,  will  be  108 
deg.  C.  to  125  deg.  C.  (except  materials 
such  as  pure  mica,  porcelain,  etc.,  for  which 
no  limits  are  specified). 

(d)  Maximum  temperature  of  other  parts, 
including  frames,  shall  be  such  temperature 
as  not  to  be  injurious  in  any  other  respect. 

(e)  Puses,  shunts  for  meters,  and  re¬ 
sistors  which  must  necessarily  operate  at 
temperatures  higher  than  the  foregoing 
limits  will  be  so  placed  that  they  will  not 
increase  the  temperature  of  other  apparatus 
above  the  limits  stated. 

(f)  Bare  buses  and  bare  conductors  may 
be  operated  at  temperatures  not  exceeding 
80  deg.  C.,  providing  their  location  or  con¬ 
nection  does  not  increase  the  temperature 
of  connected  switching  devices  above  70  deg. 

C.,  or  of  connected  insulated  conductors 
above  that  specified  in  the  A.  I.  E.  E. 
standardization  rules.  Where  insulated  con¬ 
ductors  are  used,  their  temperature  rise 
shall  not  exceed  that  specified  by  the 
A.  I.  E  E.  standardization  rules. 

15.  DESIGNS  covered  by  the  attached 
detail  speciifications  are  subject  to  minor 
modifications  by  the  Company  at  the  time 
of  manufacture  to  meet  the  latest  practice 
and  most  efficient  arrangement  of  appa¬ 
ratus.  If  this  specification  provides  for  the 
delivery  of  switchinig  equipment  to  form  a 
part  of  an  existing  installation,  the  Com¬ 
pany  will  furnish  an  equipment  to  match, 
as  near  as  may  be  feasible,  the  present  in¬ 
stallation.  The  Company  reserves  the  right, 
however,  tn  substitute  the  latest  improved 
devices  in  standard  details  in  the  switching 
equipment  in  place  of  superseded  designs 
which  are  not  in  stock. 

16. — RESPONSIBILITY: 

The  Company  will  not  be  responsible  for 
defects  in  devices  not  manufactured  by  the 
Company  when  such  devices  are  specified 
by  the  Purchaser. 

17.  CODES: 

Unless  otherwise  specified,  the  design  of 
the  switchboard  covered  by  this  proposal 
w’ill  be  such  that  it  can  be  erected  and 
installed  to  comply  with  the  National  Elec¬ 
trical  Code"  and  such  parts  of  the  "Na¬ 
tional  Electrical  Safety  Code”  as  apply  to 
power  switchboards.  Mats,  railings,  screens, 
etc.,  which  are  external  to  the  switchboard, 
but  which  may  be  required  to  meet  these 
codes  for  installed  switchboards  will  not  be 
furnished  by  the  Company.  The  Purchaser 
will  be  responsib-  for  specifying  any  re¬ 
quirements  which  -re  not  covered  by  these 
codes. 

18.  DELIVERY  of  this  apparatus  is  con¬ 
tingent  upon  the  receipt  of  complete  in¬ 
formation  from  the  Purchaser  necessary  to 
finish  the  Company’s  designs. 

19.  APPROVAL  OF  DRAWINGS  will  be 
required  only  if  listed  in  the  detail  specifi¬ 
cations.  When  the  manufacture  and  ship¬ 
ment  of  the  equipment  are  dependent  upon 
the  Purchaser’s  approval  of  drawings  of 
switchboard  and  switching  equipment  before 
assembling,  the  Company  will  prepare 
drawings  in  .accordance  with  Retailed  speci¬ 
fications  and  its  standard  practice  and  sub¬ 
mit  such  drawings  to  the  Purchaser  for  ap¬ 
proval.  Delivery  date  given  in  this  proposal 
is  based  on  the  Purchaser’s  retaining  draw¬ 
ings  for  approval  not  longer  than  five  days. 
Any  additional  time  required  for  obtaining 
this  approval  as  well  as  any  time  required 
for  making  changes  in  the  drawings  will  be 
added  to  the  time  required  for  shipment. 

20.  PACKING  FOR  SHIPMENT  by  rail 
only  is  included  in  the  price  named  in  this 
proposal,  unless  otherwise  specified. 

21.  CALIBRATION  of  all  indicating  and 
recording  instruments,  watthour  meters, 
relays  and  tripping  devices  will  be  accom¬ 
plished  before  shipment  from  the  factory, 
and  any  subsequent  calibration  shall  be  at 
the  expense  of  the  Purchaser. 

22.  DRAWINGS  if  listed  in  the  detail 
specifications,  will  be  furnished  by  the 
Company  with  the  switching  equipment. 
These,  if  furnished,  will  consist  of  three 
paper  prints  of  such  standard  drawings  of 
detail  apparatus,  or  such  other  instructions 
as  are  necessary  for  their  installation  and 
operation,  and,  also,  three  paper  prints  of 
front  view  drawings  and  wiring  diagrams 
and  such  other  drawings  or  photographs  as 
may  be  required  for  installation  and  opera¬ 
tion  of  the  switching  equipment. 

23.  ADDITIONAL  DRAWINGS  or  prints 
not  included  or  classified  in  this  specifica¬ 
tion  but  which  shall  be  necessary  for  the 
Company  to  make  or  to  furnish  will  be 
charged  to  the  Purchaser,  and  the  Pur¬ 
chaser  agrees  to  pay  such  additional 
charge. 

24.  DETAIL  OP  DRAWINGS  to  be  fur¬ 
nished  as  a  part  of  this  proposal  will  be 
based  upon  information  contained  herein. 
Should  it  be  necessary  for  the  Compan.v  to 
make  any  alterations  or  modifications  of 
the  drawings  herein  described  due  to 
changes  made  or  requested  by  the  Pur¬ 
chaser,  or  due  to  additional  information 
furnished  by  Purchaser,  after  signing  this 
proposal,  such  changes  or  alterations  will 
be  charged  to  the  Purchaser,  and  the  Pur¬ 
chaser  agrees  to  pay  such  additional  charge. 

25.  SPECIAL  INSTRUCTIONS  are  pre¬ 
pared  for  intricate  manual  and  for  auto¬ 
matic  switching  equipments.  Unless  other¬ 
wise  mentioned  in  the  specifications,  the 
Company  will  furnsh  five  copies.  Additional 
sets  of  specal  instructions  will  be  furnished 
if  desired  at  an  additional  charge. 

GENERAL  ELECTRIC  COMPANY 

SPECIFICATIONS  NO.  SBE-54139 
buses  and  connections. 

SPECIFICATIONS 
CITY  OF  FORT  WAYNE, 

FORT  WAYNE,  IND. 

The  switchboard  included  in  these  speci¬ 
fications  has  been  designed  to  match  up 
with  Purchaser’s  present  switchboard  and 
the  switchboard  now  being  fabricated  by  the 
Fort  Wayne  factory  and  shown  on  General 
Electric  drawing. 

The  Company  will  furniish  where  speci¬ 
fied  the  necessary  buses,  bus  supports  and 
connections  to  bus. 

It  is  understood  that  the  Company  can 
use  Its  own  discretion  as  to  the  location 
and  arrangement  of  switchboard  apparatus, 
buses  and  connections. 


The  Company  will  prepare  drawings  of 
this  switchboard  in  accordance  with  these 
specifications  and  its  standard  practice,  and 
submit  such  drawings  to  the  Purchaser 
for  approval.  Work  on  the  drilling  of  the 
panels  and  the  assembly  of  the  switchboard 
will  be  held  up  awaiting  this  approval.  If 
the  Purchaser  requires  changes  in  the 
switchboard,  as  shown  by  such  drawings, 
which  will  occasion  additional  expense  or 
cost  to  the  Company,  the  Purchaser  will 
reimburse  the  Company  for  such  additional 
expense,  or  cost.  The  estimate  of  shipment 
made  in  this  proposal  is  based  upon  the 
Purchaser’s  retaining  drawings  for  approval 
not  longer  than  five  days.  The  additional 
time  required  for  obtaining  the  Purchaser's 
approval,  as  well  as  any  time  required  for 
making  changes  in  the  drawings,  will  be 
added  to  the  time  required  for  shipment.  It 
Is  understood  that  the  submitting  of  draw¬ 
ings  for  approval  is  not  to  interfere  in  any 
way  with  the  manufacture  and  accumula¬ 
tion  of  apparatus  or  parts,  unless  the  ap¬ 
proval  of  drawings  of  such  apparatus  or 
parts  is  specifically  requested. 

Material  of  panels  will  be  ebony  asbqstos 
compound. 

Instruments  will  have  dull  black  finish. 

Panels  will  be  mounted  on  iron  pipe 
framework. 

Card  holders  will  be  supplied  where  neces- 
sary. 

THE  SWITCHBOARD  WILL  CONTROL 
various  D.  C.  field  and  exciter  circuits  a.*! 
specified. 

THE  SWITCHBOARD  WILL  CONSIST  OF: 

Purchaser’s  present  panels  and  panels  out¬ 
lined  in  these  spe'ifications. 

SPECIFICATIONS 

ITEM  S-1: 

3 — Field  switth  panels. 

Capacity — 125  volts.  400  amperes.  2 
wire. 

Size:  Top  section.  62x20xlV2  in. 
Bottom  section,  20x20x1  Va  in.  on  90  in 
supports.’ 

Equipment  per  Panel: 

1 — Air  circuit  breaker,  type  CPP-7.  250 
volts,  500  ampere  double  pole,  non¬ 
automatic  with  125  volt  D.  C.  solenoid 
operating  mechanism  with  neces.sary 
and  field  discharge  res. 

1 — Solenoid  control  relay,  to  connections 
between  above  fastening  clamps.  All 
necessary  small  wiring  on  terminating 
at  terminal  blocks. 


ITEM  S-2: 

1—  Blank  panel. 

Size;  Top  section  62x20xlV^  in. 

Bottom  section  28x20x1  V2,  in. 

Drilled  for  mounting  bolts  for  the  400 
ampere  field  contactor  now  in  the 
Purchaser's  possession. 

ITEM  S-3: 

2 —  Exciter  control  panels. 

Size:  Top  section  62xl6xlV2  in. 

Bottom  section.  28x16x1  V2  in.  on  90  In 
supports. 

NOTE— These  panels  to  line  up  with  the 
new  switchboard  now  on  order. 

Equipment: 

Drill,  wire,  recalibrate  and  mount  Pur¬ 
chaser’s  present  ammeters. 

Furnish  hand  wheels  and  mountings 
for  the  present  main  and  equalizer 


rheostats. 

l_Type  CL-2  volt  meter  transfer  switch 
for  present  volt  meter. 

Necessary  volt  meter  connections  to 
present  volt  meter  bus  and  new  volt 
meter  bus  also  to  volt  meter  on  swing¬ 
ing  bracket. 

1  -Control  switch  type  CL-1  with  indicat¬ 
ing  lamps  and  red  and  green  color 
caps.  (For  operating  circuit  breaker) 

1— Start  and  stop  push  button  station 
with  indicating  lamps  (for  starting  ex¬ 
citer  set). 

Fabricated  copper  connections  on  back 
uf  panel  and  all  necessary  small  wiring 
cleated  to  back  of  panel  and  terminat¬ 
ing  at  terminal  block. 


ITEM  S-4: 

2— D.  C.  Exciter  panels. 

Capacity— 250  volts,  1200  amperes,  2 
wire. 

Size;  Top  section,  62x28x1^/2  in. 

Bottom  section,  28x28xlV2  in.  on  90  in 
supports. 

Equipment  per  panel: 

1— Air  circuit  breaker,  type  CP-7,  T  PP 
250  volts.  1200  amperes,  with  125  volt 
D.  C  non-automatic  solenoid  operat¬ 
ing  mechanism  complete  with  neces¬ 
sary  auxiliary  switches. 

1 —Solenoid  control  relay,  type  PBY-7  (for 
one  panel  only,  other  relay  in  Pur¬ 
chaser's  possession). 
i7iii-.ripnt.pr)  coDoer  connections  between 


ening  clamps. 

All  necessary  wiring  cleated  to  back 
of  panel,  terminating  at  terminal 
blocks. 


ITEM  S-5: 

Necessary  bus  material  for  D.  C.  buses 
to  extend  in  back  of  the  various  panels 
outlined  above,  -omplete  with  copper 
bars  and  insulating  supports,  and  pipe 
supporting  framework. 

NOTE — This  bus  to  be  adopted  to  the 
present  layout  and  to  extend  across  the 
present  panels.  The  last  two  panels,  namely 
the  two  D.  C.  exciter  panels.  1200  ampere, 
will  be  mounted  In  place  of  the  pre^nt 
exciter  panels  on  the  old  switchboard.  The 
voltage  regulator  panel  is  to  be  removed, 
allowing  space  for  these  panels  and  a  2  in. 
spacing  panel  is  included  in  these  specifica¬ 
tions  to  fill  in  this  switchboard.  Necessary 
control  bus  to  extend  in  back  of  present 
generator  panels  and  the  exciter  panels  is 
included  in  these  specifications. 

ITEM  S-6:  .  _  ... 

The  General  Electric  Company  will  re¬ 
move  the  present  field  switch  from  the 
three  present  generator  panels. 

NOTE _ These  panels  will  be  moved  by 

contractor  to  a  new  location.  The  General 
Electric  Company  will  furnish  three  com¬ 
plete  sets  of  double  pipe  supports  for  the 
above  mentioned  panels,  three  sets  of  but¬ 
tons  for  the  holes  left  by  the  removal  of 
the  field  switches.  ,  .  „  ^ 

3 _ Control  switches  will  be  installed,  type 

CL-1  with  red  and  green  color  caps 
for  operating  the  field  breakers. 
Drilling,  wiring  and  mounting  for  the 
above  equipment  is  included. 

Wiring  will  terminate  at  terminal 

blocks.  _ - 

The  present  volt-ammeters  will  be  re¬ 
calibrated.  and  a  new  shunt  of  400 
ampere  capacity  will  be  furnished 
(120-Mv.)  ^  j 

2 _ 1200  ampere  shunts  will  be  furnished, 

and  present  ammeters  will  be  recali¬ 
brated.  .. 

1— Adlusting  rheostat  and  mounting  is 
included  for  adding  to  the  present 
regulator  panel. 

Emergency  handles  for  each  type  01 
solenoid  operated  breakers. 

Prpnared  bV  JACK  HOFFMAN. 

District  Switchgear  Specialist, 


Be  it  Ordained  By  the  Common  Council  of  the  City  of  Fort  V/ayne,  Indiana: 

SEGTIOH  1.  That  the  contract  heretofore  entered  into  on  the  28th 
day  of  January,  1930,  by  and  between  the  City  of  Fort  v7ayne ,  Indiana,  by  and  through 
its  Board  of  Public  ¥orks  and  the  General  Electric  Company,  Fort  v7ayne ,  Indiana  for 
the  furnishing  of  certain  additional  material,  equipment  and  switch  board  panels  for 
the  completion  and  carrying  out  of  tne  present  contract  existing  between  the  City  of 
Fort  Wayne  and  the  General  Electric  Company,  waich  original  contract  is  dated"june  11, 
1929,  v/hich  material,  equipment  and  switch  board  panels  are  to  be  used  in  constructi  .,n 
of  the  City  Light  and  Power  V/orks ,  city  of  Fort  Wayne,  Indiana,  all  of  which  v/ork, 
material,  equipment  and  sv/itch  board  panels  to  be  in  accordance  with  said  suec if icati ons 
and  proposal  as  more  fully  set  forth  in  the  pireamble  hereto,  be  and  the  same  is  hereby 
in  all  things  approved  and  ratified. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect  upon 
and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  G.  LANGARI) 
(Ayes-15»-Nayes  none) 


THI 


ORDINANCE  HAS  BEEN  DUTY  PUBLISHED  IN  BOOK  AND  PAl.IPHLET 


FORM  AS  REQUIRED  BY  LA’Y 


\'ZE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
V/ayne,  Indiana,  at  a  Regular  meeting,  held  on  tne  11th  day  of  February,  1930,  by  a 
majority  vote  of  all  the  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
knov/n  as  GENERAL  ORDINANCE  #1511 

M.L. Burns  Leonard  E .  Pranger 

President  City  Clerk_ 


Presented  to  the  Mayor  for  approval  on  the  15  day  of  February, 

1930. 

Leonard  E. Pranger 
City  Clerk, 

Approved  this  19th  day  of  February,  1930. 

William  J.  Hosey 
Mayor . 


GE^IERAL  ORDINAITCE  EO 


1512 


An  Ordinance  approving  and  ratifying  a  contract  between  tbe  City 
of  Fort  ..ayne  by  and  tnrough  its  Board  of  Public  V/orks  and  the  Kelso-Wagner  Company, 
Dayton,  Ohio,  for  the  furnishing  of  all  labor,  material,  apioaratus  and  equipment  for 
the  construction  and  installation  of  all  switch  board  equipment,  cabel,  conduits  and 
circuit  connections  in  the  City  Light  and  Power  V/orks,  city  of  Fort  'feyne ,  Indiana, 
all  of  which  work,  material,  equppment  and  apparatus  to  be  in  accordance  with  submitted 
specifications  and  proposal. 

iVhereas,  on  the  28th  day  of  Janu  ry,  1930,  the  City  of  Fort  Wayne 
by  and  througn  its  Board  of  V/orks  entered  into  a  contract  with  the  Kelso-Wagner  Com¬ 
pany,  Dayton,  Ohio,  for  the  furnishing  of  all  labor,  material,  apparatus  and  equipment 
for  the  construction  and  installation  of  all  swtich  board  equipment,  cable,  conduits 
and  circuit  connections  in  tne  City  Light  and  Power  \Vor:3,  city  of  Port  V/ayne ,  Indiana, 
all  of  which  woik,  material,  equipment  and  apparatus  is  to  be  in  accordance  with  spe- 
cificati  ns  and  proposal,  -.vhich  contract  is  in  the  follov/ing  words  and  figures,  to-wit: 


IMPROVEMENT  OP 
CITY  LIGHT  AND  POWER  WORKS 
CITY  OF  FORT  WAYNE  IlJblANA 

ADDITIONS  TO  CONTRACT  OF  THE 
KELSO-WAGNER  COMPANY  DATED 
SEPTEMBER  24.  ;929. 

fv,  January  28.  1930. 

To  the  Kelso-Wagner  Co.. 

Dayton.  Ohio. 

Whereas,  on  September  24.  1929.  the  time 
ot  awarding  contracts  to  the  Kelso-Wagner 
CJimpany  for  wiring  installation,  including 
the  performance  of  miscellaneous  electrical 
work.  It  was  contemplated  to  continue  the 
service  the  manually  operated  exciter  panels 
ano  the  manually  operated  generator  field 
switches  for  the  present  2.300  volt  genera¬ 
tors,  and. 

Whereas,  it  is  now  deemed  advisable  to 
make  these  units  electrically  operated  and 
same  from  the  control  floor  of 
switchboard  bay  in  the  new  power  plant 
building,  and, 

Whereas,  the  City  has  provided  for  the 
furnishing  of  certain  panels  and  equipment 
required  for  this  change,  and, 

Whereas,  the  materials  and  work  requireo 
for  the  removal  and  reinstallation  of  certain 
equipment,  and  the  installation  of  certain 
new  panels,  equipment  and  materials,  and 
for^  the  installation  of  main,  metering,  con- 
tro'  and  operating  circuit  connections  are 
of  the  same  nature  as  the  materials  and 
work  included  in  said  contract  of  Septem- 
ber  24th  with  the  Kelso-Wagner  Company, 
and  inter-connect  therewith. 

T^^^efore.  you  are  hereby  author- 

izeo  and  dirwted  to  furnish  all  additional 
work,  materials  and  supervision  required 
removal  of  three  generator  panels, 
two  exciter  panels  and  one  voltage  regula- 
tor  panel  from  the  old  switchboard  and  for 
the  same  in  the  line 
of  the  new  switchboard;  and  for  the  re- 
exciter  panel  for  a  steam- 
th^  Sd  present  position  in 

tn!  nld  ^  position  in 

tion  i?  switchboard;  and  for  the  instaJla- 

fnm  u  contractor  panels  and 

the  line  of  the 
ol^a  including  the  remounting 

^  breaker  on  one  of  these  nanels- 

and  for  the  installation  of  all  main  me- 

au?red’  circuits  re- 

i  location,  mod- 

trol  which  “ethod  of  con- 

all  conduits,  con¬ 
ductors.  supports,  terminal  fittings  and  con¬ 
nections:  taking  the  necessary  precautions 
to  comply  With  the  station  Operating  rL 
qulrements,  all  in  accordance  with  the 
instructions  of  The  Pro- 
ehlich  &  Emery  Engineering  Company  and 
conform.ng  to  the  specification  of  the  above 
mentioned  contract,  and  in  accordance  w°tn 
and  Additions,  "  of 
fi'  aJ  bound  with  said  contract,  and 

in  accordance  with  your  proposal  of  De- 
ember  28,  1929,  for  the  sum  of  Eight 
Thousan^^y^^ndr^  ^^ars  and  No 


Cents  ($8,500,001,  payment  of  which  will 
be  made  to  you  by  the  City  of  Port  Wayne 
in  accordance  with  the  terms  of  said  con¬ 
tract  under  paragraph  18.  entitled  “Esti¬ 
mates."  Pinal  payment  will  be  made  not 
less  than  thirty  days  after  complete  con¬ 
struction,  delivery  and  erection  of  all  ma¬ 
terials  and  labor  included  herein. 

JOHN  C.  TRIER, 

DAVID  ERWIN, 

C.  A.  RAMSEY. 

Board  of  Public  Works. 

Accepted  by 

The  Kelso-Wagner  Company 

By . . 

Approved  by  The  Proehlich  &  Emery  Engi¬ 
neering  Company 

By  F.  H.  PROEHLICH,  President.  ; 

Approved  as  to  Form  and  Legality  1 

By  W.  FRUECHTENICHT. 

Dayton,  O.,  December  28,  1929. 
Board  of  Public  Works,  i 

City  of  Fort  Wayne.  Ind.  i 

Gentlemen:  j 

In  accordance  with  your  request,  we  are 
pleased  to  submit  the  following  proposition  j 
covering  the  removal  of  three  generator 
panels,  two  exciter  panels  and  one  voltage  | 
regulator  panel,  taking  the  necessary  pre¬ 
cautions  to  comply  with  your  operating  re¬ 
quirements.  Also  to  install  two  exciter  con-  ; 
trol  panels  and  two  motor  driven  exciter  i 

control  panels.  I 

We  propose  to  furnish  all  the  necessary  • 

labor,  supervision  and  incidental  materials  j 

to  make  this  complete  installation  in  ac¬ 
cordance  with  the  Priehlich  &  Emery  En- 
gineering  Company  specifications,  for  the  t 

lump  sum  of  One  Thousand  Eight  Hundred 
Forty-five  Dollars  ($1,845.00). 

We  propose  to  invoice  on  the  first  of  each 
month  and  expect  payment  in  cash  for 
same  within  10  days  of  the  invoice  date. 

Thanking  you  for  this  opportunity  of 
quoting,  we  are 

Yours  truly, 

THE  KELSO-WAGNER  COMPANY, 

M.  H.  Wagner,  Vice-Pres. 

Dayton,  O.,  December  28,  1929. 

Board  of  Public  Works, 

City  of  Port  Wayne,  Ind. 

Gentlemen: 

In  accordance  with  your  request  we  are 
pleased  to  submit  the  following  proposition 
covering  the  erection  of  your  field  breaker 
panels  and  the  removal  of  one  field  breaker 
to  a  new  panel,  all  of  which  panels  are  to 
be  located  in  line  with  the  old  switchboard, 
including  the  conduits,  cable  and  wire  nec¬ 
essary  to  electrically  connect  these  field 
breaker  panels  to  their  respective  genera¬ 
tors. 

We  propose  to  furnish  all  the  necessary 
materials,  labor  and  supervision  to  complete 
the  above  installation  in  accordance  with 
the  Froehlich  &  Emery  Engineering  Com¬ 
pany  specifications,  for  the  lump  sum  of 
One  Thousand  and  Thirty-six  Dollars 
(Sl.036.00). 

We  would  propose  to  invoice  on  the  first 
of  each  month  and  expect  payment  in  cash 
for  same  within  10  days  of  the  invoice  date. 

Thanking  you  for  the  opportunity  of 
quoting,  we  are 

Yours  very  truly, 

THE  KELSO-WAGNER  COMPANY, 


M.  H.  Wagner,  Vice-Pres.  ^ 

Dayton,  O.,  December  28,  1929. 

Board  of  Public  Works,  i 

City  of  Port  Wayne,  Ind.  f 

Gentlemen: 

In  accordance  with  your  request  we  are  ( 
pleased  to  submit  the  following  proposition  t 
covering  the  necessary  wire,  cable  and  ma-  ( 
terials  to  electrically  connect  the  generator  | 
panels  in  the  new  switchboard  bay,  also  j 
the  exciter  control  panels,  to  the  generator  j| 
oil  circuit  breakers  and  the  exciter  con-  i 
tactor  panels  in  the  present  turbine  room.  ,, 

We  propose  to  furnish  all  the  necessary  || 
materials,  labor  and  supervision  to  com-  j 
plete  the  above  installation  in  accordance  I 
with  the  Froehlich  &  Emery  Engineering  j 
Company  specifications,  for  the  lump  sum  I 
of  One  Thousand  Nine  Hundred  Eighty-four  ! 
Dollars  ($1,984.00).  [ 

We  would  propose  to  invoice  on  the  first 
of  each  month  and  expect  payment  in  cash  i 
for  same  within  10  days  of  the  invoice 
date. 

Thanking  you  for  the  opportunity  of 
quoting,  we  are 

Yours  very  truly, 

THE  KELSO-WAGNER  COMPANY, 

M.  H.  Wagner,  Vice-Pres. 
Dayton,  O.,  December  28,  1929.  , 

Board  of  Public  Works,  ; 

City  of  Fort  Wayne,  Ind.  | 

Gentlemen:  i; 

In  accordance  with  your  request  we  are  j; 
pleased  to  submit  the  following  proposition  [ 
covering  the  necessary  conduit,  fittings,  ; 
hangers,  etc.,  for  tieing  the  exciter,  control  ; 
panels  in  the  new  switch  bay  with  the  ex-  j 
citer  control  panel  in  the  old  switchboard.  ! 

We  propose  to  furnish  all  the  necessary  [ 
materials,  labor  and  supervision  to  complete  1 
the  above  Installation  in  accordance  with  ; 
the  Proelich  &  Emery  Engineering  Com-  i 
pany  specifications,  for  the  lump  sum  of  1 
One  Thousand  Nine  Hundred  Ten  Dollars  ' 
($1,910.00).  , 

We  would  propose  to  invoice  on  the  first  I 
of  each  month  and  expect  payment  in  cash  I 
for  same  within  10  days  of  the  invoice 
date. 

Thanking  you  for  the  opportunity  of 
quoting,  we  are 

Yours  very  truly,  i 

THE  KELSO-WAGNER  COMPANY,  I 

M.  H.  Wagner,  Vice-Pres.  | 
Dayton,  O.,  December  28,  1929. 

Board  ol  Public  Works,  ; 

City  of  Fort  Wayne,  Ind 

Gentlemen: 

In  accordance  with  your  request  we  are  j 
pleased  to  submit  the  following  proposition 
covering  the  necessary  conduit,  fittings,  1 
hangers,  etc.,  for  tieing  the  generator  pan-  ; 
els  in  the  new  switchboard  bay  with  the 
old  switchboard  control  room,  Including  the  i 
governor  control  and  the  frequency  Indica-  [ 
tor  connections.  i 

We  propose  to  furnish  all  the  necessary  i 
materials,  labor  and  supervision  to  com-  j 
plete  the  above  installation  in  accordance  , 
with  the  Proeiilich  &  Emery  Engineering  j 
Company  specifications,  for  the  lump  sum  | 
of  One  Thousand  Seven  Hundred  Twenty- 
five  Dollars  ($1,725.00). 

We  would  propose  to  Invoice  on  the  first 
of  each  month  and  expect  payment  in  cash 

for  same  within  10  days  of  the  invoice 
date. 

r  Thanking  you  for  the  opportunity  of 
}  quoting,  we  are 

Yours  very  truly. 

THE  KELSO-WAGNER  COMPANY. 

^  M.  H.  Wagner,  Vice-Pres.  j 


BE  IT  ORDAIIIED  BY  THE  COMYON  GOIMCIL  OF  THE  CITY  OF  FORT  v/AYHE  , 


INDIANA: 


SECTION  1.  That  the  contract  heretofore  entered  into  on  the 


28th  day  of  January,  1930,  hy  the  city  of  Fort  Jayne  by  and  tnrough  its  Board  of  Public 
Works  and  helso-Wagner  Company,  Dayton,  Ohio,  for  the  furnishing  of  all  labor,  material, 
apparatus  and  ec[uipment  for  the  construction  and  installation  of  all  sv/itch  board  equip¬ 
ment,  cable,  conduit  and  circuit  connectiins  in  the  City  Light  and  Pov7er  V/orks ,  city  of 
Fort  V/ayne,  Indiana,  all  of  which  material,  work  equipment  and  apparatus  is  to  be  in 
accordance  v/ith  said  specifications  and  proposal  as  more  fully  set  forth  in  the  preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  approved  and  ratified. 

SECTIOB  2.  That  this  ordinance  be  in  full  force  and  efiect  upon  and 

after  its  ;assage  and  apvjroval  by  the  llayor. 


C.H.YOUHG 

(Ayes  Id-Bays  none) 


THIS  ORDIBAliCE 


HAS  BEHB  DULY  PUBLISHED  IH  BOOK  ADD  PAip’HUJT  FORM  AS 


REl.UIRED  BY  LA '.7 


VZE  HEREBY  CERTIFY,  Tnat  the  Common  Council  of  tae  City  of  Fort 
Wayne,  Indiana,  at  a  Regular  meeting,  held  on  the  11th  day  of  February,  1930,  by 
a  majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached  and 

knovm  as  GENERAL  ORDINANCE  No.  1512 

M.L. Burns  L^.Pranger 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  txie  15th  day  of  February, 

1930. 

Leonard  E.Pranger 
City  Clerk, 

Approved  this  19th  day  of  February,  1930. 

William  J.  Hosey 
Mayor. 


GENERAL  ORDINAEGE  EO.  1513 


I 


I 


An  Ordinance  amending  Section  1  of  tne  General  Ordinance  Eo.  1135 
amending ■ Section  Three  of  General  Ordinance  748  passed  hy  the  Common  Council  at  its  I 

regular  session  September  12th,  1916.  * 

3SCTI0E  1.  Be  it  ordained  by  the  Commop  Council  of  tne  City  of 
Eort  Jayne  that  Section  1  of  General  Ordinance  Eo.  1135  amending  Section  S:  of  General 
Ordina.nGe  748  be  amended  to  read  as  follows: 

"Section  3.  If  such  application  be  granted  by  the  Controller 
the  applicant  shall  file  with  the  City  Controller  v/itnin  fifteen  days  after  such 
application  is  granted  a  bond  for  mamiraura  liability  in  the  sum  of  one  thousand  ($1000.00) 
Dollars  in  the  case  of  property  damage  and  maximum  liability  of  Ten  Thousand  ($10,000.00) 
Dollars  in  case  of  injury  to  or  death  of  one  person,  and  v/ith  maximum  liability  of  Twenty 
Thousand  ($20,000.00)  Dollars  in  case  of  injury  to  or  death  of  more  than  one  person 
v^ith  a  surety  company  authorized  to  do  business  in  the  Stateof  Indiana  or  three  resident 
free  holders  of  said  city  as  sureties  tnereon,  conditioned  tha.t  tne  applicant  will  pay 
any  and  all  damages  sustained  by  any  person  or  property  by  reason  of  the  violation  by 
said  applicant,  his  agent  or  employes,  or  any  person  to  wnom  said  applicant  has  tebted^ 
leased,  hired  or  permitted  to  us,  any  automobile  or  motor  vehicle  for  the  purpose  of 
transporting  passengers  for  hire,  in  tiie  operation  of  a,ny  suoh  automobile  or  motor 
vehicle  of  tiiis  or  any  otrier  ordinanoe  of  said  city  or  any  law  of  the  otate  of  Indiana 
regulating  the  operation  of  automobiles  or  motor  vehicles,  or  by  reason  of  the  negliO 
gence  of  such  applica-nt  or  a.ny  of  his  agents  or  employes  in  the  operation  of  any  such 
car,  or  in  lieu  of  such  bond  shall  cause  to  be  issued  within  such  time  covering  the 
period  of  his  said  license  what  is  commonly  knovm  a.s  a  liability  contract  of  insurance 
issued  byan  insurance  corporation  authorized  by  the  laws  of  the  State  of  Indiana  to  do 
business  therein  in  tne  same  maximum  liability  amounts  and  in  which  policy  or  contract 
of  insurance  it  shall  be  among  other  things  provided  that  the  obligations  and  promises 
therein  contained  shall  insure  to  the  benefit  and  protection  fo  any  person  'within  or 
without  the  motor  vehicle  to  which  such  policy  appli  s,  other  txian  tne  assured,  sustaining 
bodily  injury  or  injury  to  property  or  in  tae  event  of  death  tne  saio  obligations  and 
promises  to  insure  to  the  benefit  and  protection  of  any  person  sustai'ning  damage  by 
reason  of  such  death  v7hether  an  action  for  such  damage  is  brought  against  the  name 
assured  alone  or  jointly  with  the  coicpany,  and  that  tne  obligations  and  x>romises  con¬ 
tained  in  such  policy  shall  not  be  affected  by  any  act  or  omnission  of  the  named 
assured  or  of  any  employe  of  the  named  assured  on  account  of  the  default  of  the 

assured  in  payment  of  premium  or  in  the  giving  of  any  notice  required  by  such  policy, 

or  other-wise,  nor  by  the  death,  insolvency,  bankruptcy,  legal  incapacity  o^  in¬ 
ability  of  the  assured.  It  shall  further  be  provided  in  said  policy  or  contract 
that  no  cancellation  of  said  policy  or  contract  sasll  become  effective  for  failure  to 
pay  any  premium  v/hen  due  or  for  jmproper  conduct  on  the  part  of  the  as:;ured  or  of 

the  assured’s  operator  or  chauffeur  or  on  account  of  tne  dangerous  condition  of  any 


I 


I 


named  or  described  automobile  covered  by  said  policy  or  contract  or  on  account  of 
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the  extra  hazard  occasioned  to  the  company  by  reason  of  improper  conduct  of  the 
assured's  business  unlass  a  copy  of  such  noticeor  cancellation  snail  be  delivered  to 
the '^Controller  of  the  city  five  (5)  days  before  such  cancellation  becomes  effective. 
V/nen  such  policy  is  delivered  and  approved  by  the  Controller,  the  license  snail  be 
issued  the  same  as  if  a  bond  had  been  filed  and  ap  roved  as  provided  oy  such  section 
(optional),  -rovided,  an^  individ  al  or  corporation  ein^  the  sole  ov/ner  of  more  than 
five  or  m.ore  automobiles  licensed  hereunder  may  file,  in  lieu  of  separate  contract  or 
policies  of  indemnity,  a  single  contr-ct  or  policy  covering  all,  or  any  numoer  not  less 

than  five  or  more  of  tne  automobiles  so  licensed." 

V/hich  said  bond  or  contract  of  insurance  snail  be  subject  to  the 

approva.l  of  the  Mayor  and  Controller. 

aECTION  2.  That  t-.is  ordinance  shall  be  in  full  force  and  take 
effect  on  and  rfter  its  passage  and  ap  .roval  by  the  Mayor  and  legal  public  tion. 

EDV/IIT  C.  LIMDENESRG. 

(Ayes  15-iIayes  none) 

THIS  ORDIHAHCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE^UIBED  BY  LAW 

V,E  HU^RLB'-''  CERTIFY,  That  the  Common  Council  of  t..e  City  of  Fort 
Wayne,  Indiana,  at  a  regular  meeting,  held  on  the  25th  day  of  February,  1930,  by  a 
majority  vote  of  all  members  elect,  did  pass  t.ie  ordinance  hereunto  attached,  a.nd 
known  as  GENERAL  ORDINAJIGE  No.  1513 


M.L .Burns 
President 


Leonard  E.  Pranger 
City  Clerk. 


1930.- 


Presented  to  the  Mayor  for  a.p  roval  on  the  27th  day  of  February, 


Leonard  E.  Pranger 
City  Clerk. 


Approved  this  4th  day  of  March,  1930. 


’.Villiam  J.  Hosey 
Mayor . 


CxSl^R'L  0^-DINAEGE  NO.  1514 


An  Ordinance  changing  the  name  of  a  certain  street  and  a  certain 
avenue  in  the  city  of  Port  ..'ayne,  Allen  County,  Indiana: 


BE  IT  ORDAINED  BY  TIS  COIA  .ON  COUNCIL  OF  THE  CITY  OF  FORT  ,/AYNE  ,  INDIANA: 


SECTION  1.  That  tne  follov/ing  described  street  and  avenue, 
shall  hereafter  he  known  and  called  h '■  the  follov/ing  name: 

a.  East  Lexington  Avenue  to  he  known  as  and  called  McKinnie 


Avenue . 


h»  Lexington  Circle  to  he  known  as  and  called  McKinnie  Circle. 
SECTION  2.  That  thi.  Ordinance  snail  he  in  full  force  and  effect 
from  and  after  its  passage  and  approval  hy  the  Mayor. 


J.J.Perrey 

(Ayes  15-Nays  none ) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  KE'Q,UIRED  BY  LAW 

HEREBY  CERTIFY,  That  the  dominion  Council  of  the  City  of  Fort 
Uayne,  Indiana,  at  a  Regular  meeting,  held  on  the  25th  day  of  February,  1930, 
by  a  majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached, 
and  kno’.vn  as  GS13RAL  ORDINANCE  No.  1514 

M.LBurns  Leonard  E.  Pranger 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27th  day  of  Feb¬ 
ruary,  1930. 

Leonard  E. Pranger 
City  Clerk. 

-Approved  this  4th  day  of  March,  1930. 

William  C.  Hosey 
Mayor. 


OElffiRAL  ORDIITAITCE  No.  1515 


An  Ordinance  authorizing  the  Board  of  Public  'iforhs ,  City  of 

Port  V/ayne ,  Indiana,  to  sell  a  tv/o  story,  frame  iiouse  located  on  premises  icno™  as 

720  North  Anthony  Boulevard,  city  of  Port  ./'ayne ,  Allen  County,  Indiana. 

EE  IT  ORBAINED  BY  TEE  GOffilON  COUNCIL  OF  TEE  CITY  OP  PORT  AAYiIE,  INDIANA: 

''section  1.  That  the  Board  of  ^ublic  Nor  .s  be  and  is  hereby 

authorized  to  sell  and  dispo-'e  of  the  tv/o  story  frame  dwelling  located  on  the 

following  described  real  estate,  to-v/it: 

Lot  Number  Six  Hundred  Eighty-t..o  (682-J 

Plat  "B'S  Laheside  Park_Addition 

to  the.  City  of  Port  7/ayne ,  Allen  County, 

Indiana;  premises  also  known  as  720  North 
Anthony  Boulevard,  Port  V/ayne,  Indiana. 

As  the  value  of  this  property  is  likely  to  exceed  One  Hundred  Dollars  (^lOO.OO),  said 
Board  of  Public  ..dries  is  hereby  authorized  to  file  its  petition  v/ith  the  Allen  Cir¬ 
cuit  Court  of  Allen  County,  Indiana,  through  its  City  Attorney,  for  the  appointment 
of  appraisers  to  appraise  said  property. 

SECTION  2.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Ma-yor. 

LOUIS  G.  LIENGARD 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAT.fPHT.ET  PORK  AS  RE//,UIRED  BY  LAV/ 

HEREBY  'ERTIPY,  T,hat  the  Common  Council  of  tne  City  of  Port 
V/ayne,  Indiana,  at  a  Regular  meeting,  held  on  the  25th  day  of  February,  1930,  by  a 

majority  voxe  of  all  members  elect,  did  pass  the.  ordinance  hereunto  attached,  and 
Icnown  as  GENERAL  ORDINANCE  No.  1515 

M.I-. Burns  Leonard  E.  Prs.no-er 

President  City  Clerk. 

,  Presented  to  the  Mayor  for  approval  on  the  27th  day  of  February 

?  1930 . 

Leonard  E.  Pranger 
City  Clerk. 

Approved  this  4th  day  of  March,  1930. 

William  J .  Hosey 
Mayor . 


GENERAL  ORDINANCE  No.  1516 


An  Ordinance  changing  and  amending  the  symbols  and  indications 
of  a  ^^art  of  Section  3  of  the  nap,  which  is  part  of  a  General  Ordinance  No.  1436,  the 
same  being  "An  Ordinance  establishing  a  zoning  plan  for  the  City  of  Port  ./ayne ;  to 
regulate  and  restrict  the  neight,  area,  bulk  and  use  of  buildings;  to  regulate  and 
determine  the  area  of  yards,  courts  and  other  open  spaces;  to  regulate  and  limit  the 
use  and  intensity  of  use  of  land;  to  classify  and  regulate  the  location  of  trades, 
callings,  industries,  commercial  enterprises  and  the  location  of  buildings  designed 
for  specified  uses;  to  establish  building  lines;  and  for  sucn  purposes  to  divide  the 
city  into  districts;  to  _.rovide  for  administration  and  for  penalties  for  the  viola¬ 
tion  of  its  provisions;  authorizing  the  creation  of  a  board  of  zoning  appeals  and 
providing  for  review  of  the  decisions  of  such  board  by  the  court.  This  amendatory 
jtBedinance  and  Ordinances  supplemental  or  amdndatory  thereto,  shall  be  known  as  the 
Zoning  Ordinance  of  Port  '.ayne,  as  amended  this  13th  day  of  November,  1928,  "passed 
November  13,  1928. 


INDIANA. 


SE  IT  ORDAINED  BY  THE  COI.li.ON  COIB-ICIL  OP  THE  CITY  OP  PORT  bAYNE  , 


SECTION  1.  That  the  symbols  and  indications  on  Section  3 
of  the  Zoning  L.ap,<  v/hich  is  r  part  of  General  Ordinance  No.  1436,  as  above  described, 
be  cho-nged  irom  tnose  of  B.  and  C.  Districts  as  now  zoned,  to  E.  District  on  the 
strip  of  land  on  the  North  side  of  Maumee  Avenue,  extending  North  140  feet  from 
Edsall  Avenue  to  Greenwald  Avenue,  and  said  area  snail  be  a  part  of  E.  District. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect 
from  and  f-fter  its  passage  and  approval  by  the  Mayor. 


J. J.Porrey 

(Ayes  16  Nays  none ) 

Vffi  ilSREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 

Port  'vVayne ,  Indiana,  st  a  Regular  meeting,  held  on  the  11th  day  of  March,  1930, 

by  a  m.ajority  vote  of  all  members  elect,  did  pess  the  ordinance  hereunto  attached, 

and  xnown  as  GENERAL  ORDINANCE  No.  1516 

M.L. Burns  Leonard  E.  Pranger 

President  City  Clerk. 

Presentee]  to  the  Mayor  for-  approval  on  the  14th  day  of  March, 

Leonard  E.  Pranger 
City  Clerk. 

Approved  this  22nd  day  of  March,  1930. 

vVilliara  J.  Hosey 
Mayor. 

THIS  CRDINAlfGE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  POIdil  AS  RE  QUIRED  BY  LAW 
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GEl'IERAL  OPJ^INAIICE  ITo.  1517 


An  Ordinance  changing  and  amending  the  symbols  and  indications  of 
a  part  of  Section  4  of  the  map  vdiich  is  part  of  a  General  Ordinance  14o.  1426,  the  same 
being  "An  Ordinance  establishing  a  zoning  plan  for  the  City  of  Port  ./ayne ;  to  regulate 
and  restrict  the  height,  area,  bulk  and  use  of  buildings;  to  regulate  a.nd  determine 
the  area  of  courts,  yards  and  other  open  spaces;  to  regulat  e  and  limit  the  use  and 
intensity  of  use  of  land;  to  classify  and  regulate  the  location  of  trades,  callings, 
industries,  commercial  enterprises  and  the  location  of  buildings  designed  for  speci¬ 
fied  uses;  to  establish  building  lines;  and  for  such  pruposes  to  divide  the  city  into 
districts;  to  provide  for  administration  and  for  penalties  for  the  violation  of  its 
provisions;  authorizing  the  creation  of  a  board  of  zoning  appeals  and  providing  for 
review  of  the  decisions  of  such  board  by  trie  court.  This  Ordinance  a,nd  Ordinances 
supplemental  or  amenda.tory  thereto,  snail  be  knovrn  as  the  honing  Ordinance  of  Tort 
t'ayne,  as  amended  t.as  loth  day  of  November,  1928",  pasaed~lTovember  13,  1928. 

BE  IT  ORBAIBEB  BY  THE  COMHOhCOlMCIL  OP  THE  CITY  OP  PORT  \?AYHE  ,  IHDIAEA. 

SECTION  1.  That  the  symbols  and  indications  on  Section  4  of 
the  Zoning  M'-cp,  which  is  a  part  of  General  Ordinance  No.  1426,  as  above  described, 
be  changed  from  those  of  A  District  to  those  of  C  District  on  Lot  122  Eureka  Park 
Addition  to  the  city  of  Port  V/ayne ,  Allen  County,  Indian  ,  and  said  area  shall  be  a 
part  of  C  District. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect 
from  and  after  its  p-'ssage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOH  /iND  PAiMPlILET  PORM  AS  RE  .)UIRSD  BY  LA./ 

VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port 
V/ayne ,  Indiana,  at  a  Regular  meeting,  held  on  the  11th  day  of  March,  1930,  by  a 
majority  vote  of  all  meijibers  elect,  did  pass  the  ordinance  hereunto  attached,  and 
known  as  GENERAI.  O’^DINANCE  No.  1517 

M.L. Burns  Leonard  E.  Pranger 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  14th  day  of  March, 

1930. 

Leonard  E. Pranger 
City  Clerk. 

Approved  this  22nd  day  of  March,  1930. 

V/illiam  J.  Hosey 
Mayo:  . 


GE1IER/-J.  ORDINANCE  No.  1518 


An  Ordinance  changing  and  amending  the  symhols  and  indications 
of  a  part  of  Section  5  of  the  map,  which  is  a  part  of  General  Ordinance  No.  1426, 
the  same  being  "An  Ordinance  establishing  a  zoning  plan  for  the  City  of  Eort  'layne ; 
to  regulate  and  restrict  the  height,  area,  bulk  and  use  of  buildings;  to  regulate 
and  determine  the  area  of  yards,  courts  and  other  open  spaces;  to  regulate  and  limit 
the  use  and  intensity  of  use  of  land;  to  classify  and  regulate  the  location  of  trades, 
callings,  industries,  commercial  enterprises  and  the  locction  of  buildin  -s  designed 
for  specified  uses;  to  establish  building  lines;  and  for  such  pruposes  to  devide  the 
city  into  districts;  to  provide  for  administration  and  for  penalties  for  the  viola¬ 
tion  of  its  provisions;  authorizing  the  creation  of  a  bor rd  of  zoning  appeals  and 
provideing  for  review  of  the  decisions  of  sucli  board  by  the  court.  This  ordinance 
and  ordinances  supplemental  or  amendatory  thereto,  snail  be  knov/n  as  the  Zoning  Ord¬ 
inance  of  Eort  ..'ayne  ,  as  amended  this  13th  day  of  November,  1928,"  passed  November 
13,  1928. 

HE  IT  ORDAINED  BY  THE  COM-.ION  COUNCIL  OE  THE  CITY  OE  FORT  V7AYlvE  ,  INDIANA: 

SECTION  1.  That  the  symbols  and  indications  on  Section  5  of 
the  Zoning  map,  which  is  a  part  of  General  Ordinance  No.  1436  as  above  described, 
be  changed  from  those  of  B  District  to  those  of  E  District  in  an  area  bounded  on 
the  south  by  the  first  alley  south  of  DeV/ald  Street,  on  the  east  by  the  First  Alley 
west  of  Calhoun  Street,  on  the  north  by  the  first  alley  south  of  T'illiams  Street  and 
on  the  v/est  by  a  line  parallel  with  Harrison  Street  and  one  hundred  fifty  ( 150 )  feet 
west  thereof. 

3EETI0N  2.  That  this  ordinance  be  in  full  force  and  effect  on 
and  after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

CHESTER  J.  HINTON 
(ayes  15-nays  none) 

vVE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
'.Vayne ,  Indiana,  at  a  Regular  meeting,  eheldon  the  25th  day  of  March,  1930,  by  a 
majority  vote  of  all  memebers  elect,  did  pass  the  ordinance  hereunto  attached,  and 
knov.Ti  as  GENERAL  ORDINANCE  No.  1518 

M.L. Burns  L. E.Pr  anger 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27th  day  of  March, 

193  0.  L.E.Pranger 

City  Clerk. 

Approved  this  2nd  day  of  April,  1930. 

William  J.  Nosey 
Mayor 

THIS  ORDINANCE  HAS  BEEN  DULY  PUfBLISKED  IN  BOOK  AND  PAl.IPIiIET  FORM  AS  RE^iUIRED  BY  LA./ 


GEMERT'J.  OPiDIN/JJCE  Ro .  1519 


An  Ordinance  authorizing  and  erapov/ering  the  City  Attorney  to 
employ  assistanta  for  the  purpose  of  codifying  the  ordinances  of  the  City  of  Fort 
ViTayne ,  Indiana. 


SEGTIOIT  1.  Ee  it  ordained  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  that  the  City  Attorney  be  and  he  is  nereby  authorized  and 
empowered  to  employ  assistants  to  codify  the  ordinances  of  the  City  of  Fort  Wayne, 
and  that  ne  is  authorized  to  expend  for  said  v/ork  not  more  than  Tv/'enty-cne  Hundred 
Dollars  ($2100.00). 

SECTIOH  2.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


CHARLES  H.  LEHZ 
(Ayes  14-Hays  none) 

THIS  ORDIHAECE  HAS  ESEH  DULY  PUBLISHED  IH  BOCK  AHD  PAI.IPJILET  FORM  AS  RS.iUIRED  BY  LA, 

ViE  HEREBY  CERTIFY,  That  tne  Common  Council  of  the  City  of  Fort 

Wayne,  Indiana,  at  a  Regular  meeting,  held  on  the  8th  day  of  April,  1930,  by  a  majo 

rity  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known 

as  OEHERAL  ORDIHAHCE  Ho.  1519 

M.  L.  BURHS  LEOHAPR  E.  PRAHGER 

President  City  Cleric. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  April, 

1930.  LEOHARD  E.  PRAHGER 

City  Clerk. 

Approved  this  16th  day  of  April,  1930. 

WILLIAJl  J.  HOSEY 
Mayor . 


GENERAL  ORDIN/GTCE  No.  1520 


Ordinance  regulating  traffic  along  tiie  streets,  alleys  and 

public  places  of  tne  City  of  Eort  Jayne  and  providing  penalties  for  the  violation 
thereof. 


V/ayne : 


Be  it  ordained  by  tne  Common  Council  of  the  City  of  Eort 


oECTION  1.  ihat  it  shall  be  unlawful  for  any  driver  or  owner 
of  any  vehicle  to  stop  and  park,  or  allow  or  permit  said  vehicle  to  be  stopped  and 
par.-'ed  on  tne  west  side  of  Webster  Street  from  the  north  line  of  Berry  Street  to 
the  south  line  of  Baker  Street  in  the  City  of  Eort  ,7ayne ,  Indiana. 

SECTICN  2.  Tnat  any  person,  firm  or  corporation  violating 
this  ordinance  shall  be  upon  conviction  fined  in  any  sum  not  exceeding  Eifty 
Dollars  (j^SO.OO)  . 


SECTION  3.  That  this  Ordinance  snail  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor  and  its  legal  publi- 
catioh. 


G.  A.  DINNEN 
(Ayes  14-Nays  none) 

THIS  ORDINANCE  HAS  BEEN"'  ULY  P1DLI3HED  IN  BOOK  AND  PAMEHIRT  EOIlM  AS  RE'^UIRED  BY  LAY 

IE  HEREBY  GERTIEY,  That  the  Common  Council  of  the  City  of 

Fort  V/ayne,  Indiana,  ata  Regular  meeting,  held  on  the  8th  day  of  April,  1930, 

by  a  majority  vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached, 

and  kno'wn  as  GENERAL  ORDINANCE  No.  1529 

M.  L.  BURNS  LEONARD  E.  PR/NGER 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  11th  day  of  April, 

1930.  leonairb  h.  PR.^'NGER 

City  Clerk. 

Approved  this  16th  day  of  April,  1930. 

J.  H03EY 
Mayor . 
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GEKEML  ordinance  no.  1521 

An  ordinance  extending  the  city  limits,  annexing  certain  terri¬ 
tory  to  the  City  of  Nort  Wayne  and  making  the  same  a  part  of  tne  First  ward. 

SECTION  1.  Be  it  ordained  by  tne  Common  Council  of  the  City  of 
Fort  V/ayne  that  the  territorial  limits  of  the  City  of  Fort  V/ayne ,  Indiana,  be  and  the 
same  are  hereby  ^extended  as  follows: 

Oommencing  at  the  center  of  Section  thirty-one  (3l),  Tov/nship  thirty-one  (3l)  North, 
Range  thirteen  (13)  East,  being  center  of  State  Boulevard;  thence  East  on  center  line 
of  State  Boulevard  to  Beacon  Street;  thence  South  in  Beacon  Street  to  center  line  of 
Forest  Avenue  as  platted  in  Ba-ldwin  Heirs  Addition  and  Hartzog's  Addition;  thence 
West  on  said  center  line  of  Forest  Avenue  and  said  line  produced  westwaid  to  the 
North  nd  South  center  line  of  Section  thirty-one  (31),  Townsnip  thirty-one  (3l)  North, 
Range  thirteen  (13)  East,  the  same  being  the  East  line  of  Randall  Farm  Sub;  thence 
North  on  said  center  line  of  Section  thirty-one  (3l),  Tovmship  thirty-one  (3l)  North, 
Range  thirteen  (13)  East  to  center  line  of  State  Boulevard,  being  the  palce  of  be¬ 
ginning, 

and  that  said  territory  be  and  the  same  is  hereby  annexed  to  the  City  of  Fort  ./ayne 
and  added  to  the  First  Ward  of  said  City. 

SESTION  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayori 

LOUIS  C.  LAITGARD 
(Ayes  14-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DUI,Y  PUBLISHED  IN  BOOK  A17D  PA1.1PHIET  FORK  AS  RE-iUIRED  B\^  LAW 

V'E  HEREBY  CERTIFY,  That  the  Common  Council  of  t-.e  City  of  Fort 
Wayne,  Indiana,  at  a  Regular  meeting,  held  on  the  8th  day  of  April,  1930,  by  a  majo¬ 
rity  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovm  as 
GEIERAL  ORDINANCE  No.  1521 


M.  L.  BURNS 
President 


LEONARD  E.  PRANGER 
City  Clerk. 


1930. 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  April, 

LEONAPJ)  E.  PRiNGER 
City  Clerk. 

APPROVED  THIS  16th  day  of  April,  1930. 

\m.  J.  HOSEY 
Mayor . 
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general  ORDINAJTCE  No,  1522 

An  ordinance  extending  the  city  limits,  annexing  certain  terri¬ 
tory  to  the  City  of  Fort  \7ayne  and  making  the  same  a  part  of  the  Tenth  V/ard. 

SECTION  1.  Be  it  ordained  hy  the  Common  Council  of  the  City  of 
Fort  Y/ayne  that  tne  territorial  limits  of  tne  City  of  Fort  V/ayne ,  Indiana,  he  and 
tue  name  are  hereby  extended  as  follows: 

;-luarter  (i)  of  Section  twenty-four 
i^oi’th,  Range  twelve  (12)  East,  described 
as  follows:  Commencing  at  tae  intersection  of  McKinnie  Avenue  and 
Aveni.e;  thence  East  on  the  center  line  of  McNinnie  Avenue/ 
to  tne  center  line  of  Anthony  Boulevard,  vna'ich  is  the  east  line  of 
Section  24,  lovraship  30  North,  Range  12  East;  thence  south  on  the 
center  line  of  Antnony  Boulevard  to  the  East  and  V/est  center  line 
of  said  ^ecti  ,n  24,  Tovraship  30  North,  Range  12  East,  v/hich  is  the 
centei*  line  of  Pettit  Avenue  produced  East;  thence  slest  on  said 
iast  and  V/est  center  line  of  said  Section  24,  Tovraship  30  North, 

Range  IS  East  to  the  center  of  Holton  Avenue  produced  South;  thence 
North  on  said  center  of  Holton  Avenue  to  the  center  of  McKinnie 
Avenue  to  the  palce  of  beginning: 

and  that  said  territory  be  and  the  same  is  hereby  annexed  to  the  City  of  Fort  V/ayne 
and  added  to  the  Tenth  V/ard  of  said  City. 

SECTION  2.  That  this  ordinance  snail  be  in  full  force  and 
effect  from  and  after  it  s  passage  and  ^©proval  by  tne  Ilayor. 

Charles  II.  Lenz. 


(Ayes  14-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DU1,Y  PUBLISHED  IN  BOCK  AND  PAIN'IILET  FORK  AS  RE  ^UIRSD  BY  LAV/ 

'.YE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a  Regular  meeting,  held  on  tne  8th  day  of  April,  1930,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
known  as  GENERAL  ORDINANCE  No.  1522 


1930. 


N.  L.  BURNS 
President 


LE0NA_RD  E,  PRANGER 
City  Clerk, 


Presented  to  the  Mayor  for  approval  on  tiie  11th  day  of  April, 


IE0N/5RD  E.  PRANGER 
City  Cler’:, 


Approved  this  16th  day  of  April,  1930. 


\m.  J.  HOSEY 
Mayor  . 


GEKERAL  OKDIUAITGE  KO.  1523 


An  Ordinance  changing  and  amending  the  symhols  and  indications 
of  a  part  of  Section'd  of  the  map  which  is  part  of  a  General  Ordinance  lio.  1436,  and 
the  satie  being  "An  Ordinance  establishing  a  zoning  plan  for  the  City  of  Fort  bayn,  to 
regulate  and  restrict  the  neight,  area,  bulk  and  use  of  buildings;  to  regulate  and 
determ.ine  the  area  of  courts,  yards  and  other  open  spaces;  to  regulate  and  limit  the 
use  and  intensity  of  use  of  land;  to  classify  and  regulate  t.ie  location  of  trades, 
callings,  industries,  commercial  enterprises  and  the  location  of  buildings  designed 
for  specified  uses;  to  establish  building  lines;  and  for  such  purposes  to  divide  the 
city  into  districts;  to  provide  for  administration  and  for  penalties  for  the  viola¬ 
tion  of  its  provisions;  authorizing  the  creation  of  a  board  of  zoning  appeals  and 
providing  for  review  of  the  decisions  of  such  board  by  the  court.  ihis  Ordinance 
and  Ordinances  supplemental  or  amendatory  thereto,  shall  be  xnown  as  the  Zoning 
Ordinance  of  Fort  Y/ayne ,  as  amended  this  13th  day  of  November,  1928,"  passed  November 
13,  1928. 


Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort  v/ayne , 


Indi  ana; 


SECTION  1.  That  the  symbols  and  indications  of  Section  5  of 


the  Zoning  Hap,  which  is  a  part  of  General  Ordinance  No.  1436,  as  above  described, 
be  changed  from  those  of  "B"  district  to  those  of  "C"  district  on  Lots  Numbered  5 
and  6  Premion’s  Addition  to  the  City  of  Port  Wayne,  Allen  County,  Indiana,  and  said 
area  snail  be  a  part  of  "C"  district. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect  from 
and. after  its  passage  and  approval  by  the  Mayor,  and  legal  publifiation. 


LOUIS  scmioE 
(Ayes  16-nays  none) 


Vffl  HEREBY  GERTIPY,  That  the  Common  Council  of  the  City  of  Port 


V/ayne,  Indiana,  at  a  Regular  meeting,  held  on  the  22nd  day  of  April,  1930,  by  a  maj¬ 
ority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known 
as  GENERAi  ORDINANCE  NO.  1523 


H.  L.  BURNS 
President 


LEONARD  E.  PR  ANGER 
City  Clerk, 


Presented  to  the  Mayor  for  approval  on  the  24th  day  of  A.pril 


1930 


LEOILARD  E.  PRANGER 
City  Clerk. 


Approved  this  29th  day  of  April,  1930 


mi.  JO  HOSEY 
Mayor. 


THIS  ORDINANCE  HAS  BEEN  DUILY  PUBLISHED  IN  POCK  AND  PAMPHLET  FORM  AS  RM.^UIRED  BY  LAW 


GSMCRAL  ORDINANCE  No.  1524 


An  Ordinance  fixing  the  salaries  of  certain  employees  in  the 
Eire  and  Police  Signal  Depa.rtment  and  in  the  Eire,  and  the  Police  Department  of 
the  City  of  Eort  Y/ayne ,  under  the  direction  of  the  Board  of  puhlic  Safety. 

SECTION  1.  Be  it  ordained  hy  the  Common  Douncil  of  the  City 


of  Eort  Y7ayne  that  the  follov/ing  employees  of  tne  Department  of  Puhlic  Safety  in 


the  Eire  and  Police  Signal  Department  and  in  the  Eire,  and  Bhe  Police  Department 
shall  receive  the  follov/ing  salaries  frc,m  and  after  April  1,  1930. 

The  Assistant  Superintendent  of  the  Eire  and  Police  Signal  Department 
shall  receive  a  salaj^y  at  the  rate  of  $200.00  per  month. 

Linemen,  cable  splicers  and  signal  repairmen  snail  each  receive  a  salary 
at  the  rate  of  $185.60  per  month. 

The  Master  Mechanic  of  the  Eire  Department  shall  receive  a  salciry  at  the 
rate  of  $220.00  per  month. 

The  Assistant  Master  Mechanic  of  the  Eire  Department  shall  receive  a 
salary  at  the  rate  of  $200.00  per  month. 

Garage  Mechanics  in  the  Police  Department  snail  each  receive  a  salary  at 
the  rate  of  $160.00  per  month. 

SECTION  2.  That  all  ordinances  or  parts  or  ordinance  in  con¬ 
flict  herewith  are  hereby  r  e  i^aaled  . 

SECTION  3.  That  this  ordinance  be  in  full  force  and  effect 
from  and  after  its  passage  a^::d  approval  by  the  Mayor. 

/DEERT  MORAN 
(Ayes  15-Nays  none) 

\'JE  HEREBY  CERTIEY,  That  the  Common  Council  of  the  City  of 
Eort  V/ayne ,  Indiana,  at  a  Regular  meeting,  held  on  the  13th  day  of  May,  1930, 
by  a  majority  vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached, 
and  knovm  as  GEl^ERAL  ORDINANCE  No.  1524 


M.  L.  BURNS 
Pr  .  sident 


L.  E.  PRANGER 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  16  day  of  May,  1930 


L.  E.  PRANGER 
City  Clerk. 


Approved  this  24th  day  of  May,  1930 


Vfc.  J.  HOSEY 
Mayor . 


GEKERAL  ORDIN/JTCE  No.  1525 


An  Ordinance  for  the  ratification  and  approval  of  a  certain  contract 
made  and  entered  into  the  21st  day  of  April,  1930,  by  and  betv/een  C.L.Bierly  &  Son, 
La.fay-:tte,  Ohio,  party  of  the  first  part,  and  the  City  of  Fort  ..'ayne ,  Indiana,  by  and 
through  its  Board  of  rublic  'forks,  party  of  the  sec  end  part. 

WHEREAS,  on  the  21st  day  of  April,  1930,  an  agreement  was  entered 
into  by  and  Detv;een  C.L.Bierly  &  Son,  Lafayette,  Ohii,  party  of  the  first,  past, 
and  the  City  of  Fort  'Wayne,  Indiana,  by  and  tnrough  its  Board  of  Public  Works,  party 
of  the  second  part,  and  , 


WHEREAS,  according  to  said  contract  the  said  first  party  is  to 

procure  all  material  and  all  labor  necessary  for  the  drillint  of  one  sixteen  (16) 

inch  well  for  the  Water  Works  Department  of  tne  City  of  Fort  W'ayne  and  to  continue 

such  Y/ork  with  efficient  labor  and  adeq.uate  and  up  to  date  machinery,  so  tnat  said 

* 

well  may  be  built  and  ready  for  operation  within  a  period  of  Forty  (40)  days  from 
the  beginning  of  said  v/ork,  wnich  contract  is  in  the  words  and  figures  as  follows: 


STATE  OF  OHIO 

THE  DEPARTMENT  OF  INDUSTRIAL 
RELATIONS 
AND 

THE  INDUSTRIAL  COMMISSION  OF  OHIO 
To  be  posted  in  compliance  with  the  fol¬ 
lowing  provisions  of  Section  1465-71a,  Gen¬ 
eral  Code:  Each  employer  paying  the  pre¬ 
mium  . provided  in  Section  1465-69 

shall  post  conspicuously  in  his  place  or 

places  of  employment  notices . 

stating  the  fact  that  he  has  made  such  pay¬ 
ment  . 

Columbus.  Ohio,  Feb.  6,  1930. 
Notice  is  Hereby  Given  to  All  Persons. 

That  on  Feb  1.  1930.  the  employer 

named  below  paid  into  the  State  Insurance 
and  Occupational  Disease  Fund  the  premium 
required  and  said  employer  is  entitled  to 
the  rights  and  benefits  of  said  fund  for  a 
period  of  six  months  beginning  Dec. 
29.  1929.  Said  employer  is  known  and  de¬ 
scribed  on  the  records  of  the  Industrial 
Commission  a.s  Risk  MG36502. 

Signed: 

WELLINGTON  T.  LEONARD. 

THOS.  M.  GREGORY. 

L.  E.  NYSEWANDER. 

As  Members  of  the  Industrial  Commission 
of  Ohio. 

Attest-  W.  T.  BLAKE. 

Director  of  the  Department  of  Industrial 
Relations  and  Secretary  of  the  Industrial 
Commission- 

Name  and  Address  of  Employer: 

C  L  Bierly. 

Lafayette.  Ohio 

WELL  CONTRACT— C.  L.  BIERLY  &  SON 
THIS  AGREEMENT,  made  this  21st  day  of 
April,  in  the  year  nineteen  hundred  (1930i 
and  thirty,  by  and  between  C  L  Bierly  & 
Son,  Lafayette.  Ohio,  and  the  Water  Works 
Department  of  the  City  of  Port  Wayne 
Allen  County.  Indiana. 

WITNESSETH-  That  the  said  C.  L.  Bierly 
&  Son  and  the  said  Department  of  the  said 
City,  for  the  consideration.^  hereinafter 
named  agree  as  follows- 
That  the  said  C  L  Bierly  &  Son  shall 
proceed  to  procure  all  material  and  all  labor 
necessary  and  that  within  a  period  of  not 
more  than  ten  days,  from  the  date  ol  this 
agreement,  shall  begin  active  work  In  the 
drilling  of  one  ill  .sixteen  (16  in  i  well  for 
said  department  of  said  city,  and  shall  con¬ 
tinue  such  active  work  with  efficient  labor 
and  adequate  and  up-to-date  machinery  in 
a  diligent  effort  that  said  well  may  be 
completed  and  ready  for  operation  within  a 
f'criod  of  not  less  than  forty  days  from  the 
beginning  of  said  work.  Location  of  said 
v’pII  to  be  as  directed  by  said  Board  of 
Public  Works  of  said  city 
It  is  further  understood  and  agreed  that 
snid  well  shall  be  sixteen  (16  in.)  inches  in 
dian^eter  from  the  top  of  ground  to  a  depth 
in  tbe  rock  sufficient  to  secure  tight  setting 
fo’*  the  drive  pipe  That  said  drive  pipe 
shall  b®  of  the  best  quality  of  genuine  aix- 
t-^en  1 16  in. I  inch  wrought  iron  drive  nine  of 
a  nominal  weight  of  not  less  than  eighty 
pounds  per  lineal  foot  and  that  said  drive 
pipe  shall  be  inserted  in  said  well  extending 
from  the  top  of  ground  to  the  proper  set¬ 
ting  in  said  rock:  that  said  drive  pipe  shall 
be  protected  by  a  first-class  steel  shoe  to 


prevent  damage  while  being  driven  to  rock 
and  to  enable  said  pipe  to  be  driven  into 
rock  the  proper  depth  to  secure  its  being 
sufficiently  tight  to  shut  off  all  seepage  and 
surface  water.  All  joints  on  said  drive  pipe 
are  to  be  firmly  screwed  together  with  not 
less  than  one  and  (1V2  in.i  one-half  inches 
contact  into  couplings,  using  red  lead  or 
equivalent  for  each  joint.  From  said  point 
of  the  setting  of  said  drive  pipe  in  the 
rock  the  drilling  of  a  hole  fifteen  (15  in.i 
inches  in  diameter  shall  be  continued  in  the 
rock,  and  said  drilling  shall  continue  until 
water  of  sufficient  quantity  is  reached  that 
may  justify  said  Board  of  Works  for  the 
discontinuance  of  said  drilling.  However,  in 
no  event,  is  drilling  to  be  continued  beyond 
a  depth  of  three  hundred  and  (350  ft.)  fifty 
feet  from  the  top  of  ground  without  the 
written  consent  of  said  Board  of  Public 
Works.  All  further  work,  on  said  well,  shall 
be  abandoned,  at  the  discretion  of  said 
Board  of  Public  Worlcs.  if.  after  fifty  feet 
of  drilling  is  done  in  the  rock,  satisfactory 
results  are  not  obtained  and  all  work  is  to 
be  suspended,  at  the  suggestion  of  the  said 
Board  of  Public  Works,  for  the  purpose  of 
making  tests  of  capacity  of  said  well.  After 
said  well  is  completed  it  is  to  be  bailed  until 
clean  and  free  from  all  drillings  and  be 
placed  in  first-class  condition  for  operation. 

It  is  further  understood  and  agreed  that 
upon  the  satisfactory  completion  of  this 
agreement,  the  said  Water  Works  Depart¬ 
ment  of  said  city,  shall  pay.  in  cash,  to  the 

said  C.  L.  Bierly  &  Son.  the  sum  of _ 

Ten  dollars  and  ($10.80)  eighty  cents  per 
lineal  foot  for  drive  pipe  used  in  well  from 
top  of  ground  to  setting  in  rock. 

Drilling  to  a  depth  of  100  feet.  $5.00  per  ft 

Drilling  from  100  ft.  to  200  feet.  $6.00  per  ft 

Drilling  from  200  ft.  to  300  feet.  $6.25  per  ft 

Drilling  from  300  ft.  to  400  feet.  $6.25  per  ft. 

Partial  payments,  on  the  above,  if  re¬ 
quested.  shall  be  made  as  follow.'?: 

Upon  the  arrival  of  all  necessary  material 
and  all  necessary  equipment  at  the  point  of 
drilling,  then  the  said  department  of  said 
city  shall  pay  said  C.  L.  Bierly  &  Son  the 
sum  of  .s'-ven  hundred  ( $750.00 1  and  fifty 
dollars.  When  said  drilling  to  said  setting 
in  rock  has  b“en  done  then  the  said  de¬ 
partment  of  said  city  shall  pay  to  said  C  L. 
Bierly  &  Son.  an  additional  partial  pay- 
mpnt  of  the  sum  of  four  ($400. OOi  dollars 
After  the  above,  any  balance  that  may  re¬ 
main.  on  the  satisfactoiy  completion  of  this 
agreement,  shall  be  payable  at  once 
C.  L  Bierly  &  Son  further  agrees  to 
carry  proper  compensation  insurance  during 
the  performance  of  this  work  as  per  at¬ 
tached  rider,  and  to  furnish  said  city  with 
acceptable  surety  bond  for  the  faithful 
carrving  out  of  this  agreement. 

"That  said  C  L.  Bierly  &  Son.  will  fur¬ 
nish.  immediately,  a  certifeate  from  the 
indu.strial  board  of  the  State  of  tndiana. 
certifying  that  they  have  complied  with  Sec- 
tions  5,  68  and  69.  of  the  Workmen’s  Com¬ 
pensation  Act.  in  accordance  with  Section 
H  of  the  Compensation  Act  approved  March 
I4fh  1999  lActs  1929.  Page  5361,  being  Sec¬ 
tion  9459  of  Burns  Annotated  Indiana 
Statutes,  Volume  rv." 

Witness  our  hands  and  seals  the  dav  first 
written  above; 


C.  L.  BIERLY  &  SON, 

By  C.  L.  Bierly. 
CITY  OP  PORT  WAYNE. 
JOHN  C.  TRIER, 

DAVID  ERWIN, 

C.  A.  RAMSEY, 

c, - — _ _ _ Board  of  .Public  WojSs... 


SEETTION  1. 


RE  IT  ORDAINED  B”  THE  COMMON  COUNCIL  OF  THE  CITY  CITY  OF 


FORT  lAYm,  INDIANA,  tnat  a  certain  contract 
April,  1930  by  and  betv/een  C.L.Bierly  &  Son, 
and  the  City  of  Port  Wayne,  Indiana,  by  and 


made  and  entered 
Lafayette,  Ohio, 
through  its  Board 


into  on  the  21st  day  of 
party  of  the  first  part 
of  Public  Works,  party 


of  the  second  part,  according  to  ?/hich  said  first  party  agrees  to  procure  all  material 


and  all  labor  necessary  and  will  begin  work  on  the  28th  day  of  April,  1930,  for  the 
drilling  of  one  sixteen  (16)  inch  well  for  the  said  City  and  will  continue  such  work 
Y.’ith  efficient  labor  and  adeq.uate  machinery  and  will  complete  same  within  forty  (40) 
days  of  beginning  said  work,  is  hereby  ratified  and  approved. 

3ECTI0H  2.  THAT  THIS  ORDIHAHCH  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


AUGUST  ifflISHUBURGSR 
(Ayes  13,  Rays  2) 


Vffi  HEREBY  CERTIFY,  That  the  Common  Council  of  the  city  of  Fort 


»Vayne,  Indiana,  at  a  Regular  meeting,  held  on  the  13  day  of  May,  1930,  by  a  majo 
rity  vote  of  all  members  elect,  did  pass  the  ordinance  hereun-o  attached,  and 
known  as  GEIIERAL  ORDIRARCE  Ro .  1525. 


M.L. Burns 
President 


L(«E/Pr  anger 
City  Clerx. 


Presented  to  the  Mayor  for  approval  on  the  16th  day  of  May,  1930. 


L  .E  .  Pr anger 
City  Clerk. 


Approved  this  24th  day  of  May,  1930. 


Rm.  J.  Hosey 
Mayor . 


_n 


GElIER/i  ORDINANCE  Eo.  1526 


An  Ordinance  authorizing  the  Board  of  luhlic  Safety  of  t^e  City 
of  Fort  Wayne,  Indiana,  to  sell  three  (3)  motorcycles. 

SECTION  1.  Be  it  ordained  hy  the  Common  Council  of  the  City  of 
Fort  vVayne ,  Indiana,  that  the  Boa.rd  of  Public  Safety  of  tae  City  of  Fort  //ayne  is 
hereby  authorized  to  sell  three  (3)  us.;d  Henderson  motorcycles;  and  as  the  value  of 
said  motorcycles  is  likely  to  exceed  One  Hundred  Dollars  (^lOO.OO)  that  it  file  a 
petition  through  its  City  Attorney  with  the  Allen  Circuit  Court  of  Allen  County, 
Indiana,  for  the  purpose  of  appointing  appraisers. 

SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


Louis  S.C.  Schmoe 
(Ayes  15,  Nays  none) 


THIS  CRDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAIfJHIET  FORIA  AS  PJ<]  ,UIRED  BY  LA’, 7 

m  HEREBY  CERTIFY,  he  Common  Council  of  the  City  of  Fort 


on  the  13th  day  of  May,  1930,  by  a 


Wayne,  Indiana,  at  a  Regular  meeting," 


majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 
known  as  GENERAL  ORDINANCE  No*  1526 


M.LBurns 

President 


L.E  .Pr anger 
City  Clerk, 


Presented  to  the  Mayor  for  approval  on  the  16th  day  of  May,  1930 


L.E  .Pranger 
City  Clerk. 


Approved  this  24th  day  of  May,  1930/ 


7fci.  J.  Hosey 
Mayor. 


GENERAL  ORDINANCE  No.  1527 


An  Ordinance  regulating  Traffic. 

SECTION  1.  Be  it  ordained  By  the  Common  Council  of  the  City  of 
Port  Y/ayne  ,  Indiana,  that  it  shall  be  unlawful  for  any  person,  firm  or  corporation 
to  operate  or  cause  to  be  operated  any  motor  yehicle  from  and  upon  Broadway  into  and 
upon  Lain  Street  in  the  City  of  Port  'vYayne ,  Indiana,  without  bringing  such  motor 
vehicle  to  a  complete  stop  and  snail  not  at  any  tinie  enter  Main  Street  after  making 
such  Stop  so  as  to  directly  or  indirectly  interfere  with  or  interrupt  the  traffic 
upon  Main  Street  and  in  no  event  v/hen  any  autom.obile  is  approacning  Eroadv/ay  within 
twenty-five  (25)  feet  fr  m  said  intersection. 

SECTION  2.  Tnat  Section  1  of  General  Ordinance  No.  1170  marking 
Broadway  a  preferential  street  at  the  intersection  of  Main  Street  and  Broadway  is 
hereby  r  epealed. 

SECTION  3.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ED.  LIHDENBERG 
(  Ayes  15,  Nays  none) 

YiE  HEREBY  GERTIPY,  That  the  Common  Council  of  the  City  of  Port 

lYayne ,  Indiana,  at  a  Regular  meeting,  held  on  the  13th  day  of  May,  1930,  by  a 

majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and 

knovm  as  GENERAL  ORDINANCE  No.  1527 

M.L. Burns  L.E.Pranger 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  16th  day  of  May,  1930. 

L.E .Pranger 
City  Clerk. 

Approved  this  24th  day  of  May,  1930. 

V/m.  J.Hosey 
Mayor. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISIHED  IN  BOOK  AND  PAMPIIIET  NORM  AS  REQUIRED  BY  LA'7 
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GENERAL  Ol^LDIKAECE  EO.  1528 


An  ordinance  pro.-ibiting  parking  on  tx.e  following  described  real 
estate  in  the  City  of  Fort  '^ayme ,  Allen  County,  Indiana:  tne  East  102-g-  feet  of 
Lot  number  1  Hanna’s  Addition  and  5  feet  of  vacated  alley  on  the  East; 

Also,  the  East  30  feet  of  Lot  number  66  County  -A-ddition; 

Also,  Lot  number  65  County  Addition  and  5  feet  of  vacate  .  alley  on  the  East. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  that  the  Board  of  Public  Works  is  hereby  directed  to  mark  and  designate 
a  part  sufficient  for  tne  parking  of  automobiles  of  city  officials  and  city 
employees  on  the  following  described  real  estate,  to-wit: 

the  East  102-g-  feet  of  Lot  number  S  1  Hanna's  Addition  and  5 
feet  of  vacated  alley  on  the  East; 

Also,  the  East  30  feet  of  Lot  number  66  County  Addition; 

Also,  Lot  number  65  County  Addition  and  5  feet  of  vacated  alley  on  the  East, 
all  in  the  City  of  Fort  ‘'^ayne ,  Allen  County,  Indiana; 

tnat  said  markings  and  indications  be  plainly  indicated  on  the  ground. 

That  it  shall  be  unlav/ful  for  any  person,  firm  or  corporation  to 
park  any  automobile,  truck  or  any  other  vehicle  in  any  marked  or  designated 
place  or  spot,  except  city  officials,  employees  of  the  City  of  Fort  Wayne,  or 
any  of  its  departments. 

Section  2.  That  any  person  violating  any  part  of  this  ordinance 
shall  be  fined  in  not  to  exceed  the  sum  of  Fifty  Dollars  ($50.00) 

Section  3.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


CHARLES  H.  YOUHG 
(Ayes  15-Hays  none) 


V/e  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort 
,  Indiana,  at  a  regular  meeting,  held  on  the  13th  day  of  May,  1930,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attacned, 
and  known  as  GEHERAI.  ORDIHAHCE  Ho.  1528 

M.  L.  BURHS _  L.  E.  PRAHGER 

Resident  City  Clerk 

Presented  to  trie  Mayor  for  approval  on  the  16th  day  of  May,  1930. 


L.  E.  PRAHGER 

City  Clerk 


Approved  this  24th  day  of  May,  1930. 


W.  J.  HOSEY 

Mayor 

THIS  ORDIHAHCE  HAS  BEEH  DULY  PUBLISHED  IH  BOOK  AHD  PAMPTILET  FORM  AS  RE  iUIRED  BY  LAW 


GEHERAL  ORDIHAHCE 


GilNERAL  ORDINANCE  NO.  1529 


An  ordinance  authorizing  trie  "borrowing  of  Sixty-five  Thousand 
Dollars  ($65,000.00)  hy  the  City  of  Port  Wayne,  and  the  issue  and  sale  of  bonds 
therefor,  for  the  purpose  of  providing  funds  for  the  settlement,  compromise  and 
payment  of  a  judgment  and  claims  existing  and  cases  pending  against  The  City  of 
Port  Wayne  and  the  Pennsylvania  Railroad  Company,  arising  on  account  of  an  alleged 
contamination  of  the  city  water  supply,  being  the  City’s  share  of  settlement  and 
compromise;  appropriating  the  proceeds  arising  from  the  sale  of  such  bonds  for 
the  payment  to  the  Pinance  Department  of  the  Gity  of  Port  Wayne  for  the  purpose 
of  paying  said  judgment  and  claims. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana,  that  the  city  of  Port  Wayne  is  hereby  authorized  to  borrow 
the  sum  of  Sixty— five  Thousand  Dollars  ($65,000.00)  and  issue  and  sell  bonds  of 
said  City  for  the  purpose  of  providing  funds  for.  the  payment  of  the  City’s  share 
of  a  judgment  and  cases  pending  end  claims  existing  against  the  City  of  Port  Wayne 
and  the  Pennsylvania  Railroad  Com.pany  on  account  of  an  alleged  contamination  of 
the  city  v/ater,  causing  typnoid. 

Section.  2.  That  in  order  to  procure  s  id  loan  of  money  the 
bonds  of  the  said  City  of  Port  Wayne  be  issued  from  time  to  time  in  such  amounts 
as  in  the  discretion  of  the  Controller  of  said  City  shall  be  found  necessary  for 
the  purposes  herein  provided  and  in  tne  manner  hereinafter  provided.  Said  bonds 
shall  be  dated  as  of  the  date  of  their  issue  in  denominations  of  Pive  Hundred 
Dollars  ($500.00)  or  One  Thousand  Dollars  ($1,000.00)  as  such  Controller  may 
deem  best,  with  interest  thereon  at  tne  rate  of  not  to  exceed  five  (5)  per  cent 
per  annum,  payable  semi-annually,  and  evidenced  by  coupons  for  such  interest  for 
each  six  (6)  months;  and  said  interest  coupons  shall  bear  the  li tnograpiied 
facsim.ile  signature  of  the  Mayor  and  Controller  of  the  City  of  Port  Wayne,  which 
shall  for  all  purposes  be  taken  and  deem.ed  to  be  e.iUivaLent  to  a  manual  signing 
thereof.  Said  bonds  shall  be  signed  by  the  Mayor  and  Controller  of  said  City, 
and  the  seal  of  said  City  attached  thereto,  and  to  be  designated  as  Series  S-S, 
and  numbered  consecutively,  beginning  with  No.  1,  and  to  be  knov/n  as  Claim 
Settlement  Bonds.  Each  of  said  bonds  shall  be  issued  for  a  period  not  to  exceed 
ten  (10)  years  and  each  allotment  so  issued  shall  be  in  series  so  that  at  least 
one-tenth  in  principal  of  each  allotment  issued  shall  be  paid  and  retired  annually 
until  the  total  issue  shall  have  been  retired.  The  bonds  shall  not  be  register¬ 
ed  in  the  name  of  the  purchaser  or  any  subseq^uent  purchaser  thereof,  but  the  City 
Controller  at  the  time  of  issuing  said  bonds  shall  register  the  same  in  a  book 
kept  for  that  purpose,  giving  tne  number  thereof,  the  date  of  tne  issue  and  the 
date  of  maturities,  rate  of  interest,  and  time  and  place  vmere  the  same  snail  be 
payable . 

Section  §.  Said  bonds  shall  be  substantially  in  the  following 
form,  all  blanks  for  numbers  and  dates  being  completely  filled  in  so  as  to  make 


a  complete  bond  before  the  issuance  thereof: 


/ 
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No  .  . . 

UNITED  STATES  OP  AMERICA 
ALLEN  COUNTY,  INDIANA 
CITY  OP  PORT  WAYNE  CLAIM  SETTLE¬ 
MENT  BONDS 
Issue  No,  .  . . 

Series  S-S  .  «  . 

For  value  received,  tlje  City  of  Port 
Wayne.  Allen  County,  State  of  Indiana, 
hereby  promises  to  pay  to  the  bearer  hereof 

. DOLLARS  In  lawful 

money  of  the  United  States  of  America  on 

the . day  of  .  19- • 

with  interest  thereon  at  the  rate  of  five 
(5)  per  cent  per  annum,  payable  on  the 

. day  of  .  19-..  and 

thereafter  semi-annually  on  the  . 

day  of  June  and  December  In  each  year 
until  paid,  upon  the  surrender  and  can¬ 
cellation  of  the  proper  coupons  hereto 
attached. 

Both  interest  and  principal  of  this  bond 

are  payable  at  . 

Bank  of  Fort  Wayne.  Indiana.  In  the  City 
of  Port  Wayne.  Indiana. 

This  bond  is  one  of  a  total  Issue  of . 

bonds  of  .  -  Dollars  ($  . ) 

each,  numbered  from  One  to  .  both 

inclusive,  issued  in  pursuance  to  an  ordi¬ 
nance  duly  and  legally  adopted  by  the 
Common  Council  of  the  City  of  Port  Wayne 
on  the  , .  day  of  . 19  .  author¬ 

izing  the  issue  and  sale  of  said  bonds,  and 
in  strict  conformity  with  and  in  the  exer¬ 
cise  of  the  powers  granted  to  said  City  of 
Fort  Wayne  under  an  Act  of  the  General 
Assembly  of  the  State  of  Indiana,  entitled 
“An  Act  Concerning  Municipal  Corpora¬ 
tions,"  approved  March  6,  1905,  and  all 

-r-  acts  amendatory  therof  and  supplemental 
thereto  for  the  purpose  of  providing  funds 
for  settlement,  compromise  and  payment  of 
a  judgment  and  claims  existing  and  cases 
pending  against  the  City  of  Fort  Wayne  and 
the  Pennsylvania  Railroad  Company,  arising 
on  account  of  an  aiiefied  contamination  of 
the  city  water  supply  In  the  City  of  Port 
Wayne,  Indlana. 

It  is  hereby  certified  that  all  things  and 
acts  required  by  the  laws  of  the  State  of 
Indiana  and  by  ordinance  and  corporate 
action  of  the  City  of  Port  Wayne  and  the 
Common  Council  thereof,  pursuant  to  the 
issue  01  this  bond  have  happened  and  have 
been  duly  done  and  performed  in  the  manner 
provided  by  law  in  and  about  the  authori¬ 
zation,  preparation,  issue  and  complete  exe¬ 
cution  of  this  bond;  and  it  Is  certified  that 
this  bond  and  said  total  issues  of  bonds  Is 
within  every  limit  of  debt  prescribed  by  the 
constitution  and  laws  of  the  State  of  Indiana 
and  to  the  prompt  payment  of  the  principal 
and  interest  of  this  bond  and  said  total 
issue  of  bonds  when  the  same  shall  become 
due.  the  full  faith  and  credit  of  said  City 
of  Port  Wayne,  together  with  all  the  tax¬ 
able  property  thereof,  both  real  and  per¬ 
sonal.  are  irrevocably  pledged. 

IN  WITNESS  WHEREOF,  the  Common 
Council  of  the  City  of  Fort  Wayne  ha.s 
caused  this  bond  to  be  signed  by  the  Mayor 
and  the  City  Controller  of  the  City  of  Fort 
Wayne,  and  attested  by  the  City  Clerk 
thereof,  and  the  corporate  seal  of  said  city 

to  be  hereunto  affixed,  this  .  day 

of  .  19 . 

Mayor  of  the  City  of  Fort  Wayne. 

Controller  of  the  City  of  Port  Wayne. 
Attest: 

City  Clerk. 

Said  coupons  shall  be  substantially  in  the 
following  form,  all  blanks  for  numbers  and 
dates  being  completely  filled  in  so  as  to 
make  a  complete  coupon  before  the  Issuance 
therefor. 

No .  $ . 

On  the  .  day  of  . 

19 . .  Fort  Wayne.  Allen  County.  In¬ 

diana,  will  pay  to  the  bearer  at  the  Office 
of  the  Treasurer  of  the  City  of  Port  Wayne. 
Indiana,  in  the  City  of  Port  Wayne,  In¬ 
diana,  the  sum  of  . 

Dollars,  the  same  being  the  interest  due  on 
its  Claim  Settlement  Bond,  bearing  date  of 
.  19 . 

Mayor  of  the  City  of  Port  Wayne. 

Controller  of  the  City  of  Fort  Wayne. 


Section  4.  The  City  Controller  shall  manage  and  supervise  the  pre¬ 
paration,  advertisement,  negotiation  and  s? le  of  s^id  bonds,  subject  to  the  terms 
of  this  Ordinance,  which  s-  le  shall  be  by  sealed  bids  for  all  of  said  bonds  or 
parcels  or  allotments  thereof,  to  the  highest  and  best  bidder  for  cash  after  three 
weeks (  notice  of  the  time  and  place  of  said  sale  snail  have  been  given  one  time 
each  v/eek  for  three  weeks  in  two  newspapers  representing  opposite  political 
parties,  published  in  the  English  language  in  the  City  of  Fort  Wayne,  Indiana. 

Such  notice  shall  describe  s  id  bonds  with  such  minuteness  and  particularity  as 
the  City  Controller  may  see  fit,  and  shall  set  forth  the  amount  of  the  bonds  to 
be  sold,  and  the  rate  of  interest  they  will  bear,  and  that  the  bidder  may  bid 
for  all  or  any  part  of  said  bonds,  and  tr.e  date  of  opening  bids  or  proposals 
therefor,  and  the  City  Controller  shall  have  the  right  to  reject  any  and  all  bids. 
Each  and  every  bid  and  proposal  snail  be  presented  to  the  City  Controller  sealed, 
and  shall  be  accompanied  by  duly  certified  check  upon  some  responsible  bank  in 


the  City  of  Fort  '^ayne,  Indiana,  payable  to  the  order  of  the  City  Treasurer  of 
the  City  of  Fort  Wayne,  Indiana,  in  a  sum  eq_ual  to  two  and  one-half  per  cent 
{2^fb}  of  the  face  value  bid,  and  the  City  Controller  shall  award  said  bonds  as 
he  shall  see  fit,  in  v/hole  or  any  part  thereof,  to  the  highest  and  best  bidder 
thereof,  but  said  City  Controller  shall  have  the  right  to  reject  any  bids  or  pro¬ 
posals  or  any  part  thereof,  and  shall  have  the  right  to  ac  ept  a  part  of  any  bid 
or  to  award  on  any  bid  the  whole  or  less  number  of  the  bonds  covered  by  such  bid, 
or  he  may  in  his  judgment  and  discretion  av/ard  a  part  of  said  bonds  to  one  bidder 
and  part  to  another,  and  these  provisions  shall  apply  in  the  case  of  reoffering 
and  readvertising  said  bonds  in  case  no  bids  are  received  and  in  case  any  bids 
for  said  bonds  or  any  part  thereof  are  rejected. 

Section  5.  Delivery  of  any  bonds  sold  by  said  Controller  shall  be 
made  at  the  office  of  the  City  Treasurer  of  the  City  of  Fort  Wayne  upon  the  pay¬ 
ment  to  the  City  Treasurer  of  the  full  purchase  price  and  bid  for  said  bonds  as 
certified  to  said  City  Treasurer  by  said  Controller,  and  in  the  event  that  said 
bidder  fails  or  refuses  to  pay  for  said  bonds  within  ten  (lO)  days  after  said 
sale,  the  same  shall  be  treated  as  a  breach  of  contract  of  his  bid  or  proposal  on 
account  of  which  the  deposit  made  by  said  bidder  herein  provided  shall  become 
the  property  of  the  said  City  as  and  for  its  damages. 

Section  6.  “hen  said  bonds  shall  have  been  signed  as  herein 
provided  and  paid  for  by  sa.id  purchaser  and  delivered  to  the  purchaser  tnereof, 
the  same  snail  be  and  constitute  the  binding  obligations  of  the  City  of  Port 
Wayne,  according  to  tne  tenor  and  effect  thereof. 

Section  7.  The  proceeds  derived  from  the  sale  of  s  id  bonds  as 
herein  authorized  shall  be  and  are  hereby  appropriated  to  the  Fin-nce  Department 
of  the  City  of  Fort  V/ayne  to  be  used  for  the  settlement,  compromise  and  payment 
of  the  share  of  the  City  of  Port  Wayne  of  the  judgment  of  the  Lincoln  Trust  Company, 
Administrator  of  the  Estate  of  Herman  Bauermaster  versus  the  City  of  Fort  V/ayne 
and  the  Pennsylvania  Railroad  Company,  and  the  following  pending  cases  and 
existing  clai;  s,  including  the  court  costs: 


y.  Cases  pending  and  claims  existing  against 
the  City  of  Port  Wayne  and  the  Pennsj'l- 
vania  Railroad  Company. 

1  William  Alfeld 

2  Albert  Alfeld.  by  his  next  friend.  Wil¬ 
liam  Alfeld. 

3.  Carl  Alfeld.  by  his  next  friend.  Wil¬ 
liam  Alfeld. 

4.  Henry  Alfeld. 

5-  Helen  Alfeld.  by  her  next  friend. 
Henry  Alfeld 

6.  Warren  E.  Buckmaster. 

7  Frances  Buckmaster.  by  her  next 

friend.  Warren  E.  Buckmaster. 

8.  Wayne  Buckmaster,  by  his  next 

friend.  Warren  E  Bu  kmaster. 

9  Harry  Buckmaster.  by  his  next  friend. 
Warren  E.  Buckmaster 

10  Mamie  I.  Buckmaster.  by  her  next 
friend.  Warren  E.  Buckmaster. 

11  Fl  ed  H  Bearman. 

12  Simeon  B  Blanton.  ■ 

13  Alice  Blanton,  by  her  next  friend. 

Simeon  B  Blanton 

14  Charles  Braun 

n  Walter  Bauermeister. 

I  16  Fred  W  Dennis 

I  17  Bruce  Emerson 

I  18  Dorothv  Emer.son.  by  her  next  friend 

j  Prucp  Emerson. 

19.  Lucile  Emerson,  by  her  next  friend,  ^ 

Bruce  Emerson,  \ 

20.  Charles  Perckel.  | 

21  First  National  Bank — Beulah  A.  | 

Young 

22.  Charles  Fisher.  | 

23.  Harry  Grile.  ' 

24.  Hazel  Grile,  by  her  next  friend,  Harry 
Grile 

25.  Howard  George.  | 

26.  Leola  George,  by  her  next  friend, 

Howard  George.  | 

27.  Kermit  George,  by  his  next  friend.  j 

Howard  George.  j 

28.  Elizabeth  May  George,  by  her  next  ' 

friend.  Howard  _ 


29.  Alvina  Helmlce. 

30  Otto  Helmke. 

31.  Henry  Hllger. 

32.  Henry  P  A.  Helny. 

33.  Nina  Hunter. 

34.  Tommy  Gylaird,  by  his  next  friend. 
Nina  Hunter. 

35.  Alberta  Irby. 

36.  Sarah  Irby,  by  her  next  friend,  Al¬ 
berta  Irby. 

37.  Peter  Johann. 

38.  Lawrence  Johann,  by  his  next  friend. 
Peter  Johann 

39.  John  D.  Jones. 

40.  Pred  Kammer. 

41.  Jessie  L.  King. 

42.  Lincoln  Trust  Company,  Administra¬ 
tor  of  Estate  of  Herman  Bauermaster. 

43.  The  Tri-State  Loan  &  Trust  Company, 
Administrator  of  Estate  of  S.  I.  Miller. 

44.  Carl  H.  Lindeman. 

45.  Archie  Leslie. 

46.  Rinehold  Mertz. 

47.  Hildegard  Mertz,  by  her  next  friend. 
Rinehold  Mertz. 

48.  Harriet  Miller. 

49.  Catherine  Pfleiderer. 

50  Marcella  Rossington. 

51.  William  H.  Rossington. 

52.  Harold  J.  Stewart. 

53.  Daniel  G.  Stager. 

54.  William  H.  F.  Schroeder, 

i  55.  Flora  M.  Schroeder. 

’  56.  Ada  T.  Tlmma. 

57  William  Timma.  by  his  next  friend. 
Ada  T.  Timma. 

58.  Tri-State  Loan  &  Trust  Company. 

Administrator  of  Estate  of  Louis  H.  Lepper 

59.  Tri-State  Loan  &  Trust  Company. 

Administrator  of  Isaac  E.  Irby. 

60  David  Thornberry, 

61.  Clara  Thornberry.  by  her  next  friend, 

David  Thornberry. 

,  62,  Alfred  Welling. 

Cases  pending  and  claims  existing  agaln.st 
the  City  of  Fort  Wayne: 

63-  Harry  Lehmier. 

64.  Ruth  Lehmier,  by  her  next  friend. 

Harry  Lehmier. 

65.  Virgil  Hughes. 

66.  Leotis  Hughes,  by  her  next  friend. 

Virgil  Hughes 

67.  Anthony  W.  Haines. 

68.  Mildred  Haines,  by  her  next  friend, 

Anthony  W.  Haines. 

69.  A  J,  Cartwright. 

_ _  70.  _^ncis  I.  Brown. 


71.  Virgil  Brown,  by  his  next  friend. 
Francis  I  Brown. 

72.  Cornelius  Brown,  by  his  next  friend. 
Francis  I  Brown. 

73.  Francis  T.  Brown,  father.  Herbert 
Brown. 

74.  Isaac  Marquardt. 

75.  Henry  Schmidt. 

76.  Raymond  Schmidt,  by  his  next  friend. 
Henry  Schmidt. 

77.  Dorothy  Schmidt,  by  her  next  friend. 

I  Henry  Schmidt. 

I  78  Claude  N.  Shank. 

79.  Robert  Shank,  by  his  next  friend. 

[  Claude  N  Shank. 

I  80.  Leonard  Shank,  by  his  next  friend. 

Claude  N.  Shank. 

81.  Tri-State  Loan  &  Trust  Company, 
Administrator  of  the  Estate  of  Katie 
Triram. 

82.  Prank  Trim. 

83.  Mildred  Trim,  by  her  next  friend, 

j  Frank  Trim. 

I  84  Flora  Trim,  by  her  next  friend. 

Frank  Trim. 

I  85.  Glen  Trim,  by  his  next  friend,  Prank 

'  Trim. 

I  86.  Isaac  Glover. 

I  87.  Walter  Railes  (Rayles). 

'  88.  -  Rayles,  by  his  next  friend, 

Walter  Rayles. 

89.  Marian  Coleman. 

L  -Qn  R.flinh  Cnleman 
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Any  and  all  sums  to  be  paid  out  in  settlement,  compromise  and  pay¬ 
ment  shall  be  paid  by  the  Controller  of  the  City  of  Fort  Wayne  only  upon  proper 
releases  and  vouchers  being  filed  by  the  plaintiffs  in  the  cases  and  in  case  of 
any  minor  bringing  suit  by  next  friend,  amout  of  Judgment  to  be  paid  to  the  Clerk 
of  the  court  in  which  any  such  Judgment  has  been  rendered  or  is  to  be  rendered. 

The  proceeds  to  further  be  used  to  pay  the  expense  of  the  issue  and  sale  of 
asid  bonds,  and  said  proceeds  shall  be  kept  in  a  separate  fund  by  the  City  Treasur¬ 
er  and  paid  out  only  on  warrants  drawn  upon  said  fund  by  the  City  Controller  for 
no  other  purposes  than  those  herein  set  out,  and  said  fund  shall  not  be  used  for 
any  other  or  different  purpose.  It  is  understood  and  agreed  that  the  Pennsylvania 
Railroad  Company  will  pay  fifty  (50)  per  cent  of  all  Judgments,  cases  J)ending  or 
claims  existing  against  the  City  of  -^ort  Wayne  and  the  Pennsylvania  Railroad 
Company,  against  the  City  of  Port  Wayoe  alone,  and  that  the  Mayor  of  the  City  of 
Port  Wayne  and  the  City  Attorney  are  hereby  authorized  to  enter  into  an  agree¬ 
ment  with  the  Pennsylvania  Railroad  Company  providing  by  its  terms  for  the  pay¬ 
ment  of  fifty  (50)  per  cent  of  all  Judgments,  cases  pending  and  claims  existing 
against  the  City  of  Fort  Wayne  and  the  Pennsylvania  Railroad  Company,  onecase 
existing  against  the  Pennsylvania  Railroad  Company  alone  and  all  cases  pending 
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and  existing  against  the  City  of  Port  Wayne  alone. 

Section  8.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  of  the  City  of  Port  Wayne. 

CHARLES  H.  YOUNG 

(Ayes  15-Hays  none) 


We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Inliana,  at  a  regular  meeting,  held  on  tne  13th  day  of  May,  1930,  by  a  majority 

vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known 
as  CEHERAL  ORDIHAHGE  Ho.  1529 


M.  L.  BURHS 

President 


IJIOHARD  E  .  PRAHGER 
Oity  Clerk 


Presented  to  the  Mayor  for  approve  1  on  the  16th  day  of  May  1930 

LE PHARE  E.  PRAHGER 
ciity  Clerk 

DISAPPROWD  BY  THE  MAYOR  oB  tne  City  of  Port  Wayne.  Indiana,  one  the  24th  day  of 
May,  1930. 

RETURHED  AHE  FILEE  with  City  Clerk  of  the  City  of  Fort  Wayne,  Indiana,  on  the 
27th  day  of  May,  1930. 

V/e  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort 
^^ayne,  Indiana,  at  a  regular  meeting,  held  on  the  27th  day  of  May,  1930,  by  a 

unanimous  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached 
and  known  as  GEHERAL  OREIHAHCE  Ho.  1529 


M.  L.  BURHS _ 

President 


LB PHARE  E.  PRAHGER 

City  Clerk 


hiflS  CREI., AH CE  HAS  EEEH  EULY  PULLISHEE  IH  BOOK  AIH)  PAIIPHIET  FORld  AS  PJlQ.UIREB  BY  LA’7 
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GiilNKRAL  ORDIKANCM  NO.  1530 


An  Ordinance  authorizing  the  Fort  Wayne  Water  Works  to  sell  certain  junk. 

Section  1.  Be  it  ordained  hy  the  Common  Council  of  the  City  of  Fort 
Wayne y  Indiana,  that  the  Fort  Wayne  Water  Works,  under  the  direction  of  the  Board  of 
Public  Works,  is  hereby  authorized  to  sell  certain  junk.  As  the  veli-e  of  ssid  junk 
is  less  than  One  Hundred  Hollars  (^100.00),  the  same  is  nereby  authorized  to  be  sold 
without  the  appointment  of  appraisers. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


FRANK  J^j^_'-yYSS _ 

(Ayes  16wNays  none ) 


We  Hereby  Certify,  That  the  Common  Council  of  tne  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  27th  day  of  May,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GNNFRAl  ORDINANCE  No.  1530 


M.  L.  BURNS 


L.  E.  PRANGER 


President 


ii.. 


pproved  this  7  day  of  June,  1930 


City  Clerk 

1  day 

of 

June,  1930, 

L. 

E. 

PRANGER 

City  Clerk 

W. 

J. 

HOSEY 

THIS  ORtlHANCE  HAS  BEEN  DUIY  PUBLISHED  IN  BOOK  AND  PAMPHLET  F0RI.i  AS  RE  ^.UIRED  BY  LA.7 


GENJiRAl  ORDI'-^ANCE  NO.  1531 


An  Ordinance  authori-ing  the  hoard  of  Puhlic  Safety  of  the  City  of 
Fort  vVayne  to  sell  certain  personal  property. 

Section  1.  Be  it  nrdained  by  the  Common  Council  of  the  City  of  Fort 
■llayne,  Indiana,  that  the  hoard  of  Public  Safety  of  the  City  of  Fort  Wayne,  is  here 
by  authorized  to  sell  the  following  articles  of  personal  property,  to-wit: 

1-four  (4)  cylinder  Model  T  Ford,  1  Ton  Truck 

Engine  ^  3872345,  22  H.  P.  title  ^839833,  purchased  in 

1920. 

1-four  (4)  cylinder  Model  T  -g-  Ton  Truck, 

Engine  #  6973802,  22  H.  P.  Title  #  839832,  pur¬ 
chased  in  1922. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

FRAIRv  A.  v’ATSS 

(Ayes  16-lTays  none) 


V/e  Hereby  Certify,  '•‘•'hat  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinsnce  hereunto  attached,  and  '.cnown  as 
GENERAL  ORDINANCE  No.  1531 

_ Ih  L.  BURNS _  L.  E.  PRANCER 

President  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  3  day  of  June,  1930, 


Approved  this  7  day  of  June,  1930. 


L.  E.  PRANGER 

City  Clerk 


Y/M.  J.  JiOSE Y _ 

Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  At®  PA1.IPHLET  FORI:  AS  REQUIRED  BY  LAV/ 
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5E1\IERAL  ORDINANCE  NO.  1532 


An  Ordinance  cnanging  and  amending  the  symbols  and  indications  of  a  part 
of  Section  1  of  the  Zoning  Ordinance,  wnich  is  part  of  the  General  Ordinance  No.  1436 
the  same  being  "An  Ordinance  establishing  a  zoning  plan  for  the  City  of  ^ort  V/ayne; 
to  regulate  and  restrict  the  heigut,  area,  bulk  and  use  of  buildings;  to  regulate 
and  determine  the  area  of  courts,  yards  and  otner  open  spaces;  to  regulate  and 
limit  the  use  and  intensity  of  use  of  land;  to  classify  and  regulate  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the  location  of  build¬ 
ings  designed  for  specified  uses;  to  establish  building  lines;  and  for  such  pur¬ 
poses  to  divide  the  city  into  districts;  to  provide  for  administration  and  for 
penalties  for  the  violation  of  its  provisions;  authorizing  the  creation  of  a  board 
of  zoning  appeals  and  providing  for  review  of  the  decisions  of  such  board  by  the 
court.  This  Ordinance  and  Ordinances  supplemental  or  am^endatory  thereto,  shall  be 
known  as  tne  Zoning  Ordinance  of  Fort  Wayne,"  passed  Novem.ber  13,  1928. 

Section  1.  Be  it  ordained  by  tine  '^ommon  Council  of  the  (Gity  of  Fort 

V/ayne,  Indiana,  that  the  symbols  and  indications  of  Section  1  of  the  -Zoning  Map, 

which  is  part  of  General  Ordiaance  No.  1436,  be  changed  from  those  of  A  district 

to  those  of  C  district  in  the  following  described  territory,  to-wit: 

Corriraencing  at  the  southwest  corner  of  the 
intersection  of  State  boulevard  and  Tyler 
Avenue;  thence  vifest  along  the  south  line  of 
State  Boulevard  to  a  point  100  feet  west  of 
the  west  line  of  Tyler  Avenue;  thence  south 
140  feet  to  a  point  foo  feet  v/est  of  the  west 
line  of  ‘/-'yler  Avenue;  thence  east  100  feet 
to  said  west  line  of  Tyler  Avenue;  thence 
north  140  feet  along  said  west  line  of  Tyler 
Avenue  to  the  place  of  beginning. 

Section  2.  That  General  Ordinance  No.  1517,  passed  by  tne  Common 
Council  of  the  City  of  Fort  Wayne,  Indiana,  March  11,  1930,  amending  the  Zoning 
Ordinance,  be  and  is  hereby  repealed. 

Section  3.  That  tnis  ordinance  snail  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


LOUIS  G.  LANG ARP 

(Ayes  16-Nays  none) 

iHIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAliIPHLET  FORIvI  AS  RE^^UIRED  BY  LAW 
We  Hereby  Certify,  That  trie  Common  Council  of  the  City  of  Fort  'Wayne, 
Indiana,  at  a  regular  meeting,  held  on  tne  27  day  of  May,  1930,  by  a  majority- 
vote  ef  all  members  elect,  did  pass  the  ordinance  hereunto  attacned,  and  knovm  as 
GENERAL  ORDINAJl^E  No.  1532 


M._L^  BURNS _ 

President 

Presented  to  the 


L.  E.  PR  ANGER _ 

City  Clerk 

Mayor  for  approval  on  t'ue  3  day  of  June  1930 

_  L.  E.  PRANGER _ 

City llerk 


Approved  this  7  day  of  June,  1930. 


WM  J.  HOSEY 


Mayor 
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GENERAL  ORDILALTGE  NO.  1533 


An  ordinance  for  the  ratification  and  approval  of  a  certain 
contract  made  and  entered  into  tne  21st  day  of  April  1930 
of  ?ho  3treM,.al.  LaPontaine/lndia.^i  pai?J  ’ 

^  part,  and  the  City  of  Port  Wayne,  Indiana  bv 
^ndttnrough  its  Board  of  Public  Works,  party  of  tne  second 


••REREAS,  on  tne  21st  day  of  April,  1930,  an  agreement  was  entered  into 
by  and  between  G.  C.  Strem'  el,  LaPontaine ,  Indiana,  party  of  the  first  part,  and  tne 

City  of  Port  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works,  party  of  tne 
second  part,  and, 

./HEPBAS,  according  to  said  contract  the  said  first  party  is  to  procure 
all  material  and  all  labor  necessary  for  tne  drilling  of  one  sixieen  (16)  inch  well 
for  the  Water  Works  ©epartment  of  the  City  of  Port  Wayne  and  to  continue  such  work 
with  efficient  laoor  and  adeciuate  and  up  to  date  machinery,  so  that  said  well  may  be 
built  and  ready  for  operation  within  a  period  of  forty  (40)  days  from  the  beginning  of 
said  work,  which  contract  is  in  the  words  and  figures  as  follows: 


This  agreement,  made  this  21st  day  of 
April,  in  the  year  nineteen  hundred  and 
thirty  (1930,  by  and  between  G.  C.  Strem- 
mel,  LaFontaine,  Indiana,  and  the  Water 
Works  Department,  of  the  City  of  Fort 
Wayne,  Allen  County,  Indiana: 

WITNESSETH;  That  the  said  G.  C.  Strem- 
mel  and  said  Department  of  the  said  City, 


for  the  considerations  hereinafter  named, 
agree  as  follows: 

That  the  said  G.  C.  Stremmel  shall  pro¬ 
ceed  to  procure  all  material  and  all  labor 
necessary  and  that  on  or  before  the  28th 
day  of  April,  nineteen  hundred  and  thirty, 
shall  begin  active  work  in  the  drilling  of  one 
(1)  sixteen  (16)  inch  well  for  said  De¬ 
partment  of  said  City,  and  shall  continue 
;  such  active  work  with  efficient  labor  and 
j  adequate  and  up  to  date  machinery  In  a 
!  dilligent  effort  that  said  well  may  be  com- 
j  pleted  and  ready  for  operation  within  a 
period  of  not  less  than  forty  days  from  the 
beginning  of  said  work.  Location  of  said 
well  to  be  as  directed  by  said  Board  of  Pub¬ 
lic  Works  of  said  City. 

^  It  is  further  understood  and  agreed  that 
■Said  well  shall  be  sixteen  (16)  inches  in 
diameter  from  the  top  of  ground  to  a 
depth  in  the  rock  sufficient  to  secure  tight 
setting  for  the  drive  pipe.  That  said  drive 
pipe  shall  be  of  the  best  quality  of  genuine 
sixteen  (16)  inch  wrought  Iron  drive  pipe 
of  a  nominal  weight  of  not  less  than  eighty 
pounds  per  lineal  foot  and  that  said  drive 
pipe  shall  be  inserted  in  said  well  extend¬ 
ing  from  the  top  of  ground  to  the  proper 
setting  In  said  rock;  that  said  drive  pipe 
shall  be  protected  by  a  first-class  steel  shoe 
to  prevent  damage  while  being  driven  to 
rock  and  to  enable  said  pipe  to  be  driven 
into  rock  the  proper  depth  to  secure  its 
being  sufficiently  tight  to  shut  off  all  seep¬ 
age  and  surface  water.  All  Joints  on  said 
drive  pipe  are  to  be  firmly  screwed  to¬ 
gether  with  not  less  than  one  and  (V/2)  one- 
half  Inches  contact  into  couplings,  using 
red  lead  or  equivalent  for  each  joint.  Prom 
said  point  of  the  setting  of  said  drive  pipe 
drilling  of  a  hole  fourteen 
(14)  inches  in  diameter  shall  be  continued 
in  the  rock,  and  said  drilling  shall  continue 
until  water  of  sufficient  quantity  is  reached 
that  may  Justify  said  board  of  works  for 
the  discontinuance  of  said  drilling.  However 
In  no  event,  is  drilling  to  be  continued  be-^ 
of  three  hundred  and  13501 
fifty  feet  from  the  top  of  ground  without 
written  consent  of  said  Board  of  Public 
Works.  All  further  work,  on  said  well  shall 
be  abandoned  at  the  discretion  of  said 

of°drtllw*’i““i‘'  ““y  feet 

of  drilling  is  done  in  rock,  satisfactory  re- 

obtained,  and  all  work  is  to  be 
suspended,  at  the  suggestion  of  the  said 
Board  of  Public  Works,  for  the  purpose  of 
making  tests  of  capacity  of  said  well.  After 
said  well  Is  completed  It  Is  to  be  baled  until 
clean  and  free  from  all  drillings  and  be 
placed  In  first-class  condition  for  operation. 

understood  and  agreed  that 
upon  the  completion  of  this  well  to  the 
satisfaction  of  said  Board  of  Works,  the 
said  Water  Works  Department  of  said  Cltv 
shall  pay.  In  cash,  to  the  said  G.  C.  Strem: 
mel,  the  sum  of — 

Fourteen  dollars  ($14,501  fifty  cents  per 
lineal  foot  for  the  drilling  and  placing  of 

setHn/*,?/  from  the  top  of  ground  to  the 
setting  of  same  in  the  rock 

fort7or‘*ArflU  '‘"bal 

‘  uuy  depth  in  rock. 

Eighty-five  ($85.00)  dollars  for  forged 


Steel  shoe. 

Said  Department  of  said  City  further 
agrees  to  furnish  the  said  G.  C.  Stremmel. 
necessary  water  to  operate  drilling  machine, 
not  to  exceed  one  thousand  gallons  per  day 
of  twenty  (24)  four  hours,  during  operation. 

Partial  payments  on  the  above,  if  re¬ 
quested.  shall  be  made  as  follows:  Upon  the 
arrival  of  all  necessary  material  and  all 
necessary  equipment  at  the  point  of  drill¬ 
ing,  then  the  said  Department  of  said  City, 
shall  pay,  to  said  G.  C.  Stremmel.  the  sum 
of  seven  hundred  ($750.00)  and  fifty  dollars. 

When  said  drilling  to  said  setting  in  rock 
has  been  done  then  the  said  department  of 
said  City  shall  pay  to  said  G.  C.  Stremmel, 
an  additional  partial  payment  of  the  sum 
of  four  hundred  ($400.00)  dollars.  After  the 
above,  any  balance  that  may  remain,  on  the 
satisfactory  completion  of  this  agreement, 
.shall  be  payable  at  once. 

G.  C.  Stremmel.  further  agrees  to  carry 
proper  compensation  insurance  during  the 
performance  of  this  work.  “That  said  G.  C. 
Stremmel,  will  furnish,  immediately,  a  cer¬ 
tificate  from  the  Industrial  Board  of  the 
State  of  Indiana,  certifying  that  he  has 
complied  with  Sections  5,  68  and  69.  of  the 
Workmen’s  Compensation  Act,  in  accordance 
with  Section  14  of  the  Compensation  Act 
approved  March  14,  1929,  (Acts  1929,  Page 
536),  being  Section  9459  of  Burns  Annotated 
Indiana  Statutes,  Volume  IV.”  And  to  fur¬ 
nish  said  city  with  acceptable  surety  bond 
of  two  thousand  ($2,000.00)  dollars  for  the 
faithful  carrying  out  of  this  agreement. 

WITNESS  our  hands  and  seals  the  day 
and  year  first  written  above: 

G.  C.  STREMMEL. 

CITY  OF  PORT  WAYNE. 

By  JOHN  C.  TRIER. 

DAVID  ERWIN, 

C.  A.  RAMSEY, 

,  _  _  Board  of  Public  Works. 


Adf'lg 


oECTION  1.  BE  IT  ORDAIE’ED  BY  THE  COM]i':ON  COUHCIJ-  OF  THE  CITY  OF  FORT  V/AYNE ,  INBIAIvA, 
that  a  certain  contract  made  and  entered  into  on  the  21st  day  of  April,  1930,  by  and 
between  G.  C.  Streramel  of  LaFontaine,  Indiana,  party  of  the  first  part  and  the  City 
of  Fort  '‘^ayne,  Indiana,  by  and  through  its  Board  of  Public  '"^orks ,  party  of  the  second 
part,  according  to  which  said  first  party  agrees  to  procure  all  material  and  all  labor 
necessary  and  will  begin  work  on  the  28th  day  of  April,  1930,  for  the  drilling  of  one 
sixteen  (16)  inch  well  for  the  said  City  and  will  continue  such  work  with  efficient 
labor  and  adeq.uate  machinery  and  v/ill  complete  same  within  forty  (40)  days  of  beginning 
said  work,  is  hereby  ratified  and  approved. 

SECTION  2.  THAT  THIS  ORDINANCE  be  in  full  force  and  effect  from  and  after  its  passage 
and  approval  by  the  Mayor. 


CHAS.  LENZ 


EDWIN  C.  LINDENBERG 


AUGUS  T  m  I SE NBllRGE R 


CHARLES  H.  YOUNG 


(Ayes  16-Nays  none) 


We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAI.  ORDIFANCE  No.  1533 


M.  L.  BURNS _ 

Pre  si dent 

Presented  to  the  Mayor  for 


_ L.  E.  PRANGER 

City  Clerk 

approval  on  the  3  day  of  June,  1930. 

_ L.  E.  PRANGER 

City  Clerk 


Approved  this  7  day  of  June,  1930/ 


\VM.  J.  HOSEY  _ 

Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PALPHLET  FORM  A^  RE  ;),UIRED  BY  LAv7 


GENERAL  ORDINANCE  NO.  1534 


An  Ordinance  approving  and  ratifying  a  contract  made  by  and  between  the 

City  of  Port  Wayne,  by  and  throogh  its  Board  of  Public  Safety,  and  tne  Alaska  Coal 
'^cmpany. 


«EEEA3,  on  the  9th  day  of  May,  1930,  the  City  of  Port  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Safety,  and  the  Alaska  Coal  Company,  entered  into  a 
certain  agreement,  by  the  terms  of  which  the  said  Alaska  ''oal  Company  agreed  to  fur¬ 
nish,  deliver  and  sell  to  the  City  of  Port  Wayne  four  hundred  (400)  to  five  hundred 
(500)  tons  of  Genuine  Third  Vein  Pocahontas  Run  of  Mine  coal,  in  consideration  of  which 

the  City  of  Port  Wayne  agrees  to  pay  $5.16  per  net  ton,  wnlch  contracts  is  in  the 
follovring  words  and  figures,  to-wit» 


Port  Wayne.  Ind..  May  9,  1930. 
To  the  Honorable  Board  of  Safety, 

City  of  Fort  Wayne.  Ind.; 

Genliemen;  In  accordance  with  the  re¬ 
quest  of  the  Hon.  John  Stahlhut,  Chief  of 
the  Fire  Department  of  the  Cltv  of  Fort 
Wayne,  we  are  submitting  herewith  our  bid 
on  400  to  500  tons  of  Genuine  Third-Vein 
Pocahontas  Run-of-Mine  Coal,  to  be  delivered 
at  once  to  the  various  Fire  Stations  of  tho 
city,  and  elsewhere  as  you  may  direct,  at  a 
price  of  $5.15  per  net  ton.  This  coal  to  hf 
dumped  at  each  place. 

This  coal  will  be  all  freshly  mined,  and 
we  guarantee  it  to  be  one  of  the  best  fuels 
that  you  have  used  in  previous  years. 

If  you  .see  fit  to  favor  u.s  with  this  busi¬ 
ness,  we  assure  you  that  it  will  be  greatly 
appreciated. 

Awaiting  your  pleasure,  we  beg  to  remain. 
Respectfully, 

ALASKA  COAL  CO. 

Per  A.  W.  GRAY 

Above  bid  accepted. 

May  9.  1930. 

J.  A.  CURLIN. 

W.  A.  WALLER, 

F.  D.  MORGAN. 


Section  1.  Be  it  ordained  by  the  ^ommon  Council  of  the  City  of  Eort  Wayne, 
Indiana,  that  the  contract  set  out  in  the  preamble  thereto,  made  by  and  betv/een  the 
City  of  Port  Wayne,  by  and  through  its  Board  of  Public  Safety,  and  the  Alaska  Coal 
Company,  on  May  9,  1930,  by  the  terms  of  which  said  Alaska  Cor  1  Company  agrees  to  fur¬ 
nish  to  the  Eire  Department  of  the  City  of  Fort  Wayne  four  hundred  (400)  to  five  i^undred 
(500)  tons  of  Genuine  Third  Vein  Pocahontas  Run  of  Mine  coal,  described  in  said  con¬ 
tract,  for  v/hich  the  city  agrees  to  pay  $5.15  per  net  ton,  is  hereby  approved  and 
ratified . 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  ±om 
and  after  its  passa.ge  and  approval  by  the  Mayor. 


AUG  US  T  m  1 SE  NBURGE  R 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHIET  F0Rl.i  AS  RE  iUIRED  BY  LAW 
We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  Wayne, 

Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  majority  vote  of 

all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 

GENERAL  ORDINA-NCE  No.  1534 

_ M.  L.  BURNS _  L  .  E  .  PRAliCER 

ErisTdint  “CTty  Clerk 

Presented  to  the  Mayor  for  approval  on  the  3  day  of  June,  1930 


Approved  this  7  day  of  June,  1930. 


L.  E.  PRANGER 

City  Clerk 

J.  HOSEY 


Mayor 


GEl'IERAL  ORDINAl'IGE  NO 


1535 


-A-n  Ordinance  approving  and  ratifying  a  contract  by  and  between  the  Indiana 
Service  Corporation  and  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of 
Public  ^^orks,  for  the  construction,  maintenance  and  operation  of  a  standard  double  track 
street  railway  over,  on  and  along  the  Bluffton  Plank  Road  from  Broadway  on,  over  and 
along  the  St.  Marys  River  New  Bridge  to  a  point  west  of  the  St.  Marys  River  where  the 
Center  line  of  said  Plank  Road  produced  across  said  New  Bridge  intersects  the  private 
right-of-way  of  said  Indiana  Service  Corporation,  together  with  the  necessary  and 
suitable  double  track  clearance  turnouts  and  switches  properly  to  connect  said  double 
track  street  railway  with  the  existing  double  track  street  railway  system  in  Broadway, 
togetner  with  all  necessary  poles,  wires,  feed  wires,  guy  wires,  guy  stubs,  anchors  and 
other  fixtures  and  appurtenances  appertaining  thereto. 

JVHEREAS,  on  the  13tn  day  of  May,  1930,  the  City  of  Port  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  entered  into  a  contract  with  the  Indiana 
Service  Corporation  for  the  construction,  maintenance  and  operation  of  a  standard 
double  track  street  railway  over,  on  and  along  the  Bluffton  Plank  Road  from  Broad¬ 
way  on,^  over  and  along  the  St.  Marys  River  New  Bridge  to  a  point  west  of  the  St. 

Marys  River  where  the  center  line  of  said  Plank  Road  produced  across  said  New  Bridge 
intersects  the  private  rignt^f-way  of  said  Indiana  Service  Corporation,  together 
with  tne  necessary  and  suitable  double  track  learance  turnouts  and  witches,  and  all 
necessary  poles,  wires,  and  otier  fixtures  and  appurtenances  appertaining  thereto, 
which  contract  is  in  the  following  words  and  figures,  to-wit: 


makinrLffl''*",  Corporation  Is  deslrou 
malting  additional  construction,  betterm 
and  Improvements  to  Its  system 

&7d‘ouSre-rracrstret~ 

Marys  Blver  wh'lrf  tL"  centeTIInf  of\ 
Plank  Road  produced  across  said  New  Brl 
indTan  right-of-way  of  s 

~“%rru\re'’‘’tr7‘^“^slre?r'’rY^y 

system  TZ 

sfX^.\^nilf„rra^k'rheT‘7^t“ 

“min  thereto,  ■ 

thelocfifon  IZ 


i' of  doing  su^'h  work  being  filed  herewith, 
marked  "Exhibit  A"  and  "Exhibit  B,"  and 
made  parts  hereol. 

Indiana  Service  Corporation  further  rep¬ 
resents  and  shows  to  your  Honorable  Board 
that  said  additional  constructions,  im¬ 
provements  and  extensions  are  reasonably 
necessary  for  the  transaction  of  the  busi¬ 
ness  of  the  Company  and  for  the  public 
rcnvenience  and  necessity  of  the  citizens  of 
I  the  City  of  Port  Wayne  and  absolutely  nec¬ 
essary  in  order  to  enable  it  to  perform  its 
functions  and  furnish  with  proper  and  ade- 
i  quate  transportation  service  the  portion  of 
the  City  whi''h  will  be  served  by  such  addi¬ 
tional  constructions,  improvements  and  ex-  ^ 
tensions. 

Said  Company  also  presents  herewith  a 
form  of  contract  for  the  construction,  main¬ 
tenance,  renewal,  replacement,  repair,  use 
and  operation  of  such  additional  construc¬ 
tions,  Improvements  and  extensions  which 
has  been  executed  by  the  Company  and  re- 
spe'tfully  asks  that  the  same  may  also  be 
executed  by  your  Honorable  Board  and  ap¬ 
proved  by  the  Common  Council  of  the  City. 

Respectfully  submitted. 

INDIANA  SERVICE  CORPORATION. 

Bv  ROBERT  M.  FEUSTEL. 

President. 

Whereas,  Indiana  Service  Corporation 
is  now  the  owner  of  and  operating  a  system 
of  street  railway  in  the  City  of  Fort  Wayne. 
Indiana,  for  the  purpose  of  furnishing 
street  car  service  to  the  inhabitants  of  said 
City  and  is  desirous  of  constructing,  main¬ 
taining,  using,  operating,  replacing  and  re¬ 
pairing  additional  railway  tracks,  together 
with  all  appliances  and  appurtenances  there¬ 
to.  as  a  part  of  said  system,  which  additions  j 
and  extensions  to  its  system  are  reasonably 
necessary  in  order  to  provide  adequate  serv¬ 
ice  and  facilities  to  its  patrons  and  for  the 
conduct  of  its  business  and  for  the  public 
convenience,  interest  and  safety  by  the  con¬ 
struction.  maintenance,  operation,  use,  re¬ 
placement.  renewal  and  repair  of  a  standard 
double  track  street  railway  over,  on  and 
along  the  public  highway  commonly  known 
as  the  Bluffton  Plank  Road  from  Broadway 
on  over  and  along  the  St.  Marys  River  New 
Bridge  to  a  point  west  of  the  St.  Marys 
River  where  the  center  line  of  said  Plank 
Road  produced  across  said  New  BridKe  in¬ 
tersects  the  private  right-of-way  of  the  said 
Indiana  Service  Corporation,  together  with 
all  necessary  and  suitable  double  track 
clearance  turnouts  and  switches  to  properly 
connect  said  double  track  street  railway 
system  with  the  existing  double  track  street 
raiway  system  in  Broadway  and  together 
with  all  necessary  poles,  wires,  feed  wires, 
guy  wires,  guy  stubs,  anchors  and  other 
fixtures  and  appurtenances  appertaining 
■  thereto,  for  the  improvement,  betterment 
and  safety  of  its  service,  as  more  specifically 
hereinafter  set  forth  and  in  accordance  with 
the  plans  and  specifications  therefor  on  file 
with  the  Board  of  Public  Works  of  said  City. 
j  Now.  therefore,  this  agreement,  made  and 
1  entered  Into  this  13th  day  of  May 
1930,  by  and  between  the  City  of  Fort  Wayne. 
Indiana,  hereinafter  called  the  "City."  by 
and  through  its  Board  of  Public  | 
Works,  and  the  Indiana  Service  Corpora- 


hereinafter  called  the  ‘Company, 

°*Tlial  '  For  and  in  consideration  of  the  sev¬ 
eral  and  mutual  covenants  herein  contained 
u  is  hereby  agreed  by  and  between  said 

'’“l“The'rati°'"by  and  through  its  Board  of 
public  WorS  under  and  by  virtue  of  the 
power  and  authority  granted  by  law  to  said 
Board  does  hereby  give  and  grant  to  tne 
comoany.  its  successors  and  assigns,  sub- 
°ecT  to  the  conditions  h«rf  barter  expressed 
oermission  and  authority,  from  and  after  the 
approval  of  this  contract  by  the  Common  j 
council  of  said  City  by  “rdmance.  to  con-  j 
struct  maintain,  renew,  replace,  repair,  use  | 
and  operate  a  standard  double  track  street 
?alTwa?  on  and  along  the  following  street 
and  bridge  In  the  City  of  Port  Wayne,  Allen 

'’‘’^Se^VigmTcons'tTuct,  maintain,  renew 
repla-e,  repair,  use  and  operate  a  .standard 
double  track  street  railway  over,  on  and 
along  the  public  highway  commonly  known 
as  the  Bluffton  Plank  Road  from  Broadway 
on.  over  and  along  the  St.  Marys  Rivet 
New  Bridge  to  a  point  west  of  the  St,  Marys 
River  where  the  center  line  of  said  Plank 
Road  produced  across  the  New  Bridge  Inter¬ 
sects  the  private  right-of-way  of  the  said 
Indiana  Service  Corporation,  together  with 
the  necessary  and  suitable  double  track 
clearance  turnouts  and  switches  properly  to 
connect  said  double  track  street  railway 
with  the  existing  double  track  street  rail-  i 
way  system  in  Broadway,  together  with  all  ■ 
necessary  poles,  wires,  feed  wires,  guy  wires, 
guy  stubs,  anchors  and  other  fixtures  and 
appurtenances  appertaining  thereto.  i 

2.  The  permission  and  authority  hereby  j 
granted  are  upon  the  following  terms  and 
'-onditions.  which  terms  and  conditions  the 
Company  hereby  expressly  covenants  and 
agrees,  for  itself,  its  successors  and  assigns, 
fully  to  carry  out  and  perform: 

A.  The  work  of  constructing  said  street 
railway  system  and  other  fixtures  and  ap¬ 
pliances  shall  be  done  and  performed  in  ac¬ 
cordance  with  said  specifications  so  filed 
with  the  Board  of  Public  Works  and  to  the 
satisfaction  of  said  Board. 

B  The  Company,  its  successors  and  as¬ 
signs.  hereby  expressly  agree  to  and  shall 
piotect,  indemnify  and  save  harmless  the 
said  City  from  and  against  all  damages. 
Judgments,  decrees,  costs  and  expenses  which 
the  City  may  suffer  or  which  may  be  re¬ 
covered  or  obtained  against  it  by  reason  ol 
or  growing  out  of  or  resulting  in  any  way 
from  the  execution  of  this  contract,  the 
passage  of  the  ordinance  ratifying  the  same 
or  the  constructing,  maintaining  or  opera¬ 
tion  of  the  system  of  street  railway  herein 
provided  for  or  the  exercise  by  the  Company, 
its  servants  or  agents,  of  the  rights,  priv¬ 
ileges.  limitations,  conditions  and  the  agree¬ 
ments,  stipulations  and  requirements  herein  . 
contained  and  agree  to  pay  said  City  any  . 
such  damages,  judgments,  decrees,  costs  and  I 
expenses  which  it  may  hereby  or  thereby  sut-  j 
fer.  and  in  any  suit  brought  by  the  City  for 
recovery  of  any  damages,  costs  or  expenses  > 
it  shall  be  entitled  to  recover  In  addition  i 


j,  thereto  reasonable  attorney  fees. 

C.  The  Company  agrees  to  complete  the 
construction  of  said  system  of  street  rail¬ 
way  on  or  before  the  1st  day  of  August.  1930, 
Said  tracks,  and  the  necessary  curves,  shall 
be  laid  under  the  supervision  of  and  on  lines 
designated  by  and  with  the  approval  of  the 
City  Engineer  of  said  City. 

D.  The  Company  agrees  to  pave  or  cause 
to  be  paved  the  portion  of  said  streets  and 
highways  between  the  outer  rails  of  said 
tracks  and  for  a  space  of  twelve  (12)  Inches 
on  the  outside  of  said  outer  rails  and  vitri¬ 
fied  paving  brick  on  a  concrete  foundation 
in  all  things  under  and  in  accordance  with 
specifications  to  be  approved  by  said  Board 
of  Public  Works  and  to  be  acceptable  to  said 
Board  in  all  cases  where  the  remainder  of 
said  streets  are  now  paved  to  the  line  or 
intersection  between  Bluffton  Plank  Road 
and  said  private  right-of-way  of  Indiana 
Service  Corporation  and  hereafter  to  main¬ 
tain  and  repair  such  portions  of  such  street 
pavements  in  the  manner  of  and  at  such 
times  as  the  Board  may  require,  and  said 
Company  further  agrees  to  repave  such  por¬ 
tions  of  said  streets  when  and  as  often  as 
the  remaining  portions  of  said  streets  are 
paved  by  said  City,  provided,  however,  that 
said  Company  shall  not  be  required  to  re¬ 
pave  or  maintain  said  portions  of  said 
streets  with  any  more  expensive  material 
than  the  remaining  portions  of  said  streets 
are  or  may  hereafter  be  paved  with. 

E.  Until  the  happening  of  the  contingency 
set  forth  in  Section  P  hereof,  the  said  Com¬ 
pany  in  the  enjoyment  of  its  rights  here¬ 
under.  shall  in  all  things  be  governed  and 
controlled  by  all  the  limitations,  conditions, 
agreements,  stipulations  and  requirements 
and  have  the  same  rights,  privileges  and  du¬ 
ties  as  are  contained  in  an  ordinance  of  said 
City  of  Fort  Wayne  granting  a  franchise  to 
the  Port  Wayne  Traction  Company  Septem¬ 
ber  2.  1902.  except  as  modified  by  existing 
or  future  laws  and  all  laws  amendatory 
thereof  and  supplemental  thereto,  and  ex¬ 
cept  as  to  rates  to  be  charged  for  its  services 
and  except  that  the  time  of  expiration  of 
the  grant  of  rights  herein  granted  shall  be 
the  same  as  the  expiration  of  the  franchise 
granted  said  Fort  Wayne  Traction  Company 
on  September  2,  1902.  as  said  time  may  be 
now  modified  by  the  Act  of  the  General  As¬ 
sembly  of  the  State  of  Indiana  known  as  the 
Shively-Spencer  Utility  Commission  Act 
passed  at  its  session  in  1913  and  contained 
in  the  Acts  of  the  General  Assembly  of  In¬ 
diana  for  the  year  1913  on  page  167  %^nd 
al’  acts  amendatory  thereof  and  supple¬ 
mental  thereto  and  which  limitations,  agree¬ 
ments.  conditions,  stipulations  and  require¬ 
ments  of  said  ordinance  shall  be  exercised, 
kept  and  performed  by  the  Company,  its 
suc'essors  and  assigns,  in  so  far  as  the  same 
do  not  so  conflict  and  are  not  so  modified 
as  aforesaid 

F  If  said  Shively-Spencer  Utility  Com¬ 
mission  Act  should  be  repealed  or  annulled 
eithei  by  such  General  Assembly  or  by  court 
action,  the  Company  in  the  enjoyment  of  its 
rights  hereunder  shall  in  all  things  be  gov¬ 
erned  and  controlled  by  the  conditions, 
agreements,  stipulations  and  requirements 
of.  and  have  the  same  rights,  privileges  and 


•-i-duties  as  are  contained  in  said  ordinance 
referred  to  in  paragraph  E  hereof,  except  as 
to  rates  to  be  charged  for  its  service,  and 
except  that  the  time  of  expiration  of  grant 
ot  the  rights  herein  granted  shall  be  the 
same  as  the  expiration  of  said  franchise 
granted  dated  September  2,  1902,  as  said 
time  may  be  now  modified  by  said  Shively- 
Spencer  Utility  Commission  Act  and  all  acts 
amendatory  thereof  and  supplemental  there¬ 
to.  As  to  the  part  of  the  system  herein 
provided  for  the  rate  or  rates  for  services 
shall  at  all  times  be  the  same  as  the  rates 
charged  for  service  on  the  remaining  por¬ 
tion  of  its  system  generally,  and  the  same 
agreements,  stipulations  and  requirements  in 
said  ordinance,  except  as  to  rates  and  expi¬ 
ration  of  grant  as  above  provided,  shall  be 
kept  and  performed  by  said  Company,  its 
successors  and  assigns. 

In  Witness  Whereof,  the  parties  have 
hereunto  set  their  hands  and  seals  the  day 
and  year  first  above  written. 

INDIANA  SERVICE  CORPORATION, 

By  ROBERT  M.  FEUSTEL, 
President. 

Attest:  FRED  H.  SCHMIDT, 

Secretary. 

BOARD  OP  PUBLIC  WORKS  OP  THE 
CITY  OP  PORT  WAYNE, 
j  By  JOHN  C.  TRIER, 

(Seal)  DAVID  ERWIN, 

C.  A.  RAMSEY. 

'  Atte.st:  SCOTT  S.  SNYDER. 

Secretary. 


bection  1.  Be  it  ordaine.^  by  the  Conmion  Council  of  the  City  of  Fort 
dayne ,  Indiana,  that  a  certain  contract  entered  into  by  and  between  the  City  of 
Fort  iVayne ,  Indiana,  by  and  through  its  Board  of  Public  Works,  anu  trie  Indiana  Ser¬ 
vice  Corporation,  on  the  13th  day  of  May,  1930,  providing  for  the  construction, 
maintenance  and  operation  of  a  standard  double  track  street  railway  over,  on  and  a— 
long  the  Bluffton  Plank  Road  fromBroadway  on,  over  and  along  the  St.  Marys  River 
Hew  Bridge  to  a  point  west  of  the  St.  Marys  River  where  the  center  line  of  said  Plank 
Road  produced  across  said  Hew  Bridge  intersects  the  private  right-of-way  of  said 
Indiana  Service  Cerporation,  togetner  with  the  necessary  and  suitable  double  track 
clearance  turnouts  and  switches  properly  to  connect  said  double  track  street  rail— 

«vay  with  the  existing  double  track  street  railway  system  in  Broadway,  together  with  all 
necessary  poles,  wires,  feed  wires,  guy  wires,  guy  stubs,  anchors  and  other  fixtures 
and  appurtenances  appertaining  thereto,  as  set  out  in  the  preamble  hereto,  be  and  the 
same  is  nereby  in  all  things  approved  and  ratified. 

Section  2.  I'hat  this  ordinance  shall  be  in  full  force  and  effect  ssh 
from  and  after  its  passage  and  approval  by  the  Mayor. 


AUGUST  WBISEHBbRGER 

(Ayes  16-Hays  none) 


THIS  ORUIHAHCE  HAS  BEEH  DULY  PUBLISHED  IH  BOCK  AHD  PALLHLET  FORM  AS  RE:-iUIHED  BY  LA'v7 


'Me  Hereby  Certify,  TJoat  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEHmJRAL  OROIHAHGE  No.  1535 


M.  L.  BURNS _  L.  E.  PRANGHR _ 

President  ?ity  Clerk 

Presented  to  the  Mayor  for  approval  on  the  3  day  of  June,  1930. 

L.  E.  FR^aiGER _ 

City  Clerk 

-Approved  this  7th  day  of  June,  1930. 

WM.  J.  H03EY _ 

Mayor 
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CNERAL  ORDIWANGS  NO.  1536 


An  Ordinance  approving  and  raLi.’ying  a  certain  contract  made  and  entered 
into  on  the  13  day  of  May,  1930,  hy  and  between  the  City  of  Fort  '^ayne ,  by  and  through 
its  Board  of  Public  Works  on  benalf  of  the  Port  V/ayne  Municipal  Electric  Lignt  and 
Power  ompany,  and  the  wabash  hailway  Company,  providing  for  the  V/abasn  Railway  Co. 
granting  to  the  City  of  Port  Wayne  the  license  and  permission  to  construct  and  there¬ 
after  maintain  an  electric  transmission  line  over  and  across  the  right-of-way  of  the 
-•/abash  -^ailway  Company  at  a  point  one  hundred  fifty  (150)  feet  East  of  V/abash  Avenue 
in  the  City  of  Port  Wayne,  Allen  County,  Indiana,  for  certain  considerations  and 
stipulations,  which  grant,  license  and  permission,  and  contract  is  in  the  follovang 
words  and  figures,  to-wit: 

will  make  such  changes  in  the  said  trans¬ 
mission  line  as  may  be  necessary  to  main¬ 
tain  the  clearances  designated  in  said  "Ex¬ 
hibit  B  ■’  If  the  Electric  Company  shall  fall 
to  comply  with  any  such  request  within  ten 
days,  the  Wabash  shall  have  the  right  to 

make  such  changes  at  the  risk  and  expense  _ 

of  the  Electric  Company  — — < 

Third;  It  is  agreed  that  this  contract  is 
entered  into  subject  to  the  rights  of  the 
Western  Union  Telegraph  Company  in  its 
occupation  of  the  said  Wabash's  right-of- 
way.  and  that  the  Electric  Company  will 
pay  all  costs  and  expenses  in  connection 
with,  or  incident  to  any  changes,  additions 
or  rearrangements  of  existing  wires  or  poles 
made  necessary  by  the  construction  of  the 
said  transmission  line,  and  that  the  Elec¬ 
tric  Company  will  assume  liability  for  and 
Indemnify  the  Western  Union  Telegraph 
Company  for  any  expense  incurred  or  any 
damage  sustained  by  reason  of  the  con¬ 
struction.  operation,  maintenance,  existence 
or  removal  of  said  transmission  line,  includ¬ 
ing  any  liability  Incurred  under  any  plan 
for  employee’s  disability  or  under  the  terms 
of  any  workman’s  compensation  act 

Fourth;  The  Electric  Company  agree.? 
that  it  will  at  all  times  during  the  existence 
of  the  said  transmission  line  upon,  over  and 
or  across  the  right  of  way  of  the  Wabash, 
protect,  indemnify  and  save  harmless  the 
Wabash  free  from  and  against  all  claims, 
demands,  judgment.s,  losses,  costs,  liabilities 
and  expenses  for  Injury  to  or  death  of  any 
person  or  persons  whomsoever,  and  or 
loss,  destruction  of  or  damage  to  any  prop¬ 
erty  whatsoever  (including  both  parties  here¬ 
to.  their  employes  and  property  i.  in  any 
manner  arising  from  or  growing  out  of  the 
Installation,  maintenance,  repair,  existence, 
use  or  removal  or  the  said  transmission  line. 

This  agreement  shall  take  effect  on  the 
date  hereof  and  continue  in  full  force  until 
terminated  by  either  party  giving  to  the 
other  party  hereto  sixty  (60)  days’  notice  in 
writing  of  its  intention  to  terminate  the 
same,  and  Electri''.  Company  covenants  and 
aerees  that  it  will,  within  the  said  sixty 
(SO)  day  period  fixed  in  said  notice  remove 
Its  property  from  the  right  of  way  of  the 
Wabash,  the  provisions  of  this  agreement 
to  remain  in  full  force  and  effect  until  such 
removal  has  been  made. 

Thi.s  agreement  shall  be  binding  upon  and 
Inure  to  the  benefit  of  the  successors  and 
assigns  of  the  Wabash,  and  the  legal  repre¬ 
sentatives.  •successors  and  assigns  of  the 
Electric  Company. 

In  Witne.ss  Whereof,  The  parties  hereto 
have  --aused  this  agreement  to  be  executed 
in  duplicate  by  their  respective  proper  offi¬ 
cers  thereunto  duly  authorized  the  day  and 
year  first  above  written. 


This  Agreement.  Made  and  entered  Into 
this  13th  day  of  May.  A.  D.  1930,  by  and 
between  Wabash  Railway  Company,  party  of 
the  first  part  (hereinafter  called  the  Wa¬ 
bash),  and  Fort  Wayne  Municipal  Electric 
Light  &  Power  Company,  party  of  the  sec¬ 
ond  part  (hereinafter  called  the  Electric 
Company) . 

Witnesseth;  That,  for  and  In  considera¬ 
tion  of  the  sum  of  ten  dollars  ($10.00),  to  be 
paid  by  the  Electri-'  Company,  and  the  cov¬ 
enants.  agreements  and  undertakings  of  the 
Electric  Company  hereinafter  contained,  the 
Wabash  hereby  grants  unto  the  Electric 
Company  the  license  and  permission  to  con¬ 
struct  and  thereafter  maintain  an  electric 
transmission  line  of  three  (3)  4-0  stranded, 
and  three  (3)  250.000  CM.  W.P.  wires,  car¬ 
rying  13.200  and  2.300  volts,  3  phase.  60  cycle, 
over  and  across  the  right-of-way  of  the  Wa¬ 
bash.  at  a  point  150  feet  east  of  Wabash 
Avenue.  City  of  Port  Wayne,  Allen  County, 
State  of  Indiana,  as  shown  on  attached  "Ex¬ 
hibit  A."  but  upon  the  following  terms  and 
conditions: 

First:  Where  the  transmission  line  crosses 
over  the  Wabash’s  right  of  way,  the  con¬ 
struction  must  be  In  accordance  with  the 
statements  and  representations  contained  In 
the  application  of  the  Electri-'  Company 
hereto  attached  and  made  a  part  hereof, 
and  must  comply  with  .state  laws  and  local 
ordinances  The  work  must  be  done  in  ac¬ 
cordance  with  the  rules  of  the  Public  Service 
Commission  of  Indiana,  and  the  towers  or 
poles  and  fixtures  and  wires  must  be  placed 
a«:  shown  on  attached  sketch  marked  "Ex¬ 
hibit  B." 

Before  beginning  any  work  in  connection 
with  said  transmission  line,  insofar  as  it  will 
affect  the  property,  equipment  or  operation 
of  the  Wabash,  the  Superintendent  of  Tele¬ 
graph  of  the  Wabash  shall  be  notified,  in 
order  that  he  may  be  present  In  person  or 
bv  representative  to  see  tnat  me  material 
and  work  meet  with  the  approval  of  the 
Waba.sh 

Second;  In  the  event  that  the  Wabash 
shall  at  any  time  or  times  in  the  future  de¬ 
sire  or  be  required  to  change  the  grade  or 
location  of  the  railroad  tracks,  wires,  poles 
and  a  ppurtenances  owned  or  used  by  the 
Wabash  and  or  to  make  any  additlou.s 
therfTo.  the  Electric  Company  agree.s  that, 
upon  the  rVrltten  request  of  the  Wabash,  It 


WABASH  RAILWAY  COMPANY. 

By  . 

PORT  WAYNE  MUNICIPAL  ELECTRIC 
LIGHT  AND  POWER  COMPANY. 

By  JOHN  C.  TRIER, 
DAVID  ERWIN. 

C.  A.  RAMSEY. 
Board  of  Public  Works. 
Approved:  R.  J.  BIELSMITH. 

Asst.  Supt.  Telegraph. 

WABASH  RAILWAY  COMPANY 


Application  for  permit  for  overhead  wire 
crossing  or  parallel  construction. 

The  undersigned  hereby  makes  application 
to  construct,  maintain  and  operate  a  line 
of  high  tension  electric  wires  across  the 
right  of  way,  tracks  and  telegraph  lines  of 
the  Wabash  Railway  Company  on  private 
right  of  way  in  the  Township  of  Port  Wayne 
at  a  point  158  Feet  East  from  Wabash  Ave¬ 
nue  as  more  particularly  shown  on  attached 

Sketch  should  show  location  of  crossing  or 
parallel  construction  with  reference  to  sec¬ 
tion  lines,  township  range  and  county,  and 
distance  from  nearest  station.  If  within 
corporate  limits  of  town,  show  names  of 
streets,  also  attach  sketch  or  blue  print 
showing  proposed  construction  methods. 

By  sketch  or  otherwise,  the  following  in¬ 
formation  should  be  furnished  relative  to 
proposed  construction:  ___ 

(A)  Description  of  poles  or  towers  to  oe 
used.  If  poles,  state  kind  of  wood,  height 
and  diameter  at  top  and  five  feet  from  bot¬ 
tom.  II  metal  towers  are  used,  describe 
make-up  and  state  thickness  of  metal 
general  dimensions  of  parts:  Cedar,  9 
top,  14"  5’  from  bottom,  50  and  55  feet. 

(B)  Number  of  crossarms  and  locatlou: 
2 — 38”  from  top;  2 — 8’  2"  from  top. 

(D)  Proposed  location  of  power  line  with 
respect  to  railroad  right  of  way  and  tele- 

*Noraat'iength  of  spans:  122 
(G)  Number  of  wires,  and  gauge  and  kind 
of  wires  to  be  used  in  crossing  and  adjacent 
spars:  V-0  Stranded.  3-250,000  CM.  W.  P. 
^(H)  Height  of  lowest  wires  above  ground 

Separation  and  relative  location  ol 

all  wires  on  power  line:  38". 

(J)  Type  of  line  Insulators  to  be  used. 
15  000  Volt  and  3,000  Volt. 

(K)  Ultimate  voltage  of  power  wires. 
13.200  Volt  and  2,300  Volt. 

(L)  Phase:  3;  cycle,  60;  KW.  6,000. 

(N)  Proposed  transposition  system  li 

any.  None.  ^ 

(O)  Method  of  tying  wires  to  pin  in¬ 
sulators:  Stop  Tie.  ^  i,  J 

(P)  Method  of  guying:  Overhead  and 

(Ql^  Kind  of  ground  wire  and  method  of 
grounding  same:  None^^^^^ 

JOHN  C.  TRIER, 

C.  A.  RAMSEY, 

_ _ _ _ Tlnnrd  of  Public  WorkS. — 


Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  i'ort 
V/ayne ,  Indiana,  tnat  the  contract  entered  into  on  the  day  of  ,  1930, 

by  and  between  the  City  of  Port  ayne ,  by  and  tnrough  its  Board  of  Public  ’//orks  on 
behalf  of  the  Port  Wayne  Municipal  Electric  Light  and  Power  Company,  a,nd  tne  'febash 
Railway  Company,  providing  for  the  Wabash  Railway  Company  granting  to  the  City  of 
Port  Wayne  the  license  and  permission  to  construct  and  tiiereafter  maintain  an  electric 
transmission  line  over  and  across  the  right— of-v/ay  of  the  Wabash  -Railway  Company  at  a 
point  one  hundred  fifty  (150)  feet  East  of  Wabash  Avenue  in  the  City  of  Port  Wayne, 
Allen  County,  Indiana,  for  certain  considerations  and  stipulations,  as  fully  set  fort|i 

in  the  preamble  hereto,  be  and  the  s  me  is  hei’eby  in  all  things  approved  and  ratified. 


Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 


and  after  its  passage  and  approval  by  the  Mayor. 


AUGUST  '^EISUroiHGUR 


(Ayes  16~Nays  none) 

We  Hereby  Certify,  That  tne  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  neld  on  tne  27  day  of  May,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  kno’^m  as 
GHMERAL  ORDIKAHCii]  Ho.  1536 


M.  L.  BURHS 


President 


Approved  this  7  day  of  June,  1930. 


L.  E. 

PRAHGER 

City  Clerk 

on  the  3 

day  of  June , 

L.  E. 

PRAHGER 

City  Clerk 

vai.  j. 

HOSEY 

Mayor 


THIS  ORDIHAHGE  HAS  BEEH  DUI.Y  PUBl.ISKED  IH  BOOK  AHD  PAMPHIKT  FOIM  AS  RE  O^UIRSD  BY  LAW 
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(4EKERAL  ORDINANCE  NO.  1537 


An  Ordinance  approving  and  ratifying  a  contract  by  and  betv/een  the  Indiana 
Service  Corporation,  and  t  e  City  of  Fort  Wayne,  Indiana,  by  and  througn  its  Board  of 
Public  Works,  for  the  construction,  maintenance  and  operation  of  a  standard  single  track 
electric  railway,  the  center  line  of  which  will  be  located  as  follows;  Beginning  in  the 
sout;i  line  of  Taylor  Street  at  a  point  one  hundred  tv;enty-four  (124)  feet  east  of  the 
intersection  of  said  south  line  of  Taylor  Street  with  the  north  r ignt-of-way  line  of  the 
Indiana  Service  Corporation  rignt-of-way ;  thence  northeasterly  across  said  Taylor 
Street  to  a  point  in  the  nortn  line  of  said  Taylor  Street  one  hundred  ninety-eight  (198) 
feet  west  of  the  soutneast  corner  of  Lot  Number  thirty-eignt  (38)  of  Second  Interurban 
Acre  Addition  to  the  City  of  Fort  Wayne;  thence  tangent  in  a  northeasterly  direction  on 
private  rignt-of-way  sixty-three  (63)  feet;  thence  in  a  northeasterly  direction  on  a 
curve  to  the  left  whose  radius  is  three  thousand  eight  hundred  nineteen  and  e igi.ty- three 
hundredths  (3,819.83)  feet  two  hundred  eight-nine  (289)  feet  to  a  point  of  one  hundred 
fifteen  (115)  feet  southeast  measured  at  ri--  t  angles  from  the  so\.therly  line  of  Lot 
Number  ninety-n  ne  (99)  of  “''ildwood  Park  Addition  to  the  City  of  Fort  V/ayne ,  Indiana; 
thence  in  a  northeasterly  direction  parallel  with  and  one  hundred  fifteen  (115)  feet 
southeast  measured  at  rignt  angles  from  the  southerly  line  of  said  Lot  Number  ninety- 
nine  (99)  txiirteen  hundred  eighteen  (1318)  feet;  thence  by  a  curve  to  tne  right  whose 
radius  is  seven  hundred  sixteen  and  thirty-four  hundredths  (716.34)  feet  across  Freeman 
Street  five  hundred  eight  (508)  feet  to  a  point  fifty  (50)  feet  soutn  of  the  south  line 
of  Johnson  Street  extended  westerly;  thence  east  across  Morris  Street  parallel  with 
and  fifty  (50)  feet  south  of  the  south  line  of  Johnson  Street  and  Johnson  Street  ex¬ 
tended  to  a  point  twenty  (20)  feet  west  of  t-'e  west  line  of  Lot  Number  five  hundred 
and  fifty-five  (555)  in  the  Third  Commercial  Addition  to  the  City  of  Fort  'Wayne;  thence 
by  a  curve  to  the  left  whose  radius  is  seven  hundred  sixteen  and  thirty-four  hundredths 
(716.34)  feet  across  the  intersection  of  Johnson  Street  and  Catalpa  Street  to  a  point 
in  the  north  line  of  Johnson  Street  thirty-five  (35)  feet  east  of  the  intersection  of 
tne  east  line  of  srid  Catalpa  Street  and  tne  north  line  of  said  Johnson  Street;  thence 
entering  and  crossing  the  property  owned  by  srid  Service  Corporation;  together  with  the 
necessary  turnouts,  poles,  wires,  guy  wires,  and  appliances  and  appurtenances  appertain¬ 
ing  thereto. 


I 


.7'3REAS,  heretofore,  on  the  13th  day  of  May,  1930,  tne  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works,  e  .tered  into  a  contract  'with  the 
Indiana  Service  Corporation  for  the  construction,  maintenance  and  o_eratior]  of  a  Standard 
single  track  electric  railway,  the  center  line  of  which  v/ill  be  located  as  follows: 
Beginning  in  the  south  line  of  Taylor  Street  at  a  point  one  hundred  twenty-four  (124) 
feet  east  of  the  intersection  of  said  sO'  th  line  of  Taylor  Street  with  the  north  right- 
of-way  line  of  the  Indiana  Service  Corporation  right-of-way;  thence  northeasterly  a- 
cross  said  Taylor  Street  to  a  point  in  the  nortn  line  of  said  Taylor  Street  one  hundred 
ninety-eignt  (198)  feet  west  of  the  southeast  corner  of  Lot  Number  thirty-eight  (38) 
of  Second  Interurban  Acre  Addition  to  the  City  of  -‘^'ort  Wayne;  thence  tangent  in  a  north- 


A 


W. 


easterly  direction  on  private  rignt-of 


-way  sixty-three  (g^^  feet;  thence  in  a  north” 


easterly  direction  on  a  curve  to  the  left  whose  radius  is  three  thousand  eiyht  hundred 
nineteen  and  e ignty- three  hundredths  (3,819.83)  feet  tv/o  hundred  eig..ty-nine  (289) 
feet  to  a  point  one  hundred  fifteen  (115)  feet  southeast  measureu  at  rigiit  angles  from 
the  southerly  line  of  Lot  Number  ninety-nine  (99)  of  Wildwood  Park  Addition  to  the  City 
of  Port  Wayne,  Indiana;  thence  in  a  northeasterly  direction  parallel  with  and  one 
hundred  fifteen  (115)  feet  soutneast  measured  at  right  angles  from  the  southerly  line 
of  said  Lot  Number  ninety-nine  (99)  thirteen  hundred  eighteen  (1318)  feet;  thence  by 
a  curve  to  the  rignt  whose  radius  is  seven  hundred  sixteen  and  thirty-four  hundredths 
(716.34)  feet  across  Freemen  Street  five  hundred  eig  t  (508)  feet  to  a  point  fifty 
(50)  feet  south  af  the  south  line  of  Johnson  Street  extended  westerly;  thence  east 
across  Morris  Street  parallel  with  and  fifty  (50)  feet  south  of  ti:e  soi  th  15ne  of  John¬ 
son  Street  a.nd  Joimson  Street  extended  to  a  point  tv/enty  (20)  feet  Vi-est  of  tne  west 
line  of  Lot  Number  five  hundred  and  fifty-five  (555)  in  tne  Third  Commercial  Addition 
to  the  ‘-'ity  of  Fort  dayne ;  thence  by  a  curve  to  tne  left  whose  radius  is  seven  Hundred 
sixteen  and  thirty-four  hundredtns  (716.34)  feet  across  tne  intersection  of  Jonnson 
Street  and  Catalpa  Street  to  a  point  in  tie  north  line  of  Joan  Street  tnirty-five  (35) 
feet  east  c.f  the  in  terse  cti  c.n  of  the  east  line  of  said  Catajpa  Street  and  the  nortii 
line  of  said  Johnson  Street;  thence  entering  and  crossing  tiie  property  owned  by  said 
Service  Corporation;  together  with  the  necessary  turnouts,  po;es,  wires,  guy  wires,  and 
applianced  and  appurtenances  appertaining  tuereto,  v/hich  contract  is  in  the  following 
words  and  figures,  to-v/it: 
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To  the  Honorable  Board  of  Public  Works  ol 
the  City  of  Port  Wayne: 

Indiana  Service  Corporation  is  desirous  of 
making  additional  construction,  betterments 


i  and  improvements  to  its  system  of  street 

'  railroad  in  the  City  of  Port  Wayne,  Indiana, 

by  the  construction,  maintenance,  renewal 
replacement,  repair,  use  and  operation  of  a 
standard  single  track  electric  railway,  the 
center  line  of  which  will  be  located  as  fol¬ 
lows: 

Beginning  in  the  south  line  of  Taylor 
Street  at  a  point  one  hundred  twenty-four 
(124)  feet  east  of  the  intersection  of  said 
south  line  of  Taylor  Street  with  the  north 
right-of-way  line  of  the  Indiana  Service 
Corporation  right-of-way;  thence  north¬ 
easterly  across  said  Taylor  Street  to  a  point 
j  ill  the  north  line  of  said  Taylor  Street  one 

;  hundred  ninety-eight  (198)  feet  west  of  the 

I  southeast  corner  of  Lot  Number  thirty-eight 
i  (38)  of  Second  Interurban  Acre  Addition  to 

j  the  City  of  Port  Wayne;  thence  tangent  in 

!  a  northeasterly  direction  on  private  right- 
of-way  sixty-three  (63)  feet;  thence  in  a 
northeasterly  direction  on  a  curve  to  the 
left  whose  radius  is  three  thousand  eight 
hundred  nineteen  and  eighty-three  hun¬ 
dredths  (3.819.83)  feet  two  hundred  eighty- 
nine  (289)  feet  to  a  point  one  hundred  fif¬ 
teen  (115)  feet  southeast  measured  at  right 
]  angles  from  the  southerly  line  of  Lot  Num¬ 
ber  ninety-nine  (99)  of  Wildwood  Park  Ad- 
j  ditlon  to  the  City  of  Port  Wayne,  Indiana; 

:  thence  in  a  northeasterly  direction  parallel 

with  and  one  hundred  fifteen  (115)  feet 
southeast  measured  at  right  angels  from  the 
southerly  line  of  said  Lot  Number  ninety- 
nine  (99)  thirteen  hundred  eighteen  (1318) 
feet;  thence  by  a  curve  to  the  right  whose 
radius  Is  seven  hundred  sixteen  and  thirty- 
four  hundredths  (716.34)  feet  across  Freeman 
street  five  hundred  eight  (508)  feet  to  a 
point  fifty  (50)  feet  south  of  the  south  line 
of  Johnson  Street  extended  westerly;  thence 
east  across  Morris  Street  parallel  with  and 
fifty  (50)  feet  south  of  the  south  line  of 
Johnson  Street  and  Johnson  Street  extended 
to  a  point  twenty  (20)  feet  west  of  the  west 
line  of  Lot  Number  five  hundred  and  fifty- 
five  (555)  in  the  Third  Commercial  Addition 
to  the  City  of  Port  Wayne;  thence  by  a 
curve  to  the  left  whose  radius  is  seven  hun¬ 
dred  sixteen  and  thirty-four  hundredths 
(716.34)  feet  across  the  intersection  of  John¬ 
son  Street  and  Catalpa  Street  to  a  point  in 
the  north  line  of  Johnson  Street  thirty-five 
(35)  feet  east  of  the  intersection  of  the  east 
line  of  said  Catalpa  Street  and  the  north 
line  of  said  Johnson  Street;  thence  entering 
and  crossing  the  property  owned  by  said 
Service  Corporation;  together  with  the  neces¬ 
sary  turnouts,  poles,  wires,  guy  wires  and 
appliances  and  appurtenances  appertaining 
thereto,  a  detailed  plan  and  specification 
designating  the  location  and  nature  of  such 
constructions,  additions,  betterments,  im¬ 
provements  and  extensions  and  the  manner 
and  method  of  doing  such  work  being  filed 
herewith,  marked  “Exhibit  A”  and  “Exhibit 
B”  and  made  part  thereof. 

Indiana  Service  Corporation  further  rep¬ 
resents  and  shows  to  your  Honorable  Board 
that  said  additional  constructions,  improve¬ 
ments  and  extensions  are  reasonably  neces¬ 
sary  for  the  transaction  of  the  business  of  •' 
the  Company  and  for  the  public  convenience 
and  necessity  of  the  citizens  of  Port  Wayne  ! 
and  the  papers_of  said  Company  and  „  t 


lutely  necessary  in  order  to  enable  It  to 
perform  its  functions  and  furnish  proper  and 
adeqiiate  transportation  service. 

Said  Company  also  presents  herewith  a 
form  of  contract  for  the  construction,  main¬ 
tenance,  use,  operation,  renewal,  replace¬ 
ment  and  repair  of  such  additional  con¬ 
structions,  improvements  and  extensions 
which  has  been  executed  by  the  Company 
and  respectfully  asks  that  the  same  may 
also  be  executed  by  your  Honorable  Board 
and  approved  by  the  Common  Council  of  the 
City. 

Respectfully  submitted. 

INDIANA  SERVICE  CORPORATION, 
By  ROBERT  M.  FEUSTEL. 

President. 

Whereas,  Indiana  Service  Corporation  is 
now  the  owner  of  and  operating  a  system  of 
street  railway  in  the  City  of  Fort  Wayne, 
Indiana,  for  the  furnishing  of  service  to  the 
inhabitants  of  said  City  and  is  desirous  of 
constructing,  maintaining,  operating  and 
using  additional  street  railway  tracks,  to¬ 
gether  with  all  appliances  and  appurtenances 
thereto  as  a  part  of  said  system  and  which 
additions  and  extensions  to  its  system  are 
reasonably  necessary  in  order  to  provide 
adequate  service  and  facilities  to  its  patrons 
in  the  conduct  of  its  busines  and  for  the 
public  convenience,  interest  and  safety,  by 
the  construction,  maintenance  and  operation 
of  a  standard  single  track  electric  railway, 
the  center  line  of  which  is  described  as  fol¬ 
lows: 

Beginning  in  the  south  line  of  Taylor 
Street  at  a  point  one  hundred  twenty-four 
(124)  feet  east  of  the  intersection  of  said 
south  line  of  Taylor  street  with  the  north 
right-of-way  line  of  the  Indiana  Service  Cor¬ 
poration  right-of-way:  thence  northeasterly 
across  said  Taylor  Street  to  a  point  in  the 
north  line  of  said  Taylor  Street  one  hun¬ 
dred  ninety-eight  (198)  feet  west  of  the 
southeast  corner  of  Lot  Number  thirty-eight 
(38)  of  Second  Interurban  Acre  Addition  to 
the  City  of  Port  Wayne;  thence  tangent  in 
a  northeasterly  direction  on  private  right- 
of-way  sixty-three  (63)  feet;  thence  in  a 
northeasterly  direction  on  a  curve  to  the 
left  whose  radius  Is  three  thousand  eight 
hundred  nineteen  and  eighty-three  hun¬ 
dredths  (3,819.83)  feet  two  hundred  eighty- 
nine  (289)  feet  to  a  point  one  hundred  fif¬ 
teen  (115)  feet  southeast  measured  at  right 
angles  from  the  southerly  line  of  Lot  Num¬ 
ber  ninety-nine  (99)  of  Wildwood  Park  Ad¬ 
dition  to  the  City  of  Port  Wayne,  Indiana; 
thence  in  a  northeasterly  direction  parallel 
with  the  one  hundred  fifteen  (115)  feet 
southeast  measured  at  right  angles  from  the 
southerly  line  of  said  Lot  Number  ninety- 
nine  (99)  thirteen  hundred  eighteen  (1.318) 
feet;  thence  by  a  curve  to  the  right  whose 
radius  is  seven  hundred  sixteen  and  thirty- 
four  hundredths  (716.34)  feet  across  Free¬ 
man  Street  five  hundred  eight  (508)  feet  to 
a  fiftv  fee)  «5nuth  of  the  south  line 

of  Johnson  street  extended  westerly;  thence 
east  across  Morris  Street  parallel  with  and 
fifty  (50)  feet  south  of  the  south  line  ol 
Johnson  Street  and  Johnson  Street  extended 
to  a  point  twenty  <20i  feet  west  of  the  west 
line  of  Lot  Number  five  hundred  and  fifty- 
five  (555)  In  the  Third  Oommerelal  Addition 


to  the  City  of  Port  Wayne;  thence 
by  a  curve  to  the  left  whose  radius 
is  seven  hundred  and  sixteen  and 
thirty-four  hundredths  (716.34)  feet 
across  the.  intersection  ol  Johnson  Street 
and  Catalpa  Street  to  a  point  in  the  north 
line  of  Johnson  Street  thirty-live  (35)  feet 
east  ol  the  Intersection  of  the  east  lln^  ol 
said  Catalpa  Street  and  the  north  line  ot 
said  Johnson  Street;  thence  entering  and 
crossing  the  property  owned  by  said  Service 
Corporation;  together  with  all  necessary 
turnouts,  poles,  wires,  guy  wires  and  all 
appliances  and  appurtenances  appertaining 
thereto,  for  the  improvement,  betterment 
and  safety  ol  its  service,  as  more  particularly 
hereinafter  .set  forth  and  in  accordance  with 
the  plans  and  specifications  therefor  on  file 
with  the  Board  of  Public  Works  ol  said  City. 

Now,  Therefore.  This  Agreement,  made  and 
entered  into  this  13th  day  of  May,  1930.  by 
and  between  the  City  of  Port  Wayne,  In¬ 
diana.  hereinafter  called  the  “City,”  by  and 
through  Its  Board  of  Public  Works,  and  In¬ 
diana  Service  Corporation,  a  corporation  or¬ 
ganized  and  existing  under  the  laws  of  the 
State  of  Indiana,  with  its  principal  place  of 
business  in  the  City  ol  Port  Wayne,  herein¬ 
after  called  the  “Company.” 

Witnesseth:  That,  for  and  in  consideration 
of  the  several  and  mutual  covenants  herein 
contained  it  Is  hereby  agreed  by  and  between 
said  parties  as  follows: 

1.  The  City,  by  and  through  Its  Board  oi 
Public  Works,  In  and  by  virtue  of  the  power 
and  authority  granted  by  law  to  said  Board, 
does  hereby  give  and  grant  to  the  Company. 
Its  successors  and  assigns,  subject  to  the 
conditions  hereinafter  expressed,  right,  per¬ 
mission  and  authority  from  and  after  the 
approval  ol  this  contract  by  the  Common 
Council  of  said  City  by  ordinance,  to  con¬ 
struct.  maintain,  use,  operate,  replace,  renew 
and  repair  a  standard  single  track  electric 
railway,  the  center  line  of  which  Is  to  be 
located  as  follows: 

Beginning  in  the  south  line  of  Taylor  street 
at  a  point  one  hundred  twenty-four  (124) 
feet  east  of  the  intersection  of  said  south 
line  of  Taylor  Street  with  the  north  right- 
of-way  line  of  the  Indiana  Service  Corpora¬ 
tion  right-of-way;  thence  northeasterly 
across  Taylor  Street  to  a  point  In  the  north 
line  of  said  Taylor  Street  one  hundred  nine¬ 
ty-eight  (198)  feet  west  of  the  southeast 
corner  of  Lot  Number  thirty-eight  (38)  of 
Second  Interurban  Acre  Addition  to  the  City 
of  Port  Wayne;  thence  tangent  in  a  north¬ 
easterly  direction  on  private  right-of-way 
sixty-three  (63)  feet;  thence  In  a  north¬ 
easterly  direction  on  a  curve  to  the  left 
whose  radius  Is  three  thousand  eight  hun¬ 
dred  nineteen  and  eighty-three  hundredths 
(3,819.83)  feet  two  hundred  eighty-nine  (289) 
feet  to  a  point  one  hundred  fifteen  (115) 
feet  southeast  measured  at  right  angles 
from  the  southerly  line  of  Lot  Number  nine¬ 
ty-nine  (99)  of  Wildwood  Park  Addition 
to  the  City  of  Port  Wayne.  Indiana;  thence 
In  a  northeasterly  direction  parallel  with 
and  one  hundred  fifteen  (115)  feet  south¬ 
east  measured  at  right  angles  from  the 
southerly  line  of  said  Lot  Number  ninety- 
nine  (99)  thirteen  hundred  eighteen  (1,318) 
feet;  thence  by  a  curve  to  the  right  whose 
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radius  is  seven  hundred  sixteen  and  thirty- 
four  hundredths  (716.34 >  feet  across  Free¬ 
man  Street  five  hundred  eight  (508)  feet  to 
a  point  fifty  (50)  feet  south  of  the  south 
line  of  Johnson  street  extended  westerly: 
thence  east  across  Morris  street  parallel  with 
and  fifty  (50)  feet  south  of  the  south  line 
of  Johnson  Street  and  Johnson  Street  ex¬ 
tended  to  a  point  twenty  (20)  feet  west  of 
the  west  line  of  Lot  Number  five  hundred 
and  fifty-five  (555)  in  the  Third  Commer¬ 
cial  Addition  to  the  City  of  Port  Wayne; 
thence  by  a  curve  to  the  left  whose  radius 
is  seven  hundred  sixteen  and  thirty-four 
hundredths  (716.34)  feet  across  the  inter¬ 
section  of  Johnson  Street  and  Catalpa 
Street  to  a  point  in  the  north  line  of  John¬ 
son  Street  thirty-five  (35)  feet  east  of  the 
intersection  of  the  east  line  of  said  Catalpa 
Street  and  the  north  line  of  said  Johnson 
Street:  thence  entering  and  crossing  the 
property  owned  by  said  Service  Corporation; 
together  with  all  necessary  turnouts,  poles, 
wires,  guy  wires  and  appurtenances  and  ap¬ 
pliances  appertaining  thereto. 

^  permission  and  authority  hereby 

following  terms  and 
conditions,  which  terms  and  conditions  the 
Company  hereby  expressly  covenants  and 

to  successors  and  assigns, 

to  fully  carry  out  and  perform. 

».«n'  f'onstructing  said  street 

railway  systems  and  other  fixtures  Ld  an^ 
pliances  shall  be  done  and  performed  in  ac 
specifications  so  filed 

cs  -  ••  »• 

City  harmless  the  said 

ments  'J'hhages,  Judg- 

thft  tiecrees.  costs  and  expenses  which 
the  Olty  may  suffer,  or  which  may  h.  r« 
covered  or  obtained  against  it  by  reason  of 

from''°th°®  ?■*  '■®®“'“ng  in  any  way 

from  the  execution  of  this  contract  the 

the^  fnr.  t’’  ratifying  the  same, 

tion^^of  maintaining  or  opera¬ 

tion  of  the  system  of  street  railway  herein 
provided  for,  or  the  exercise  by  the  Com” 
pany  its  servants  or  agents,  of  the  rights, 
privileges,  limitations,  conditions  and  the 
agreements,  stipulations  or  requirements 
herein  contained,  and  agrees  to  pay  said  city 
any  such  damages.  Judgments,  decrees,  costs 
and  expenses  which  it  may  hereby  or  there¬ 
by  suffer,  and  in  any  suit  brought  by  the 
City  for  recovery  of  any  such  damages, 
costs  or  expenses  it  shall  be  entitled  to  re¬ 
cover  in  addition  thereto  reasonable  attor¬ 
ney  fees. 

C.  The  Company  agrees  to  complete  the 
construction  of  said  electric  railway  track 
on  or  before  the  1st  day  of  July.  1931.  Said 
track  and  the  appliances  and  appurtenances 
thereto  shall  be  laid  under  the  supervision 
of  and  on  lines  designated  by  and  with  the 
approval  of  the  City  Engineer  of  said  City. 

D.  The  Company  agrees  to  pave  or  cause 
to  be  paved  said  portion  of  said  streets  be¬ 
tween  the  outer  rails  of  said  track  and  for 
a  space  ol  tw-^lve  (12)  Inches  on  the  out¬ 
side  of  said  track  with  a  vitrified  paving 
brick  on  a  concrete  foundation,  in  all  things 
under  and  in  accordance  with  specifications 
to  be  approved  by  said  Board  of  Public 


^  acceptable  to  said  Board 
when  the  remainder  of  said  streets  adjacent 
to  said  track  is  paved  and  thereafter  to 
maintain  and  repair  such  portions  of  such 
pavements  in  the  manner  of  and  at  such 
time  or  times  as  the  Board  may  require  and 
to  repave  such  portions  of  said  streets  when 
and  as  often  as  the  remaining  portions 
thereof  are  paved  by  said  City;  provided 
reQ^*i^pH'  Company  shall  not  be 

“i"  maintain  said  por¬ 
tions  of  said  streets  with  any  more  ex- 
the  remaining  por- 
tions  thereof  may  be  hereafer  paved  with 
Company  shall  keep  said  tracks 
where  the  same  are  located  on  and  along 
condition  at  all  times, 
SO  that  vehicles  can  easily  and  freely  at  all 
times  cross  said  tracks  at  all  points  in  any 
direction  without  unreasonable  interference 
or  obstruction. 

P.  Until  the  happening  of  the  contin- 
forth  in  Section  G  hereof  the 
enjoyment  of  its 
rights  hereunder,  shall  in  all  things  be 
governed  and  controlled  by  all  the  limita¬ 
tions,  conditions,  agreements,  stipulations 
and  requirements  and  have  the  same  rights, 
privileges  and  duties  as  are  contained  in  an 
ordinance  of  said  City  of  Fort  Wayne  grant¬ 
ing  a  franchise  to  the  Fort  Wayne  Traction 
Company.  September  2.  1902,  except  as  modi¬ 
fied  by  existing  or  future  laws  and  all  laws 
amendatory  thereof  and  supplemental 
thereto  and  except  as  to  rates  to  be  charged 
far  its  services  and  except  that  the  time 
of  expiration  of  the  grant  of  rights  herein 
granted  shall  be  the  same  as  the  expira¬ 
tion  of  the  franchise  granted  said  Fort 
Wayne  Traction  Conipany  on  September  2, 
1M2.  as  said  time  may  be  now  modified  by 
the  Act  of  the  General  Assembly  of  the 
State  of  Indiana  known  as  the  Shively- 
Spencer  Utility  Commission  Act  passed  at 
its  session  in  1913  and  contained  in  the 
Acts  of  the  General  Assembly  of  Indiana  for 
the  year  1913  on  page  167  and  all  acts 
amendatory  thereof  and  supplemental  there¬ 
to  and  which  limitations,  agreements,  con¬ 
ditions,  stipulations  and  requirements  of 
said  ordinance  shall  be  exercised,  kept  and 
performed  by  the  Company,  its  successors 
and  assigns  in  so  far  as  the  same  do  not 
so  conflict  and  are  not  so  modified  as  afore¬ 
said 


G.  If  said  Shively-Spencer  Utility  Com¬ 
mission  Act  should  be  repealed  or  annulled 
either  by  such  General  Assembly  or  by  court 
action,  the  Company  in  the  enjoyment  of  Its 
rights  hereunder  shall  in  all  things  be  gov¬ 
erned  and  controlled  by  the  conditions, 
agreements,  stipulations  and  requirements 
of.  and  have  the  same  rights,  privileges  and 
duties  as  are  contained  in  said  ordinance 
referred  to  in  paragraph  ‘‘P’'  hereof,  ex¬ 
cept  as  to  rates  to  be  charged  for  its  serv¬ 
ice,  and  except  that  the  time  of  expiration 
of  grant  of  the  rights  herein  granted  shall 
be  the  same  as  the  expiration  of  said  fran¬ 
chise  granted  dated  September  2.  1902.  as 
said  time  may  be  now  modified  by  said 
Shively-Spencer  Utility  Commission  Act  and 
all  acts  amendatory  thereof  and  supple¬ 
mental  thereto.  As  to  the  part  of  the  sys¬ 
tem  herein  provided  for  the  rate  or  rates 


for  services  shall  at  all  times  be  the  same 
as  the  rates  charged  for  service  on  the  re¬ 
maining  portion  of  it.s  system  generally,  and 
the  same  agreements,  stipulations  and  re¬ 
quirements  in  said  ordinance,  except  as  to 
rates  and  expiration  of  grant  a.s  above  pro¬ 
vided.  shall  be  kept  and  performed  by  said 
Company,  its  successors  and  assigns 
IN  WITNESS  WHEREOF,  the  parties  have 
hereunto  set  their  hands  and  .seal.s  the  day 
and  year  fir.«!t  above  written. 

INDIANA  SERVICE  CORPORATION, 
Bv  ROBERT  M.  PEUSTEL, 

President. 

Attest;  FRED  H.  SCHMIDT, 

Secretary. 

BOARD  OP  PUBLIC  WORKS  OP  THE  CITY 
OF  PORT  WAYNE. 

Bv  JOHN  C  TRIER. 

DAVID  ERWIN. 

C  A  RAMSEY. 

Attest;  SCOTT  S  SNYDER. 

Secretary. 


Section  1.  Be  it  ordained  "by  the  Common  Council  of  the  City  of  Fort 
>'ayne ,  Indiana,  that  tne  contract  heretofore  entered  into  hy  and  betv/een  tne  City  of 
Fort  V/ayne ,  hy  and  tnrough  its  hoard  of  Public  Works,  and  the  India.na  Service  Cor¬ 
poration,  providing  for  the  construction,  maintenance  and  operation  of  a  standar: 
single  trs-ck  electric  railv/ay,  the  center  line  of  which  will  he  located  as  follows: 
Beginning  in  the  south  line  of  Taylor  Street  at  a  point  one  hundred  twenty-four  (124) 
feet  east  of  the  intersection  of  said  south  line  of  Taylor  Street  v/ith  tne  north 
right-of-way  lire  of  the  Indiana  Service  Corporation  right-of-way;  thence  norti. easterly 
across  said  Taylor  Street  to  a  point  in  txie  nortn  line  of  said  Taylor  Street  one 
Hundred  ninety-eight  ^^198)  feet  v/est  of  the  southeast  corner  of  Lot  Bumher  tnirty-eight 
(38)  of  Second  Interurhan  Acre  Addition  to  tne  City  of  Fort  Wayne;  thence  tangent  in 
a  northeasterly  direction  on  priva.te  right-of-v/ay  sixty-three  (63)  feet;  thence  in  a 
northeasterly  direction  on  a  curve  to  the  left  whose  radius  is  three  thousand  eignt 
Hundred  nineteen  and  eignty-three  hundredths  (3,819.83)  feet  tv/o  hundred  eighty-nine 
289)  feet  to  a  point  one  hundred  fifteen  (115)  feet  southeast  measured  at  right  angles 
from,  the  southerly  line  of  Lot  Bumher  ninety-nine  (99)  of  Wildv/ood  Park  Addition  4e 
to  the  City  of  Fort  Wayne,  Indiana;  thence  in  a  northeasterly  direction  parallel  v/ith 
and  one  hundred  fifteen  (115)  feet  southeast  measured  at  rignt  angles  from  tne  southerly 
line  of  said  Lot  Bumher  ninety-nine  (99)  thirteen  hundred  eighteen  (1318)  feet;  tnence 
hy  a  curve  to  the  right  whose  radius  is  seven  hundred  sixteen  and  thirty-four  hundredths 
(716.34)  feet  across  Freeman  Street  five  hundred  eight  (508)  feet  to  a  point  fifty  (50) 
feet  south  of  the  south  line  of  Johnson  Street  extended  v/esterly;  thence  east  across 

Morris  Street  parallel  with  and  fifty  (50)  feet  soutn  of  tne  soutn  line  of  Jonnson 


46,'; 


street  and  Johnson  Street  extended  to  a  point  twenty  (20)  feet  west  of  the  v/est  line  of 
Lot  Uurnher  five  hundred  and  fifty-five  (555)  in  the  Third  CoKmercial  Addition  to  the  City 
of  Fort  V/ayne ;  thence  by  a  curve  to  t:ie  left  whose  radius  is  seven  h’.ndred  sixteen  and 
tnirty-four  hundredths  (716.24)  feet  across  the  intersection’ of  Johnson  Street  and 
Catalpa  Street  to  a  point  in  the  north  line  of  Jonnson  Street  thirty-five  (35)  feet  east 
of  the  intersection  of  the  east  line  of  said  Catalpa  Street  and  tne  north  line  of  said 
Johnson  Street;  thence  entering  and  crossing  the  property  ov/ned  by  said  Service  Cor¬ 
poration;  together  vath  the  necessary  turnouts,  poles,  wires,  guy  wires,  and  appliances 
and  appurtenances  appertaining  thereto;  be  and  the  same  is  nereby  in  all  tnings  approved 
and  ratified. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Llayor. 


E.  H.  FISHER 
(Ayes  16 -Hays  none ) 


We  Hereby  Certify,  That  tne  Common  Council  of  the  City  of  Port  'Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  majority  vote  of 
all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GEEERAL  ORDINANCE  No.  1537 

_ M.  L.  BUmE _  _ L^.  E.  FRANGBR 

"President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  3  day  of  June,  1930 

L.  E.  PRANGBR 

City  Clerk 


Approved  this  7th  day  of  June,  1930. 


TOT.  J.  HOSEY _ 

Mayor 

THIS  ORDINANCE  HAS  BEEN  DUI.Y  PUBLISHED  IN  BOOK  AND  PALPKILIT  PORIvl  AS  RETiUIRED  BY  LA'.’; 


IT 
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GEHERiU.  ORDIEANCE  EO.  1538 

An  Ordinance  regulating  traffic  in  the  Gity  of  Port  tfayne ,  Indiana. 

Section  1.  Be  it  ordained  hy  the  Common  Council  of  the  City  of  -^'ort 
■i/ayne,  Anen  County,  Indiana,  that  it  shall  he  unlawful  for  any  driver  or  owner  of 
any  vehicle  to  park  or  allow  or  permit  said  vehicle  to  he  parked  on  the  south  side 
of  Brackenridge  Street  from  the  West  line  of  Fairfield  Avenue  to  the  East  line  of 
Broadv/ay  in  the  City  of  Fort  Wayne;  and  on  the  North  side  of  Woodland  Avenue  be¬ 
tween  the  East  line  of  Harrison  Street  and  tne  West  line  of  Clinton  Streets  in  the 
City  of  Fort  Wayne.  ^ 

Section  2.  That  any  person,  firm  or  corporation  violating  this  or¬ 
dinance  shall  upon  conviction  he  fined  in  any  sum  not  exceeding  Fifty  Dollars ( |50 .00 ) 

Section  3.  That  this  ordinance  shall  he  in  full  force  and  effect 
from  and  after  its  passage  and  approval  hy  the  Mayor. 

AUGUST  WEI3ENBURGER 

(Ayes  16-Nays  none) 

v/e  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  VtTayne , 
Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  hy  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1538 

M.  L.  BURI-IS _  L.  E.  PRANGER 

President  '  (Jrt7"TOrk 

Presented  to  the  Mayor  for  approval  on  the  3  day  of  June,  1930. 

_ L.  E.  PRANGER  _ 

City  "Clerk 

Approved  this  7th  day  of  June,  1930 


VWL  J.  HOSEY 

Mayor 


THIS 


ORDINAITCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FOPLI  AS  RE  QUIRED  BY  LAW 


I 


.J 

.1 


GENERAL  ORDINANCE  NO.  1539 


An  Ordinance  regulating  traffic  on  tne  public  streets  and  alleys  in 
the  City  of  Eort  '‘■'^ayne ,  Indiana. 

Section  1.  Be  it  ordained  by  tne  Common  Council  of  tne  ‘-’ity  of  Eort 
Wayne,  Indiana,  that  it  shall  be  unlawful  for  any  person,  firm  or  corporation 
to  drive,  operate  or  direct  the  movement  of  any  vehicle,  or  cause  or  permit  any 
vehicle  to  be  driven,  operated  or  its  movement  directed,  from  and  upon  any  inter¬ 
secting  street,  alley  or  driveway  into  and  upon  Hanna  Street  from  thenorth  pro¬ 
perty  line  of  Lewis  Street  to  the  southern  city  limhts,  or  to  enter  upon  said 
street  without  first  bringing  such  vehicle  to  a  complete  stop;  and  snail  not  at 
any  time  enter  Hanna  Street  from  any  intersecting  street,  after  making  such 
complete  stop  in  any  manner  as  to  directly  or  indirectly  interfere  with  or  interrupt 
tne  traffic  upon  said  street  or  boulevard;  and  in  no  event  when  any  automobile 
is  approaching  any  intersecting  street,  alley  or  drivevray  upon  said  Hanna  Street 
from  the  north  Property  line  of  Lewis  Street  to  the  soutnern  city  limits,  within 
twenty-five  (^^5)  feet  from  such  intersecting  street,  alley  or  driveway,  provided, 
however,  that  at  all  such  intersections  where  semaphore  lights  are  stationed, 
such  person,  firm  or  corporation  shall  govern  the  operation  of  said  venicle  accord¬ 
ing  to  said  semaphore  lignt  controls. 

Section  2.  Anyone  violating  or  failing  to  comply  v/ith  any  of  the 
provisions  of  this  ordinance  shall  upon  conviction  be  fined  in  any  sum  not  ex¬ 
ceeding  One  Hundred  Dollars  (#100.00) 

Section  3.  That  this  ordinance  sh^ll  be  in  full  force  and  effect 
from  and  after  its  passa,ge  and  approval  by  the  Mayor. 

CHAS.  LENZ  _ _ 

(■‘Vqs  16-Nays  none) 


We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Qm^e  Indiana,  at  a  regular  meeting,  held  on  the  27  day  of  May,  1930,  by  a  m.ajority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1539 


M.  L.  BURNS 

President 


L.  E.  PRANGER _ 

City  Clerk 


Presented 


to  the  Mayor 


for  approval  on  the  3  day  of  June, 

L.  E.  PRANGER 

City  Clerk 


1930 


Approved  this  7tn  day  of  June, 1930. 


V/M.  J.  HOSEY 
Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUH5LISHED  IN  BOOK  AND  PAMPHLET  PORl/i  AS  REQUIRED  BY  LAG 


aSKERAL  OP-DIl'IAI-iCE  NO.  1540 


An  Ordinance  regulating  traffic  in  the  City  of  Fort  iVayne ,  Indiana. 
Section  1.  Be  it  ordained  "by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Allen  County,  Indiana,  that  it  shall  he  unlawful  for  any  driver  or  owner  of 
any  vehicle  to  park  or  allow  or  permit  said  vehicle  to  he  parked  on  the  east  side 
of  Sherman  Street  from  the  Van  Buren  Street  bridge  to  the  south  line  of  High  Street 
in  the  City  of  Fort  Wayne. 

Section  2.  That  any  person,  firm  or  corporation  violating  this  or¬ 
dinance  shall  upon  conviction  he  fined  in  rny  supi  not  exceeding  Fifty  Dollars 

($50.00) 

Section  3.  That  this  ordinance  shall  he  in  full  force  and  e  I’fect 
from  and  after  its  passage  and  approval  hy  the  Mayor. 

_ A.  J.  DEITSCHEL 

(Ayes  Id-Nays  none) 

Dated : 

May  27,  1929. 


We  Herehy  Certify,  That  t 
Indiana,  at  a  postponed  regular  meeting 
majority  vote  of  all  members  elect,  did 
and  knov/n  as 

GENERAL  ORDINANCE  NO.  1540 

M.  L.  BURNS _ _ 

President 

Presented  to  the  Mayor  fo 


e  Common  Council  of  the  City  of  Port  Wayne, 
held  on  the  17  day  of  June,  1930,  hy  a 
pass  the  ordinance  hereunto  attached, 

_ E  .  PRANGER 

'Hity  Cleric 

approval  on  the  20  day  of  June,  1930 

L.  E.  PRANGER _ 

City  Clerk 


Approved  this  24th  day  of  June,  1930 


VJ.L  J.  HOSEY 

Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPJUET  FORJu  AS  REQUIRED  BY  LAW 


GENERAL  ORLINANGE  NO.  1541 


An  Ordinance  approving  and  ratifying  a  certain  contract  made  and 
entered  into  on  the  27th  day  of  May,  1930,  hy  and  between  tne  City  of  Port  Wayne, 
Indiana,  by  and  tnrougn  its  Board  of  Public  ‘^orks,  designated  as  tne  City  and  Hoad 
Decker,  Shoecraft  and  Drury  of  Ann  Arbor,  Michigan,  designated  as  the  -Engineers. 

V/HEREAS  on  the  27th  day  of  May,  1930,  the  City  of  Port  Wayne  by  and 
through  its  Board  of  Public  Works,  designated  as  the  City  and  Hoad,  Decker,  Shoe- 
craft,  and  Drury  of  Ann  Arbor,  Michigan,  designated  as  the  -Engineers,  entered  into 
a  contract  and  agreement  by  the  terms  of  which  the  Engineers  agree  to  make  a 
survey,  general  plan  and  report  of  water  supply  inprovements  for  the  Cityof  Port 
Wayne  and  furnish  the  City  twenty  (20)  copies  of  such  report,  which  contract  is 


in  the  v/ords  and  figures  as  follows,  to-wit: 


CONTRACT  FOR  ENGINEERING  SERVICES 
-i-  BETWEEN  THE  CITY  OF  PORT  WAYNE 

INDIANA.  AND  liOAD.  DECKER.  SHOE- 

CRAFT  AND  DRURY.  ANN  ARBOR. 

MtCHIGAN. 

THIS  MEMORANDUM  OP  AGREEMENT, 
made  this  27th  day  of  May,  1930,  by  and 
between  the  City  of  Port  Wayne.  Indiana, 
hereinafter  referred  to  as  the  City,  and 
Hoad,  Decker.  Shoecraft  and  Drury,  of  Ann 
Arbor,  Michigan,  hereinatfer  referred  to  as 
the  Engineers.  Witnesseth: 

That  the  said  Engineers  hereby  agree  to 
render  to  the  said  City  suitable  and  com¬ 
petent  engineering  services  covering  a  gen¬ 
eral  plan  and  report  of  water  supply  im¬ 
provements  for  the  said  City,  and  that  the 
said  City  hereby  engages  the  services  of  the 
said  Engineers  for  the  said  plan  and  report 
of  said  improvements  and  agrees  to  pay 
the  said  Engineers  therefor,  all  as  more  . 
fully  set  forth  in  the  following  Articles  of 
Agreement: 

Article  1.  General  Report  on  Water  Supply 
Project. 

Section  1  The  Engineers  will  proceed  at 
once  to  make  a  careful  engineersing  study  ' 
and  comprehensive  survey  of  the  entire  wa-  , 
ter  supply  system  in  relation  to  the  city’s  . 
present  and  prospective  future  needs.  This  » 
will  include  a  fair  and  scientific  appraise¬ 
ment  of  the  source  or  sources  of  supply,  of 
quality  standards,  of  pressures  and  dis¬ 
tribution  of  fire  defense  resources,  and 
other  major  elements  of  a  good  water  sup-  , 
ply  system.  It  will  include  an  unbiased  ' 
engineering  conclusion  as  to  the  best  man¬ 
ner  of  strengthening  and  improving  the 
entire  water  supply  system  and  making  it 
responsive  to  present-day  demands,  and  also 
a  plan  and  program  of  development  in 
future  to  keep  pace  with  the  continued 
growth  ol  the  City  in  population  and  in¬ 
dustry.  The  Engineers  will  also  make  up 
careful  estimates  of  cost  of  the  recom¬ 
mended  improvements.  To  this  end  the 
City  will  give  the  Engineers  access  to  maps 
and  other  recorded  data  in  the  City's  water 
supply  department.  If  soil  borings  should  be 


.  necessary  as  a  guide  to  estimating  the  cost 
r  of  structures,  or  if  it  should  be  deemed 
advisable  to  have  water  analyses  made  in 
some  laboratory  other  than  the  Engineers 
laboratory  or  that  of  the  City,  then  the 
City  will  stanJ  the  cost  of  .such  incidental 
expenses,  provided  always  that  request 
therefore  has  beer  made  and  approved  by 
the  City  In  advance. 

Sec.  2.  This  engineering  study  will  in¬ 
clude  such  consultation  with  the  State 
Health  Department  and  Its  proper  officials 
as  may  be  necessary  to  suitably  represent 
the  propo'**'d  water  supply  project  to  the 
Department  and  to  secure  the  Department’s 
approval- 

Sec.  3.  The  Engineers  will  make  a  report 
to  the  City,  describing  and  explaining  the 
water  supply  .■’•oject  as  a  whole,  and  giving 
an  estimate  of  its  cost.  This  report 
be  of  such  character  that  it  may  be  used 
as  a  basis  for  legislation  looking  towards 
’  ^ne  financing  of  the  project.  The  report 
'  will  be  accompanied  by  various  memoranda 
and  data  concerning  the  project  which  are 
likely  DO  be  called  for  in  the  work  of  fi¬ 
nancing. 

Sec.  4.  The  Engineers  will  furnish  twenty 
(20i  copies  of  said  report  to  the  City.  The 
‘  Engineers  will  conform  to  the  laws  of  the 
Indiana  Industrial  Board  as  affects  their 
employes. 

Sec.  5.  II  the  City  so  desires  the  Engln- 
1  eers  will  undertake  the  planning  and  exe- 
5  cutlon  of  water  supply  Improvements  in 
accordance  with  the  proposal  of^said  En¬ 
gineers  under  date  of  May  21,  1930. 

Article  2.  Terms  of  Payment 

Section  1.  And  the  said  City  agrees  to 
pay  to  the  said  Engineers,  as  full  compen¬ 
sation  for  the  preliminary  study  and  report 
outlined  in  Sections  1.  2.  3  and  4,  of  Article 
1  of  this  Agreement,  the  sum  of  Two  Thou¬ 
sand  Dollars  ($2,000.00).  payable  upon  the 
presentation  and  acceptance  of  the  special 
report.  ^  ^ 

Article  3.  Services  in  Court  Not  Included 

Section  1.  The  services  engaged  and  pro¬ 
vided  for  by  this  Agreement  do  not  include 
or  contemplate  any  appearance  in  court  as 
expert,  or  court  work  of  any  kind. 

IN  WITNESS  WHEREOF,  the  parties 
have  set  their  hands,  in  duplicate,  on  the 
day  and  year  first  above  written. 

CITY  OF  PORT  WAYNE,  IND. 

By  JOHN  C.  TRIER. 

DAVID  ERWIN. 

J.  A.  RAMSEY. 

HOAD.  DECKER.  SHOECRAFT 
AND  DRURY. 

By  EZIAH  SHOECRAFT. 
Witness:  JEANNETTE  P.  LOOS. 


Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  that  a  certain  contract  heretofore  entered  into  on  the  27th  day 
of  May,  1930,  by  and  betv/een  the  City  of  Fort  Wayne,  by  and  through  its  Board  of 
Public  Works,  designated  as  the  City  and  Hoad,  Decker,  Shoecraft,  and  Drury  of 
Ann  Arbor,  Michigan,  designated  as  the  Engineers,  providing  for  the  making  by  the 
Engineers  of  a  survey  of  the  entire  water  supply  system  of  the  City  of  Fort  Wayne, 
Indiana,  making  a  general  plan,  a  fair  and  scientific  appraisement  of  the  water 
supply  system,  and  a  plan  and  report  of  the  conditions  of  the  water  system  and  im¬ 
provements  needed,  which  contract  is  more  fully  set  forth  in  the  preamble  hereto, 
is  hereby  approved  and  ratified. 

Section  2.  That  tnis  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


G.  A.  DINlltiN 


JACOB  HARTIvLAU 
CHARLES  H.  YOUBG 

Dated : 

May  27,  1930  (Ayes  15-Nays  none) 

THIS  ORDIIUJICE  HAS  BEEN  DULY  PUT-LISHED  IN  BOOK  AND  PAJ.IFHILT  EOIiM  AS  RE^CIRblD  BY  LAW 

We  Herety  Certify,  That  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  8t  a  postponed  regular  meeting,  held  on  the  17th  day  of  June,  1930,  by 
a  majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached, 
and  known  as 

GEl^RAL  ORDINANCE  No.  1541 

M.  L.  BURNS  .  LEONARD  E.  PRANGER 

President  ^ty  Clerk 

Presented  to  the  Mayor  for  approval  on  the  20  day  of  June,  1930 

LEONARD  E.  PRiUIGER _ 

City  Clerk 

Approved  this  24th  day  of  June,  1930. 

WM.  J.  HOSEY _ 

Mayor 


GEIIERAL  ORDIITANGE  NO.  1542 

An  Ordinance  approving  and  ratifying  a  certain  contract  entered  in¬ 
to  "by  and  between  the  Brooks  Construction  Company,  of  the  City  of  Fort  V/ayne, 
Allen  County,  Indiana,  and  others,  as  their  interests  may  appear,  and  the  City  of 
■*^ort  '^I'ayne  by  and  through  its  Board  of  Public  '^orks  on  behalf  of  the  V/ater  Works 
Department,  of  the  City  of  Port  V/ayne,  Allen  County,  Indiana. 

WHEREAS,  on  tne  13  day  of  May,  1930,  the  City  of  Fort  Wayne,  by  and 
through  its  Board  of  Public  Works  on  behalf  of  the  Water  V/orks  Department,  of  the 
City  of  Fort  Wayne,  Allen  County,  Indiana,  entered  into  a  certain  contract  and  a- 
greement  for  the  furnishing  of  labor  and  material  on  the  part  of  the  Water  ‘'orks 
Department  of  the  City  of  Fort  Wayne,  for  the  construction  of  certain  water  mains, 
and  the  payment  on  the  part  of  the  Brooks  Construction  Bompany  for  the  furnishing 
of  said  labor  and  material,  and  providing  for  refund  under  certain  stipulations 
and  conditions,  wriich  contract  is  in  the  following  words  and  figures,  to-wit: 


This  agreement,  made  this  13th  day  ot 
May  in  the  year  nineteen  i  undred  (1930/ 
and  thirty,  by  and  between  the  Brooks 
Construction  Company  of  the  City  of  Fort 
Wayne  Allen  County.  Indiana,  and  others, 
as  their  interests  may  appear;  the  Board  of 
Public  Works  and  the  Water  Works  Depart¬ 
ment  cf  the  City  of  Port  Wayne.  Allen 
County,  Indiana; 

Witnesseth-  That  the  said  Brooks  Con¬ 
struction  Company,  and  said  others,  and  the 
said  department  of  said  city,  for  the  con- 
mderations  hereinafter  named,  agree  as  fol- 
lows: 

That  the  said  Water  Works  Department  ot 
said  city,  after  the  other  stipulations  in  this 
agreement  have  been  complied  with,  shall 
pro  eed,  dependent  upon  the  procurement  of 
material  and  labor,  and  with  reference  to 
department,  to 
furnish  all  material  and  provide  all  labor 
necessary  for  the  construction,  and  to  con¬ 
struct.  a  SIX  (6“)  water  main.  inc]udin<» 

flnef  rs“tol'fows“”" 

Making  proper  connection  with  pres¬ 
ent  water  main  on  Cambridge 


/Blvd.,  thence  extending  westward 

on  Purdue  Drive  to  Tyler  Ave . 1125  ft. 

Thence  extending  north  and  south 
of  Purdue  Drive  on  Tyler  Ave.,  a 
distance  of  approximately  four 

hundred  and  ninety  feet  .  490  ft. 

And  connecting  with  present  water 
main  on  State  St. 

Connecting  with  proposed  line  on 

Purdue  Drive  extending  north  on 

Princeton  Ave.,  approximately .  200  ft. 

Connecting  with  proposed  line  on 

Purdue  Drive  and  extending  north 
on  North  Highland  Ave..  approxi¬ 
mately  . 

Connecting  with  proposed  line  on 

Purdue  Drive  and  extending  north 


Total,  approximately  . ......2215  ft. 

That  said  department  of  said  city  shall 
furnish  water  through  said  lines,  when  con¬ 
structed.  in  accordance  with  the  rules  and 
regulations  of  said  department  and  the  laws 
and  regulations  applicable  thereto,  now  in 
force,  or  that  may  hereafter  be  adopted. 

That  said  Brooks  Construction  Company 
expressly  covenants  and  agrees,  that  it  will, 
on  the  date  of  execution  of  this  contract, 
pay  in  cash,  to  said  department  of  said 
city,  the  sum  of  thirty-one  hundred  twenty 
($3  120.281  Dollars  and  twenty-eight  cents 
That  said  sum  of  thirty-one  hundred 
twenty  ($3,120.28)  dollars  and  twenty-eight 
cents,  shall  be  considered  as  an  estimated 
cost  of  the  material  and  labor  necessary  for 
the  construction  of  said  water  lines,  fittings 
and  fire  hydrants,  as  above  listed,  and  that 
the  actual  cost  shall  be  shown  on  cost  sheets 
made  up  by  said  department  upon  comple¬ 
tion  of  the  work 

In  the  event  that  the  actual  cost  ol  said 
lines,  fittings  and  fire  hydrants  shall  ex- 
cee  dthe  estimated  cost  as  mentioned  above, 
then  the  said  Brooks  Construction  Com¬ 
pany  shall  pay,  in  cash,  to  said  department 
ol  said  city  the  amount  of  said  excess  in 
addition  to  the  above  named  amount. 

In  the  event,  however,  that  the  actual 
cost  of  said  construction  is  less  than  the 
estimated  cost  already  paid,  then  the  Water 
Works  Department  of  said  city  shall  refund 
the  amount  of  the  difference  to  the  said 
Brooks  Construction  Company. 

It  is  further  understood  and  agreed  that 
the  said  Brooks  Construction  Company  shall 
waive  all  claims  of  any  kind  or  description 
for  any  further  refund  of  cash  paid  in  on 
this  agreement  other  than  the  one  described 
above  and  that  said  water  mains,  fittings 
,  and  fire  hydrants  are  to  form  and  be  a  part 
!  of  the  water  works  sytsem  of  the  said  Wa- 
(  ter  Works  Department  of  said  city,  and  that 
all  rights,  title  and  Interests  whatsoever 
shall  at  all  times  be  and  remain  in  said 
department  of  said  city. 

However,  it  is  further  understood  and 
agreed  that,  under  certain  conditions  and  on 
certain  proofs  of  claim,  certain  refunds.  In 
cash,  will  be  made  by  sa^  repartment  of 


said  city  from  the  cash  paid  in  under  this 
agreement. 

The  requirements  necessary  are  as  fol¬ 
lows: 

That  when  a  consumer’s  service  line  is  ex¬ 
tended  from  said  mains  in  and  to  any  one  of 
lots  named  herewith  and  a  water  meter  in¬ 
stalled  thereon  by  or  under  the  direction  ot 
said  Water  Works  Department  of  said  city, 
for  the  purpose  of  supplying  a  permanent 
consumer  of  water  from  said  water  main, 
within  a  period  of  five  years  from  the  date 
of  this  agieement,  then  to  the  person  or 
persons  holding  complete  title  to  any  one  or 
more  lots  so  named,  and  as  shown  by  the 
records  of  the  Allen  county  courts,  shall  be 
payable  by  said  Water  Works  Department 
of  said  city,  by  warrant.  In  the  name  of  said 
owner  or  owners,  the  sum  of  seventy  ($70.00t 
dollars  for  each  lot  or  such  consumer.  How¬ 
ever,  regardless  of  the  number  of  consumers, 
and  under  no  condition,  will  warrants  be 
issued  to  exceed  the  actual  amount  of  cash 
paid  in;  said  refunds  to  be  considered  in  the 
order  of  th**  above  compliance  and  only 
v/ithin  the  said  period  of  five  years.  Pull 
and  ''omplete  lots  as  shown  by  the  records  at 
this  time,  are  to  be  considered  under  this 
agreement,  and  are  listed  as  follows; 

Poinsett  Park  Addition:  Lots  Nos.  2,  3.  4. 
5,  6  158.  159.  160.  161.  162.  163,  164.  165, 

166.  167.  168.  169.  170,  171.  172,  323.  324. 

325.  395.  396  and  397. 

Cambridge  Hills  Addition:  Lots  Nos.  41. 
42  43  44.  45.  46.  47.  48.  49,  50.  130.  131. 

132.  133.  134  209.  210.  211.  212.  213.  214 

Both  additions  to  the  City  of  Fort  Wayne. 
Allen  County.  Indiana. 

It  i-  further  understood  and  agreed,  under 
the  term.-5  of  this  agreement,  that  any  por¬ 
tion  of  the  cash  paid  in  and  not  paid  out  as 
a  refund  at  the  end  of  the  five-year  period 
so  named  shall  be  considered  as  earned  by 
said  Water  Works  Department  of  said  city 
to  apply  against  any  cost  of  operation  or 
maintenan*e  of  said  lines. 

BROOKS  CONSTRUCTION  COMPANlf 


PORT  WAYNE  WATER  WORKS. 

JAS.  L  SHIELDS. 

Secretary 

CITY  OB  FORT  WAYNE.  INDIANA. 
WATER  WORKS  DEPARTMENT. 

JOHN  TRIER, 
DAVID  ERWIN. 

C.  A.  RAMSEY. 
Board  of  Public  Works. 


Section  1.  Be  it  ordained  by  the  Conanon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  that  the  contract  heretofore  entered  into  on  the  13  day  of  May, 
1930,  by  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  Works  on 
behalf  of  the  Water  Works  Department,  and  the  Brooks  Construction  Company,  of 
the  City  of  Fort  Wayne,  Allen  County,  Indiana,  and  others,  as  their  interests  may 
appear,  providing  for  the  furnishing  by  the  Fort  Wayne  Water  Works  Department  of 
certain  material  and  labor  for  the  construction  of  certain  water  mains  stipulated 
in  said  contract,  and  the  payment  for  said  labor  and  material  on  the  part  of  the 
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part  of  the  Brooks  Construction  Company  and  refunding  of  money  under  certain  terms 
and  conditions  fully  set  forth  in  the  preamble  nereto,  is  hereby  in  all  things  ap't.roved 
and  ratified. 

Section  2.  That  tnis  ordinance  snail  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


AUGUST  WEISEBBURGER 

(Ayes  IS-Nays  none) 


THIS  ORDIHAHCE  HAS  BSEH  BUI.Y  PUBLISHED 


IN  BOOK  AND  jeAluPIIlDlT  FORM  AS  RE.),UIRED  BY  LAV/ 


We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a  postponed  regular  meeting,  held  on  the  17  day  of  June,  1930,  by  a  ma¬ 
jority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attacned,  and  known 
as 

GEITERAL  ORDIHAHCE  Ho.  1542 


M.  L.  BURHS _  LEOHARD  E.  PRAHGER 

President  "  "  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  20th  day  of  June,  1930. 

LS0N/>JID  E.  PRAHGER 
City  Clerk' 

Approved  this  24th  day  of  June,  1930. 


mv.  J,  HOSEY 

Mayor 


GEKERAL  ORDINANCE  NO.  1543 


An  ordinance  transferring  and  vesting  in  the  Board  of  Park  Coinraissi oners 
of  the  City  of  Port  Wayne,  Indiana,  Washington  Road,  Extended,  in  the  said  City,  to 
he  converted  hy  the  Board  of  Park  Commissioners  into  a  boulevard,  v/ith  full  power  of 
control  and  management  thereof,  and  the  changing  of  the  name  of  said  Washington  ‘‘‘’oad. 
Extended  to  Washington  Boulevard,  Extended. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  that  the  Street  in  said  City  known  as  Washington  Road,  Extended,  be¬ 
ing  a  strip  of  land  eighty  (80)  feet  in  width  from,  the  east  right  of  way  line  of  the 
Grand  Rapids  and  Indiana  Railroad  to  the  sooth  line  of  West  Main  Street,  the  south 
line  of  which  is  two  hundred  forth  (240)  feet  north  of  and  parallel  to  the  north  right 
of  way  line  of  the  Pittsburgh,  Port  Wayne  and  Chicago  Railway,  be  and  the  sar^e  is  here¬ 
by  placed  under  tne  government,  management  and  control  of  the  Board  of  Park  Coinm.issi oners 
of  said  City  for  the  purpose  and  with  the  rig  it  upon  the  part  of  the  Board  of  Park 
Commissioners  of  said  City  to  convert  the  same  into  a  boulevard;  and  the  said  Board 
of  park  Commissioners  shall  have  full  power,  upon  the  acceptance  by  it  of  said  Street 
or  Road  herein  described,  for  the  purpose  aforesaid,  to  govern,  m.anage ,  improve, 
maintain,  regulate  and  direct  the  public  use  thereof  as  a  boulevard,  and  to  subject  the 
same  to  its  rules  and  regulauions;  subject,  however,  to  the  laws  of  the  State  and  to 
the  powers  of  the  Common  Council  in  relation  thereto. 

Section  2.  That  the  name  of  said  Washington  Road,  Extended,  being 
a  strip  of  land  eighty  ( 80 )  feet  in  width  from  the  east  rignt  of  way  line  of  the 
Grand  Rapids  and  Indiana  Railroad  to  the  south  line  of  V/est  Main  Street,  the  south 
line  of  which  is  two  hundred  forty  (240)  feet  north  of  and  parallel  to  t;;e  north  right 
of  way  line  of  the  Pittsburgh,  Fort  Wayne  and  Chicago  Railway,  snail  be  changed  to 
and  hereafter  be  known  as  Washington  Boulevard,  Extended. 

Section  3.  This  ordinance  to  be  in  full  force  and  to  take  effect  from 
and  after  its  passage  and  approval  by  the  mayor  and  legal  publication. 

EDY/IN  C.  LI  NEE  NEE  RG 

(Ayes  14-Nays  none) 

We  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  24  day  of  June,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knovirn  as 
GENERAL  ORDINANCE  No.  1543 

_ M.  L.  BURNS _  L.  E.  PRANGER 

President  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  27  day  of  June,  1930 


L.  E.  PRANGER _ 

City  Clerk 


Approved  this  2nd  day  of  July,  1930. 


iVM.  J.  -TQSEY 

Mayor 


THIS  ORiDINANCE  HAS  BEEN  DLXY  PUPLISIiED  IN  BOOK  AND  PAJvIPHLET  FORM  AS  REQUIRED  BY  LAW 
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GENERAL  0-^DINANGE  NO.  1544 

An  Ordinance  amending  Section  1  of  General  Ordinance  No.  1165,  entitled, 
'^An  Ordinance  regulating  the  storage  of  gasoline  and  oil  for  the  purpose  of  sale,  as 
amended  August  10,  1926"  hy  General  Ordinance  No.  1307. 

Section  1.  Be  it  ordained  by  the  Common  Co_.ncil  of  the  City  of  Fort 
yne ,  Indiana,  that  Section  1  of  tne  above  entitled  ordinance  as  amended  on  August 
10,  1926  by  General  Ordinance  No.  1307,  be  amended  to  read  as  follows: 

"Section  1.  Be  it  orda.ned  by  the  '"onmon  Council  of  tne  City  of  Fort 
«Vayne,  Indiana,  tnat  it  shall  be  and  it  is  hereby  declared  unlawful  for  any  person, 
firm,  or  corporation,  for  themselves  or  as  agents,  renters,  or  lessees,  to  locate, 
build,  erect,  construct,  maintain,  install  or  operate  any  public  drive-in  filling  stati 
IS  situated,  or  where  such  pump  is  nearer  or  clos  r  than  tnree  hundred  (300)  feet  to 

any  hospital  or  the  property  line  of  any  real  estate  upon  which  is  situated  any  church, 
school,  or  hospital." 

Section  2.  ihat  this  ordinance  shall  be  in  full  force  and  take  effect 
on  and  after  its  passage  and  approval  by  t:.e  Mayor  and  legal  publication. 

ED.  C.  LINDENHERG _ 

(Ayes  13-Nays  1  ) 

v?e  Hereby  Certify,  That  tne  Common  Council  of  the  City  of  Fort  \7'ayne , 
Indiana,  at  a  regular  m.eeting,  held  on  tne  24  day  of  June  ,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  .mown  as 
GENERAL  ORDINANCE  No.  1544 


on 


M.  L.  BURNS 


Preside  nt 


L.  E.  PRAITGER 


City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  27  day  of  June,  1930 

L.  E.  PRANGER 

”  City  Clerk 


A 


pproved  this 


dayof 


19 


Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  VORM  AS  RE;>UIKED  BY  LAJ 

' yj iO  -  /A 


MOTION - July  8,  1930 


Mr.  Chairman; _  I  move  that  a  certain  Ordinance  No.  1544, being  an  Ordinance 


Arin-nfpH  Vn.  .  (signed)  August  Jeisenburger 

Aoopted  by  the  follovang  vote;  Ayes  13,  Nays  3,  ^ 
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ORDINANCE  NO.  1545 


I 


I 


An  Ordinance  an  roving  and  ratifying  a  certain  contract  maSe  and  entered 
into  on  the  24th  day  of  June,  1930,  by  and  between  the  Johns  Eiiuipaent  Company,  of 
Fort  Wayne,  Indiana,  and  The  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public 
Works  on  behalf  of  the  Water  V/^rks  Department  of  tne  City. 

Vi/HEREA-S  on  the  24th  day  of  June,  1930,  tne  Jotins  E?fuipraent  Company  of 
the  City  of  Fort  V/ayne ,  and  t.ie  City  of  Fort  Wayne  by  and  through  its  Board  of  Public 
V/orks  on  behalf  of  the  Water  V/orks  Department  of  said  City,  entered  into  a  certain 
contract  and  agreement  by  the  terms  of  which  the  said  Johns  Ev^ui  jment  Company  is  to 
furnisn,  deliver  and  instKll  pump  eq.uipment  t  at  Vance  Avenue  and  St.  Joseph  Ei/er, 
which  contract  and  agreement  is  in  the  words  and  figures  as  follows,  to-wit: 


This  agreement,  'mPdf  This"— "  any  n, 

Sv  ‘  hundred  and 

thirty  (19301.  by  and  between  the  John« 
Equipment  Company,  ol  Port  Wayne,  Indl- 
ana.  and  the  Water  Works  Department  ol 
Allen  Tounty 

Indiana,  through  its  Board  ol  Public  Works’ 
WITNESSETH:  That  the  Lid  Johns 
Equipment  Company  and  the  Water  Works 


Department  of  said  City  of  Port  Wayne. 
Indiana,  through  its  Board  of  Public  Works, 
for  the  consideration.s  hereinafter  named, 
agree  as  follows: 

That  the  said  Johns  Equipment  Company 
is  to  furnish  and  deliver,  installed  on  foun- 
I  nation  made  and  erected  by  said  department 
of  said  City,  and  located  at  Vance  Ave¬ 
nue  and  St.  Joseph  River,  the  following: 

One  Pomona,  six  stage  No.  12  XLC  water 
lubricated,  deep  well  turbine,  complete,  with 
a  total  overall  length  of  one  hundred  and 
five  (105)  feet,  from  the  base  of  the  pump 
head  to  the  bottom  of  the  pump  bowls. 

Suction  pipe,  10  feet  in  length,  six  (6) 
inches  outside  diameter. 


Discharge  column,  one  hundred  (100)  feet 
in  length,  six  (6i  inches  outside  diameter. 

Drive  shaft,  twelve  (12i  inches  diameter. 

One  line-start  type,  forty  (40)  norse 
power  motor.  1760  RPM.  for  operation  on 
four  hundred  and  forty  (440)  volt,  three 
(3)  phase,  sixty  (60)  cycfle  electric  current. 

One  magnetic  across-the-line  type  starter 
with  push  button  station  for  remote  con¬ 
trol. 


hundred  and  fifty  (350)  gallons  of  water 
per  minute,  against  a  total  head  of  two 
hundred  and  forty  (240)  feet,  with  thirty 
three  and  seven  hundredths  (33.07)  H.  P. 

Pump  efficiency  as  measured  at  pump 
shaft  sixty  three  and  six  tenths  (63.6)  per 
cent. 

Impellers  are  to  be  the  Pomona  patented, 
semi-open  type  and  are  to  be  set  at  such 
positions,  angle  and  curvature  as  to  effect 
the  highest  efficiency  over  a  wide  range  of 
head  capacity. 

The  above  is  to  conform  with  specifica¬ 
tions  furnished  said  City  under  date  of  May 
28th.  nineteen  .  hundred  and  thirty  (1930). 
and  said  specifications  are  to  form  and  be 
a  part  of  this  agreement  as  if  attached 
hereto  and  written  herein.  Said  equipment  is 
to  be  delivered  and  installed  within  a  period 
of  thirty  day.*!. 

In  consideration  of  a  full  compliance 
with  the  above  and  said  specifications,  and 
after  a  complete  test  has  been  made  to 
prove  out  the  above  requirements,  then  the 
said  Water  Works  Department  of  said  City 
shall  pay.  in  cash,  to  the  said  Johns  Equip¬ 
ment  Company  the  sum  of  two  thousand, 
three  hundred  and  seventy-two  dollars 
($2,372.00).  Freight  to  be  P,  O.  B.  factory, 
Pomona.  California.  Pull  freight  allowed  to 
Port  Wayne.  Indiana. 

The  said  Johns  Eqipment  Company, 
further  agrees  to  protect  said  City  of  Port 
V/ayne  and  save  it  harmless  from  all  royal¬ 
ties.  penalties,  damage,  cost  and  expense, 
on  account  of.  or  growing  out  of  any  in¬ 
fringement  of  any  kind  or  character.  The 
John.s  Equipment  Company  will  furnish  a 
bond,  with  a  reliable  surety  company,  as 
.«5iirety  thereon,  payable  to  the  City  of  Port 
Wayne,  In  the  sum  of  two  thousand  ($2,000) 
^oLars  for  the  faithful  performance  of  each 
and  every  covenant  and  provision  to  be  by 
it  performed  in  accordance  with  the  terms 
and  conditions  of  this  agreement 
Witness  our  hands  and  seals  the  dav  and 
year  first  written  above. 


JOHNS  EQUIPMENT  COMPANY. 

By  WINIFRED  GUNTER.  Secy. 
FORI  WAYNE  WATER  WORKS, 

JAS.  L.  SHIELDS,  Secy. 

BOARD  OF  PUBLIC  WORKS.  WATER 
WORKS  DEPARTMENT.  OF  THE  CITY  OF 
FORT  WAYNE,  IND. 

JOHN  C.  TRIER.  Chairman 
DAVID  ERWIN,  Member  : 

C.  A.  RAMSEY.  Member.  ^ 


Section  1. 


Be  it  ordained  by 


the  Common  Council 


of  the  City  of  Fort 


Wayne , 


Indiana,  that  a  certain  contract 


and  agreement  entered  into  on  the  24th  day 


of  June,  1930,  by  and  between  the  Johns  E-iuipment  Company  of  the  City  of  Fort  Wayne, 
Indiana,  and  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  'Works  on  be¬ 
half  of  the  Water  Works  Department  of  said  City,  providing  for  the  sale,  furnisriing, 
delivering  and  installing  at  Vance  Avenue  and  St.  Joseph  River  pump  e^iuipment,  de¬ 
tails  and  specifications  set  out  in  said  contract,  and  wdich  contract  is  more  fully 


set  forthin  the  preamble  hereto. 


is  hereby  approved  and  ratified. 


Section  2. 


That  this 


ordinance  shall  be  in  full  force  and  effect  from 


ayor . 


and  after  its  passage  and  approval  by  the  m. 


AUGUST  mi SE NB LPvGE R 

(Ayes  16-  Nays  none) 
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je  Hereby  Certify,  Tiiat  the  Com  on  Council  of  the  City  of  Fort  V/ayne, 
Indiana,  at  a  regular  meeting  held  on  the  8  day  of  July,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
9HHSRAL  ORDIHANCH:  Ho.  1545 


BURHS _ 

President 


L.  E.  PRAHCtHR _ 

City  Clerk 


Presented  to  the  Mayor  for  approv:  1  on  tiie  10  day  of  July,  1930 


L._  E.  PRAJ40ER 

City  Clerk 


Approved  this  17  day  of  July,  1930 


..k..  J.  HOSEY _ 

Mayor 


THIS  CRDIHJJTc^  hAS  BEEH  DUIY  PUBLISHED  IH  BOOK  AlTD  PAJtPHLET  FORM  AS  REQ,UIRED  BY  LAY 


G£.NiiRAI.  ORDIIW.NGE  NO 


1546 


An  Ordinance  approving  and  ratifying  a  certain  contract  and  agreement 
made  on  the  24th  day  of  June,  1930,  hy  and  between  tne  Peerless  Pump  Co:;:pany  Agency  of 
Chicago,  Illinois,  and  tne  City  of  Port  Wayne,  by  nd  tnrough  its  Board  of  x-ublic  ''orks 


on  behalf  of  tne  'Water  Works  Department 


of  said  City. 


'WHEREAS  on  the  24th  day  of  June,  1930,  the  Peerless  Pump  Company  Agency 
of  Chica^'o,  Illinois,  and  the  City  of  Port  Wayne  by  and  through  its  Board  of  Public 
Works  on  behalf  of  the  Water  V/orks  Department  of  said  City,  entered  into  a  certain  con¬ 
tract  and  agreement  by  the  terms  of  which  tne  said  Peerless  Pump  Company  Agency  is  to 
furnish,  deliver  and  install  pump  e^^uipment  in  South  Poster  Park  in  said  City,  which 
contract  is  in  tne  words  and  figures  as  follows,  to-wit: 


'  This  agreement,  made  this  24th  day  of 
June,  in  the  year  nineteen  hundred  and 
(1930)  thirty,  by  and  between  the  Peerless 
Pump  Company  Agency  located  at  No.  9 
South  Clinton  Street.  Chicago.  Ill.,  and  the 
Water  Works  Department,  of  the  City  of 
Port  Wayne,  Allen  County.  Indiana— 
WITNESSETH — That  the  said  Peerless 
Pump  Company  and  the  said  Water  Works 
Department  of  said  city,  through  its  Board 
of  Public  Works,  for  the  considerations 


hereinafter  named,  agree  as  follows: 

That  the  said  Peerless  Pump  Company  is 
to  funlsh  and  deliver  completely  ‘stalled 
on  foundation  made  and  erected  by  said 
Department  of  said  city  at  its  well 
South  Poster  Park,  the  following. 

one  Moturbo  type  pump  head  No  3  with 
S  K  P.  ball  thrust  and  radial  bearings. 

One  (100  ft.)  hundred  feet  of  discharge 
cofumn  consisting  of  eight  (8  “b  pipe 

two  and  12V2  in.)  one-half  inch  tubing,  one 
and  (l'/2  in.)  one-half  inch  shaft. 

One  set  eight  (8)  stage,  fourteen  (14  In.) 
ty?e  P  lx.L.C  (bronse  Impellers)  pump 

*^°Ten  (10  ft.)  of  six  (6  in.)  inch  suction 
pipe  with  Green  type  strainer. 

one  hundred  and  seventeen  (111  ft.)  feet 
of  Me-fourth  (I'A  in.)  inch  air  line  with 
air  valve  and  air  gauge. 

One  stainless  steel  impeller  shaft, 
one  patented  by-pass  seal  “PP®lb°wl 
casting.  (See  Page  eleven  of  catalogue  fur 
nished  with  bid). 

One  solenoid  operated  magnetic  lubri¬ 
cator,  one  and  (1  1-3)  one-third  gallon  ca- 

*’^011^ thirty  (35  HP)  five  horse  power,  two 
hundred  and  (220)  volt  three  (3)  phase 
sixtv  (60)  cycle,  eleven  hundred  and  (inu) 
RPM-D.  S.  Electric  Mfg.  Co.,  squirrel  cage 

™One  starter  as  per  schedule  attached  to 

'^*The  guaranteed  service  requirements  on 
the  above  equipment  shall  be  not  less  than 
four  hundred  (400)  gallons  per  minute,  two 
hundred  and  thirty  (230  ft.)  feet  lift.  Includ¬ 
ing  discharge,  suction  and  friction;  efficiency 
(681  sixty-eight  with  horse  power  of  thirty- 
four  and  (34  3-10)  three  tenths. 

The  Peerless  Pump  Company  guarantees 
to  protect  said  city  of  Port 
save  it  harmless  from  all  royalties,  penal¬ 
ties.  damage,  cost  and  expense  on  account 
of  or  growing  out  of  any  infringement  of 
any  kind  or  character,  and  agrees  to  defend 
in  its  name,  or  in  the  name  of  said  city, 
any  and  all  actions  and  suits  that  may  be 
instituted  for  recovery  of  such 
royalty,  damage,  cost  or  expense,  at  its  ex¬ 
pense  and  to  pay  any  judgment  that  may 
be  rendered  for  or  on  account  of  such 
royalties,  penalties,  damages  and  cost  and 
expenses  in  connection  therewith. 

The  said  Peerless  Pump  Company  further 
agrees  to  furnish  a  bond,  with  a  reliable 
surety  company,  as  surety  thereon,  payame 
to  said  city  of  Port  Wayne,  Indiana,  iri  the 
sum  of  two  thousand  ($2,000.00)  dollars, 
for  the  faithful  performance  of  each  and 
every  covenant  and  provision  to  be  by  it 
performed  in  accordance  with  the  terms 
and  conditions  of  this  agreement. 

That  after  said  equipment  is  Installed  and 
a  running  test  made  that  meets  with  the 
specified  requirements,  then  the  said  Water 
Works  Department  of  the  said  city  will  pay 
the  said  Peerless  Pump  Company  the  sum 
of  twenty-four  hundred  ($2,400.00)  dollars, 
less  two  12%)  per  cent  discount  if  paid 
within  ten  days  from  date  of  installation. 

Said  equipment  is  to  be  in  accordance 
with  specification  with  bid  dated  June  16th, 
1930,  and  is  to  form  and  be  a  part  of  this 


agreement  the  same  as  if  attached  here  or 
written  herein. 

Said  equipment  is  to  be  delivered  and  in¬ 
stalled  on  well  owned  by  said  Department 
of  said  city  in  South  Foster  Park  Addition 
to  said  city.  j 

Witness  our  hands  and  seals  the  day  first 
written  above; 

CITY  OF  FORT  WAYNE, 

JOHN  C.  TRIER. 

DAVID  ERWIN, 

C.  A.  RAMSEY, 

Board  of  Public  Works. 

PEERLESS  PUMP  COMPANY, 

By  W.  A.  McELLHINEY. 

E.  J.  TRIER. 

FORT  WAYNE  WATER  WORKS, 

.TAS.  A.  SHIELDS.  Secretary, 


Sectlo.  1.  Be  it  ovdained  by  the  Co»o.  Council  of  tna  City  of 
Tout  Wayne.  Indiana,  tnat  a  oevtain  oontnaot  and  agnee.ent  entened  into  on  tne^^ 
24th  day  of  June,  1930,  hy  and  between  the  Peerlese  Company  Agency  ^ 

liUnois,  and  the  City  of  Bent  Wayne,  hy  and  thi-ough  its  Beard  of  Puhixe  « or.oe 
on  hehalf  of  the  Water  Works  Department  of  said  City,  providing  for  the  sa  e 
furnishing,  deliyering  and  instalilng  in  South  Beater  Park  pump  --P-  • 
and  specifications  more  fully  net  out  in  the  contract  which  is  more  fully 

forth  in  tne  preamhle  hereto,  is  hereby  approved  and  ratified. 

section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect 

r  pnri  after  its  passage  and  approval  by  tae  Mayor.  AUGUST  ^VEISENBLRGBR 

from  and  alter  i  os  i  o 


e  ereby  Certify,  That  the  Common  Council  of  tne  City  ef  Port  iSfavne 
Indiana,  at  a  _•  egular  meeting,  held  on  the  8  day  of  July,  1930,  by  a  majority  vote 

of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GSFPRAL  O^JDINAFGE  No.  1546 


F.  L.  BURNS _ 

President 


L.  E.  PRANGNR 

City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  10  day  of  July,  1930 


Approved  this  17  day  of  July,  1930 


L.  E.  PRAliGER 

"City  ^ierk 


IT! 


.'/M.  J.  HOSEY 
"Eayor 


THIS  CRDINAN 


CE  KA3  SEEN  DUI/f  PUBLISHED  IN  BOOK  AKD  PAI.iPHlET  PORK  AS  RE;;i,UTREI)  BY  I-AY 


I 


j 


GENERAL  ORDINANCE  NO 


1547 


An  Ordinance  to  disannex  from  and  tnrov/  out  of  the  corporate  limits 
of  the  City  of  Fort  V/ayne ,  Indiana,  the  following  described  territory,  to  wit: 


Commencing  at  the  center  of  the  Intersec¬ 
tion  of  Lillie  street  and  Rudlsill  boulevard; 
thence  east  in  and  along  the  center  of  Rudl¬ 
sill  boulevard  to  a  point  three  hundred 
thirty-eight  feet  east  of  the  east  property 
line  of  Anthony  boulevard;  thence  south  on 
a  line  that  Is  three  hundred  thirty-eight 
feet  east  of  and  parallel  to  the  east  prop¬ 
erty  line  of  Anthony  boulevard  to  the  cen¬ 
ter  of  McKinnle  avenue:  then  west  In  and 
along  the  center  of  McKinnie  avenue  to  the 
center  line  of  Lillie  street;  thence  north  in 
and  along  the  center  of  Lillie  street  to  the 
center  of  Rudisill  boulevard,  the  place  of  be¬ 
ginning. 


Section  1.  Be  it  ordained  by  the  Common  Council  of  t-^e  City  of  Fort  Fayns ,  Indiana, 
that  the  following  described  territory  of  the  City  of  Fort  Wayne  is  hereby  dis- 
annexed  Lrom  and  throv/n  out  of  said  City,  and  shall  no  longer  constitute  a  part 
ti.ereof : 


Hon  intersec¬ 

tion  of  Lillie  street  and  Rudlsill  boulevard; 

thence  east  in  and  along  the  center  of  Rudl¬ 
sill  boulevard  to  a  point  three  hundred 
thirty-eight  feet  east  of  the  east  property 
line  of  Anthony  boulevard;  thence  south  on 
a  line  that  is  three  hundred  thirty-eight 
feet  east  of  and  parallel  to  the  east  prop¬ 
erty  line  of  Anthony  boulevard  to  the  center 
of  McKmnie  avenue;  thence  west  in  and 
along  the  center  of  McKinnie  avenue  to  the 
center  line  of  Lillie  street;  thence  north  in 
and  along  the  center  of  Lillie  street  to  the 
center  of  Rudisill  boulevard,  the  place  of  be¬ 
ginning. 


Section 


This  Ordinance  shall  be  in  full  force  and  effect  from  and  afte*  its 


passage  and  approval  by  the  Mayor. 


CID^.S .  LSNZ _ 

(Ayes  16-Nays  none  J 


•le  Hereby  Certify,  That  the  '-’cmmon  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a  regular  meeting,  held  on  the  8  day  of  July,  1930,  by  a  majority  vote 
of  all  mem  bers  elect,  did  pass  the  ordinance  hereunto  attached,  and  .cnown  as 
GENERAL  ORDINANCTj]  No.  1547 

M.  L.  BURNS _  L.  E.  PR  ANGER 

President  City  Clerk 


Presented  to  the  tiayor  for  approval  on  the  10  day  of  July,  1930 


Approved  this  17  day  of  July,  1930 


L.  E.  PRANGER 

City  Clerk 


«VM.  J.  HOSEY 

Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAIPIILET  FORM  AS  RE'Q,UIRED  BY  LAW 
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G:.:;KERAL  O.-yDINANCE  NO.  1548 

An  Ordinance  prohibiting  endurance  dances,  providing  a  penalty  for  the 
Violation  tnereof,  and  providing  a  tiir.e  when  tue  same  shall  take  effect. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Port 
..'ayne,  Indiana,  that  it  shall  be  unlawful  for  any  person,  persons,  associations,  firm 
or  corporation  to  manage,  conduct  or  pperate  any  endurance  dance  witnin  the  corporate 
limits  of  the  Sity  of  Port  '-7ayne ,  Indiana;  or  for  any  per:;on,  persons,  association, 
firm  or  corporation  to  knowingly  lease  or  rent  any  room,  hall,  auditorium,  or  tneater 
to  any  otner  person,  persons,  associaiion,  fi^m  or  corporation,  to  be  used  for  tne  pur¬ 
pose  of  conducting  an  endurance  dance  in  sucn  room,  nail,  auditorium  or  t:.eater;  or 
ior  any  person,  persons,  association,  firm  or  corporation  owning  or  having  control  of 
any  room,  hall,  auditorium  or  theater,  to  knowingly  permit  such  room,  hall,  auditorium 
or  theater  to  be  used  for  the  purpose  of  cond  cting  an  endurance  dance  therein. 

Section  2.  That  for  tne  purpose  of  th/is  Ordinance  any  dance  participated 
in  by  two  or  more  persons,  w. ich  dance  anall  continue  more  than  Uielve  hours,  is  Here¬ 
by  declared  to  be  an  endurance  dance,  regardless  of  whether  or  not  there  be  regular 
rest  periods  for  the  participants  during  the  continuance  of  such  dance. 

Section  3.  Any  person,  persons,  association,  firm  or  corporation 
’elating  any  of  the  provisions  of  this  ordinance  shall,  upon  conviction,  be  fined  in 
any  sum  not  less  than  twenty-five  (#25.00)  nor  more  tuantvro  hundred  (#200.00)  dollars, 
to  wnich  may  be  aaded  imprisonment  not  exceeding  one  hundred  and  eignty  (180)  days. 

Section  4.  That  this  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  approval  by  the  Mayor. 


LOUIS  J.  VOORS 


(Ayes  15-Nays  none) 

«/e  Hereoy  Certidy,  Thst  the  Common  Council  of  the  City  of  Fort  V/ayne, 
Indiana,  t  a  regular  meeting,  held  on  the  12  day  of  August,  1930,  by  a  majority  vote 
of  all  members  elect,  did  pass  the  ordinance  hereunto  attache  ,  and  cnown  as 
GENERAL  ORDINANCE  No.  1548 


H.  L.  BURNS 


President . 


LEONAilD  E.  PRANGER 

City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  of  August,  1930 


LEONARD  E.  PRANGER 
City  Clerk” 


Approved  this  20  day  of  August,  1930 


m.  J.  NOSEY 


Mayor 


THIS  ORDINANCE  HAS  BEEN  DUiLY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORIvl  AS  RiL.iUIRED  BY  LAV; 


AtH'lg 


GENiilRAL  ORDINAL CR  RO.  1549 


An  Ordinance  fixing  tne  Tax  Levy  for  tde  City  purposes  for  the  year  1931 
Section  1.  Be  it  ordained  by  tne  Common  Council  of  the  City  of  Fort 
V/ayne ,  Indiana,  that  a  levy  of  seventy-one  cents  (.71)  upon  each  One  Hundred  Dollars 
of  the  assessed  valuation  of  all  property  witnin  the  corporate  limits  of  said  City  be, 
and  the  same  is  hereuy  made  for  the  year  1931,  the  same  to  be  divided  as  follov/'s: 


General  Fund  .f  .532 

Sinning  Fund  .05 

Police  Pension  Fund  .01 

Firemen's  Pension  Fund  .01 

Track  Elevation  .0025 

River  Improvement  .0135 

City  Plan  Commission  .003 

Art  School  .0025 

Aviatioti  Commission  .0115 

Park  General  .06 

Park  Playgrounds  .01 

Park  Tree  Preservation  . 005 

TOTAL  .71 


Section  2.  That  there  shall  be  collected  from  each  male  inhabitant 
liable  according  to  law,  a  poll  tax  of  Two  Dollars  ($2.00)  during  the  said  year 
of  1931. 

Section  3.  That  all  taxes  shall  be  collected  in  Semi-annual  in- 

s  tallments . 

Section  4.  That  tnis  ordinance  snail  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


_ LOUIS  SCHMOE 

(Ayes  16-lTays  none  ) 


V/e  Hereby  Certify,  That  the  Cominon  Council  of  the  City  of  Fort  V/ayne , 
Indiana,  at  a  regular  meeting,  neld  on  the  26  day  of  August,  1930,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as • 
GENERAL  ORDINANCE  Nol  1549 

M.  L.  BURNS _  LEONARD  E.  PRANGER 

President  City  Clerk 

Presented  to  the  Mayor  for  approv  1  on  the  4  day  of  Sept.,  1930 


Approved  this  9  day  of  September, 


LEONARD  E.  PRANGER 
City  Clerk 


1930 


THIS  ORDINANCE 


vVM.  J.  HOSEY _ 

Mayor 

HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAJaPHLET  FORM  AS  REQUIRED  BY  LA'.V 
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GENERAL  ORDINANCE  NO.  1550 


An  Ordinance  ratifying  and  approving  a  certain  contract  made  by  and  be- 


party 


tween  tne  City  of  Fort  Jayne,  Indiana,  by  and  tnroush  its  Boa.d  of  Public  rfork 
of  tne  first  part  and  ..'abasn  Railway  Company,  party  of  tne  second  part,  granting  its 
consent,  permission  and  autnority  to  construot.  maintain  and  operate  a  single  track 
railroao  across  ..'inter  Street  in  said  City  of  Fort  Jayne,  Indiana. 

.fbERiiAS  on  the  7th  day  of  August,  1930,  the  City  of  Port  .iayne ,  by  and 

tnrougn  its  Board  of  o>ublio  .^orks,  party  of  tne  first  part,  and  V/abash  railway  Company, 

party  of  the  second  part,  entered  into  a  certain  agreement  by  wnien  tne  City  of  Fort  Wayne 

granted  its  oonsent,  permission  and  authority  to  the  Wabash  Railway  Company  to  construct, 

maintain  and  operate  a  single  tract  railroad  across  Winter  Street  on  tne  South  side  of 

t..e  rignt-of-way  of  said  second  party,  which  contract  is  in  tne  words  and  .igures  as 
fo.Mows,  to-wit; 


THIS  AGREEMENT  made  and  entered 
into  this  7th  day  of  August,  1930,  by  and 
between  the  CITY  OF  FORT  WAYNE.  IN¬ 
DIANA,  by  and  through  its  Board  of  Pu))lic  • 
Works,  party  of  the  first  part,  and  WABASH 
RAILWAY  COMPANY,  party  of  the  "econd 
part,  WITNESSETH  That  ; 

WHEREAS.  The  General  Electric  Com-  i 
pany.  owning  and  operating  a  manufact-  ' 
uring  plant  along  the  south  side  of  the 
right  of  way  of  the  Wabash  Railway 
Company  is  in  need  of  a  side  track  from  ‘ 
the  railway  of  the  party  of  the  serond  . 
part  in  order  to  facilitate  shipping  to  and  , 
from  said  plant,  and  t 

WHEREAS,  in  order  to  connect  said  side- 
track  to  said  railway  it  is  necessary  to 
extend  the  same  across  Winter  Street;  and  . 

WHEREAS  the  party  of  the  second  part  is  ‘ 
willing  to  construct  said  sidetrack  for  the  1 
benefit  of  the  said  General  Electric  Com-  j 
pany.  ^  ' 

NOW  THEREFORE,  in  consideration  ot 
th3  covenants  and  agreement  to  be  per¬ 
formed  and  complied  with  by  the  party  of 
the  second  part  as  hereinafter  provided, 
consent,  permission  and  authority  -re 
hereby  granted  and  given  by  the  party  of 
the  first  part  to  the  party  of  the  second 
part  to  construct,  maintain  and  operate 
or  cause  to  be  operated  an  additional  sin¬ 
gle  track  railroad  across  said  Winter  Street 
on  the  South  side  of  the  right  of  way  of 
said  second  party  on  and  across  Winter 
Street  and  angling  southeasterly  from  Us 
junction  approximately  35  feet  west  of  the 
center  line  of  Winter  Street  with  the  south 
track  of  the  second  party  now  crossing 
said  Winter  Street,  to  be  constructed  ^nd 
located  in  accordance  with  blueprint  dated 
July  9.  1930.  hereto  attached  and  made  a 
part  hereof,  and  on  which  blueprint  fhe 
line  and  route  of  said  track  across  said 
Winter  Street  is  marked  and  indicated  by 
the  red  line. 

It  is  understood  and  agreed  that  ilie 
consent,  permission  and  authority  herein 
given  and  granted  are  upon  the  following 
terms  and  conditions; 

1.  The  party  of  the  second  part.  M  it 
desires  to  avail  itself  of  the  benefits  of 
the  consent,  permission  and  authority 
granted,  shall  cause  the  completp  con¬ 
struction  of  said  track  within  one  ysar 
from  the  date  hereof,  and  in  the  event 
that  it  so  avails  itself  of  such  grant,  per¬ 
mission  and  authority,  then  it  shall  cause 
the  complete  construction  of  said  ‘rack 
across  said  Winter  Street  within  sixty  days 
from  the  time  il  commences  work  thereon 
and  within  the  period  of  one  year  as  above 
stated. 

2.  Said  track  shall  be  so  constructed 
and  maintained  as  to  at  all  times  conform 


as  nearly  as  practicable  with  the  establisned 
grade  of  said  Winter  Street  as  such  grade 
shall  from  time  to  time  exist,  and  in  such 
a  manner  as  to  not  unnecessarily  interfere 
with  the  proper  use  thereof  for  all  purposes 
by  the  public:  that  said  track  and  rails 
thereof  shall  conform  as  nearly  as  practic¬ 
able  with  the  grade  of  said  street  as  now 
established  or  to  be  hereafter  established 
by  said  City. 

3.  The  said  party  of  the  second  part 
shall  keep  said  crossing  in  good  condilion 
and  repair. 

4.  That  said  party  of  the  second  part 
shall  not  load  or  unload  any  cars  while 
standing  upon  said  street  crossing. 

5.  The  party  of  the  second  part  fur¬ 
ther  agrees  to  bind  itself  to  keep  and 
hold  said  City  free  and  harmless  from  any 
and  all  damages  that  may  accrue  to  any 
person  or  persons  or  property  on  account 
of  any  injury  to  their  person  or  property, 
arising  out  of  'he  construction,  maintenance 
or  operation  of  said  track  or  the  operation 
of  any  cars  thereon  by  any  person  or 
corporation,  and  in  case  suit  shall  be  filed 
against  said  City  on  account  thereof,  said 
party  of  the  second  part  upon  notice  by 
said  City  shall  defend  said  action  at  its 
own  expense,  and  in  the  event  that  judg¬ 
ment  is  rendered  in  said  action  against 
City,  the  said  second  party  shall  pay  such 
judgment  with  all  costs  and  hold  the  City 
harmless  therefrom. 

6.  It  is  further  agreed  that  if  said  sec¬ 
ond  party  fails  to  comply  with  and  per¬ 
form  any  of  the  provisions  of  this  contract, 
the  consent,  permission  and  authority  here¬ 
in  granted  shall  at  once  terminate  and 
said  second  party  shall  forfeit  all  right 
hereunder  and  shall  cause  the  removal,  at 
its  expense,  of  the  track  that  may  be  laid 
hereunder  and  place  said  street  in  as  good 
and  safe  condition  for  travel  and  of  the 
same  material  as  the  remainder  thereof  are. 


7.  This  agreement  shall  be  binding  upon 
the  successors  and  assigns  of  the  parties 
hereto. 

IN  WITNESS  WHEREOF  the  parties  hereto 
have  unto  affixed  their  hands  and  seals 
the  day  and  ihe  year  first  above  written. 
THE  CITY  OF  FORT,  WAYNE.  INDIANA 
By  JOHN  C.  TRIER 
DAVID  ERWIN 
C.  A.  RAMSEY 
Its  Board  of  Public  Works. 

WABASH  RAILWAY  COMPANY 

By  J.  E.  TAUSSIG 
President. 

Dated.jJuly  25,  1930. 


Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  -“^’ort  V/ayne, 
Indiana  that  the  contract  made  on  the  7th  day  of  August  by  and  betv/een  the  City  of  Fort 
./ayne ,  by  and  tnrough  its  Board  of  Public  'Tories,  party  of  the  first  part,  anu  V/abash 
Railway  Company,  party  of  the  second  part,  by  vniich  the  City  of  Fort  Wayne  granted  its 
consent,  permission  and  authority  to  the  V/abash  Railway  Company  to  construct,  maintain 
and  opera  e  a  single  track  railroad  across  .Vinter  Street  on  the  south  side  of  the  right- 
of-way  of  said  second  party,  and  v/nich  contract,  agreemen  t ,  gran  t ,  cor, sent  and  permission 
is  more  fully  described  in  ti.e  preamble  nerein,  be  snd  is  hereby  ratified  and  confirmed. 

Section  2.  That  this  Crdinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  trie  Mayor. 

AUGUST  .-ZEISENBURGUR 


(Ayes  16-Nays  none 


Auns 


.7e  Heretiy  Certify,  Tnat  the  Goramon  Council  of  the  City  of  Fort  Jayne, 
Indiana,  at  a  regular  meeting,  neld  on  tne  26  day  of  August,  1930,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  OROINANGE  No.  1550 

_ M.  L.  BURNS _  LEONARD  E.  PRANGER 

President  " .  Ci'ty  Cleric 

Presented  to  the  Mayor  for  a_  _;roval  on  tne  4  day  of  Sept.,  1930 

LEONARD  E.  PR^G -R 

City  Cleric 

Approved  this  9  day  of  September,  1930 


V/M.  J.  H03EY 
Mayor 


THIS 


ordij;ance 


HAS  SEEN  DULY  PUBLISHED  IN  BOOK  AND  PAl'IPMLT  FORM  AS  REQUIRED  BY  LAY 


GiiNERAL  ORDINANCE  NO.  1651 

An  Ordinance  approving  and  ratifying  a  cont  act  by  and  between  the  City 
of  Port  vi/ayne ,  Indiana,  oy  and  throi-gh  its  Board  of  Public  'Horks  on  beh  If  of  the 
City  Light  and  Power  Works,  and  tne  Link-Belt  Company,  by  and  through  W.  G.  Carter, 
Vice-President,  of  Chicago,  Illinois,  for  the  delivery  and  erection  of  tv^o  travell¬ 
ing  water  screens  and  accessories  at  the  City  Light  and  Pov/er  Wor  .s . 

.RERCAo,  on  the  30th  day  of  August,  1930,  tne  City  of  Port  'Wayne,  Ind. 
by  and  tnroogh  its  Board  of  Public  Works  on  behalf  of  the  City  Light  and  Power  Works, 
and  t.ie  Link-Belt  Company,  by  and  through  W.  C.  Garter,  Vice-President,  of  Chicago, 
entereo.  into  a  contract  for  the  delivery  and  erection  of  two  travelling 
water  screens  and  accessories  at  the  City  Light  Plant,  which  contract  is  in  the  words 
and  figures  as  follows,  to  wit:- 


,  CONTRACT 

thS  into 

IS.iL  August,  1930,  by  and  be- 

Link-Belt  Company,  of  the  City 
of  Chicago,  County  of  Cook,  state  of  Illi- 
nois.  party  of  the  first  part  and  the  Citv 
of  State 

PuhfiL^  w  1  through  its  Board  of 

‘he  second  part. 

WITNESSETH:  That  the  party  of  the  first 
uaL  agrees  to  "^furnish  and 

"“fh,  materials,  apparatus,  tools 
‘or  the  construction, 
Election  complete  or  two  (2) 
^breens  and  accessories  at 
the  City  Light  and  Power  Works  of  the 

City  of  Port  Wayne,  Indiana,  all  of  which 

work,  materials  and  apparatus  is  to  be  in 
accordance  with  Division  No.  1  of  the  specl- 
tications  and  proposal  on  file  with  the  Board 
Works,  all  of  which  specifications 
^  P=*‘‘  bt  this  con¬ 
tact  as  fully  and  effectually  as  it  copied 
=‘"'5  in  consid?JI 
wavr,L*  payment  by  the  City  of  Port 
Wayne,  as  follows,  to-wit* _ 

Hundred  and  Ninety 
D(Mlars  and  No  Cents  ($5,690.00). 

Payments  are  to  be  made  as  follows' 

estimate  of  the  value  of  mate- 
bonstructlon  completed 
during  the  previous  month,  shall  be  made 

.  ‘’Vi’'  ‘he  first  part  and  sub- 
mltted  to  the  Board  of  Public  Works  on  or 
fr°h‘,o‘.hb  bach  month,  and  eighty- 

‘’LL  bi’bh  estimate  .shall 

become  due  the  party  of  the  first  part  upon 
the  approval  of  the  Engineers  and  payable 
as  approved  on  or  about  the  fifteenth  day 
of  the  month.  The  remainder  of  the  con¬ 
tact  price  shall  be  paid  to  the  party  of  the 
first  part  at  the  expiration  of  thirty  days 
completed  and  accepted  by 
the  Board  of  Public  Works. 

V,  TA’®.  contract,  although  executed  on  be¬ 
half  of  the  City  by  its  Mayor  and  by  the 
Board  of  Public  Works,  shall  not  be  bind- 
“Pb''  ‘hb  City  unless  and 
until  it  shall  have  first  been  approved  bv 
the  Common  Council  of  said  City,  and 
should  the  Common  Council  of  the  City  fail 
to  approve  the  same  within  ninety  days 
after  the  date  hereof,  this  contract  shall 
become  and  be  wholly  void. 


I 

To  each  of  the  conditions  and  stipulations 
of  this  contract,  the  undersigned,  each  for 
himself,  binds  itself,  Its  successors  and 
assigns. 

IN  TESTIMONY  WHEREOF,  we.  the  fore¬ 
going  named  parties  hereunto  set  our  hands 
seal  on  the  day  and  year  aforesaid. 

CITY  OP  PORT  WAYNE.  INDIANA 
By  WM.  J.  HOSEY.  Mayor. 
LINK-BELT  COMPANY; 

W.  C.  CARTER.  Vice-Pres. 
Contractor,  party  of  the  first  part. 
Approved: 

RICARDIO  YUNKER. 

Secretary, 
JOHN  C.  TRIER. 

DAVID  ERWIN. 

C.  A.  RAMSEY. 

Board  of  Public  Works. 
Attest:  SCOTT  S.  SNYDER.  Secretary. 

Approved  as  to  Form  and  Legality. 
WILLIAM  FREUCHTENICHT, 

_ _ Citv  Attorney. 


section  1.  Be  it  ordained  by  tne  Common  Council  of  the  City  of  Port 
■fVayne ,  Indiana,  that  the  contract  entered  into  on  the  30th  day  of  August,  1930,  by 
and  between  the  City  of  Port  Wayne,  Indiana,  by  and  tnrough  its  Board  of  Public 
•■'orks  on  behalf  of  the  City  Light  and  Power  Works,  and  the  Link-Belt  Company,  by  and 
tnrougb.  //.  C.  Carter,  Vice-President,  of  Chicago,  Illinois,  as  fully  set  forth  in 
tne  preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


GLIARLES  H.  YOUNG 
(Ayes  14-Nays  none) 

tie  Hereby  Certify,  That  tne  Common  Council  of  tne  City  of  Port  Wayne, 
Indiana,  at  a  Regular  meeting,  held  on  tne  23  day  of  September,  1930,  by  a  majority 
vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attached,  and  knov/n  as 
GENERAL  ORDINANCE  No.  1551 

_ K.  L.  BURNS _  _ LEONARD  E.  PRANGER 

President  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  26  day  of  September,  1930 

LEONARD  E.  PRANGER 


Approved  this  <;7th  day  of  September,  1930 


V/11.  J.  ilOSSY 
.  '  Mayor 


THIS  ORmi'TAHCE  HAS  BHEN  DULY  PUBLISHED  IIT  BOOK  AJID  P/U.a=HLET  FORM  AS  RE 'JUIRED  BY  LA 


486 


'IENJjIRaL  ORDINMGh]  NO.  1552 


An  Ordinance  approving  and  ratifying  a  contract  between  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  -'orks  on  behalf  of  the  City  Light 
and  Power  -/orks,  and  Henry  Wehrenberg  and  Sons,  by  and  tnrough  Henry  Wehrenberg,  Jr. 

for  the  construction  of  a  screen  house  over  tne  present  intake  well  at  the  City  Light 
and  Power  Plant. 

vf-ERSAS,  Ot)  the  E6th  day  of  August,  1930,  the  City  of  Port  Wayne,  Ind. 
hy  and  tnrough  Its  Board  of  Puhllo  Works,  on  behalf  of  the  City  Light  and  Power  Works, 
entered  into  a  contraot  with  Henry  Wehrenberg  and  Sons,  by  and  through  Henry  Wehrenberg, 
Jr.  for  the  oonstruotlon  of  a  eor  en  house  over  tne  present  Intake  well  at  the  City 
Lignt  and  Power  Plant,  which  contract  Is  In  the  following  words  and  figures,  to  wit!- 


CONTRACT 

This  agreement  made  and  entered  into 
this  26th  day  of  August.  1930.  by  and  be¬ 
tween  Henry  Wehrenberg  and  Sons,  of  the 
County  ol  Allen.  State  of  Indiana,  parly 
of  the  first  part,  and  the  City  of  Fort 


Wayne.  County  of  Allen,  and  State  of 
Indiana,  by  and  through  its  Board  oi 
Public  Works,  party  of  the  second  part. 

WITNESSETH;  That  the  party  of  the  first 
part  covenants  and  agrees  to  furnish  any 
pay  for  all  work,  materials,  apparatus,  tools 
and  labor  necessary  for  the  '  onstruction  of 
a  screen  house  over  the  present  intake  well 
at  the  City  Light  and  Power  Works  of  the 
City  of  Port  Wayne,  Indiana,  all  of  which 
;  work,  materials  and  apparatus  is  to  be  in 
accoraance  with  Division  No.  2  of  the  speci- 
'  fications  and  proposal  on  file  with  the 

Board  of  Public  Works,  all  of  which  speui- 
fications  and  proposal  are  made  a  part  of 
this  contract  as  fully  and  effectually  as  if 
;  copied  herein  at  full  length,  for  and  in 

i  consideration  of  the  payment  by  the  City  of 
;  Fort  Wayne  as  follows,  to-wit: 

;  Two  Thousand  and  Fifty-Nine  Dollars  and 

1'  No  Cents  ($2.059  00). 

Payments  are  to  be  made  as  follows: 

A  written  estimate  of  the  value  of  mate¬ 
rial  deliveitd,  or  construction  completed 
during  the  previous  month,  shall  be  made 
by  the  party  of  the  first  part  and  submitted 
tc-  Che  Board  of  Public  Works  on  or  about 
the  first  of  each  month,  and  eighty-five 
1 85)  per  cent  of  such  estimate  shall  become 
due  the  party  of  the  first  part  upon  the 
approval  of  the  Engineers  and  payable,  as 
approved,  on  or  about  the  fifteenth  day  of 
the  month.  The  remainder  of  the  contract 
price  shall  be  paid  to  the  party  of  the 
;  iirst  part  at  the  expiration  of  thirty  days 

,  after  work  is  'ompleted  and  accepted  by 

j  the  Board  of  Public  Works. 

,  This  contract,  although  executed  on  oe- 
'  half  of  the  City  by  its  Mayor  and  by  the 

’  Beard  of  Public  Works,  shall  not  be  bind¬ 

ing  or  obligatory  upon  the  City  unless  and 
until  it  shall  have  first  been  approved  by 
the  Common  Council  of  said  City,  and 
should  the  Common  Council  of  the  City 
fail  to  approve  the  same  within  ninety 
days  after  the  date  hereof,  this  contract 
shall  become  and  be  wholly  void. 

To  ea  h  of  the  conditions  and  stipula¬ 
tions  of  this  •■‘ontract.  the  undersigned,  each 
tor  himself,  binds  itself,  its  successors  and 
assigns. 

IN  TESTIMONY  WHEREOF,  we,  the  fore¬ 
going  named  parties,  hereunto  set  our 
hands  and  seal  on  the  day  and  year  afore¬ 
said. 

CITY  OF  PORT  WAYNE.  INDIANA. 
By  WM.  J.  HOSEY.  Mayor. 
HENRY  WEHRENBERG  &  SONS. 

By  HENRY  WEHRENBERG.  JR.. 
Contractor,  party  of  the  first  part. 
JOHN  C.  TRIER, 

DAVID  ERWIN. 

C.  A.  RAMSEY. 

Board  of  Public  Works. 
Attest:  SCOTT  S.  SNYDER,  Secretary 
Approved  as  to  Form  and  Legality: 

WM.  FRUECHTENICHT. 

_ City  Attorney. 


Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Port 
-Vayne,  Indiana,  that  t.'ie  contract  entered  into  on  the  26th  day  of  August,  1930,  by  and 
between  the  City  of  Port  Wayne,  Indiana,  by  and  through  its  Board  of  Public  ^orks  on 
behalf  of  the  City  Light  and  Power  Plant  and  Henry  v/ehrenberg  and  Sons  by  and  through 
iienry  Wehrenberg,  Jr.  for  the  construction  of  a  screen  house  over  the  present  intake  wel 
at  the  City  Light  and  Power  Plant,  as  fully  set  forth  in  the  preamble  nereto,  be  and 
the  same  is  hereby  in  all  tnings  ratified  and  approved. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  tne  Mayor  . 


CHARLHS  H.  YCUNG 


■.r  u  ,  ^  ,,  (Ayes  14-Nays  none) 

We  hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana,  at  a 
Regular  meeting,  held  on  the  23  day  of  Septeiaber,  1930,  by  a  majority  vote  of  all  mbmbers 


I 

I 


elect,  did  pass  tne  ordinance  hereunto  attached,  and  Kno//n  as 
GEKjiRAl  ORJIUMGE  Ho.  1552 


II.  L.  BUP-HS _ 

President 


LECHAKD  £.  PRAHGHR 

~  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  26tn  day  of  Sept.,  1930 


LhOHARB  h.  PRAHGHR 

City  Clerk 


Approved  tnis  27th  day  of  September,  1930 


'.m.  J.  HOSEY _ 

Mayor 


THIS  ORPIHAHCE  HAS  BEE^H  DULY  PUBLISIuilD  IH  BOOK  /\HD  P/LIPIELET  FORM  AS  RS'iUIRED  BY  LAY 


GiCifERAL  ORDINANCE  RO.  1553 


An  Ordinance  oruering  the  improveraent  of  the  east  side  of  Beaver  Ave . 
from  Rutman  Avenue  to  Oakdale  Drive. 

•nHiiREAS  on  the  14th  day  of  August,  1930,  tne  Board  of  Public  rforks  of 
the  City  of  Fort  </ayr:e ,  Indiana,  duly  adopted  a  resolution  deeming  it  necessary  to 
improve  the  east  side  of  Beaver  Avenue  from  Rutman  Avenue  to  Oakdale  Drive,  as  fully 
set  out  in  said  resolution  so  adopted  by  the  -^oard  of  Public  v/orks  of  S' id  City  of 
Port  s'layne ,  Indiana  as  above  referred  to;  and 

.PiERhiAS,  on  the  4th  day  of  September,  1930,  a  majority  of  resident 
freeholders  from  that-  protion  of  tne  east  side  of  Beaver  Av&nue  from  Rutman  Avenue 
to  Oakdale  Drive,  filed  with  said  Board  of  Public  "orks  a  remonstrance  signed  by 
them  gainst  tne  making  of  such  improvement,  therefore  be  it  ordained  by  the  Common 
Council  of  the  City  of  Port  Wayne,  Indiana: 

Section  1.  That  a  necessity  exists  therefor  and  tne  east  side  of 
Beaver  Avenue  from  Rutman  Avenue  to  Oakdale  Drive,  be  and  the  same  is  nereby  ordered 
improved  in  accordance  with  the  resolution  above  referred  to,  adopted  by  tiie  Board 
of  Puolic  ‘'^crks  on  the  14th  day  of  August,  1930,  and  in  accordance  with  the  pro¬ 
visions  of  an  act  entitled  "An  Act  Concerning  Municipal  Corporations"  passed  at  tne 
General  Assembly  at  the  64tn  session  thereof. 

Section  2.  Tnat  this  Ordinance  shall  be  in  full  force  and  .  ffect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


E.  H.  DISHER 

(Ayes  14-Rays  none) 

■le  Hereby  Certify,  That  the  Common  Council  of  the  City  of  Port  'Wajme, 
Indiana,  at  a  Regular  meeting,  held  on  the  23  day  of  September,  1930,  by  a  majority 
vote  of  all  members  elect,  did  .ass  tne  ordinance  hereunto  attached,  and  .<novra  as 
GERERAL  CRDIRARGE  Rol  1553 

_ M.  L.  BURRS _ _  LEORARD  E.  PRARGER 

President  “  City  Clerk 


Presented  to  tne  Mayor  for  approval  on  the  26  day  of  September,  1930 

LEORARD  E.  PRAAGMR 
City  Clerk 


Approved  this  27th  day  of  September,  1930. 


7/M.  J.  HQSEY 
Mayor 


THIS  CRDIRARGE  HAS  PilER  DULY  PUBLISHED  IR  BOOK  ARD  PAMPHLET  PORK  AS  REQUIRE]!  BY  LA'W 


GillffiRAL  ORDINAECa  HO.  1554 


An  Ordinance  appropriating  tne  sura  of  Sixth-Hignt  and  8O/IOO  Dollars 
($68.80)  to  pay  the  claim  of  -E .  D.  Behner  against  tne  ^ity  of  Fort  V/ayne ,  for  damages 

done  to  his  car  in  driving  over  a  ma.nhole  which  extended  at  least  ten  (lO)  inches  a- 

hove  the  grading  of  the  street. 

.vlIERSAS  E.  D.  Behner  has  mr  de  a  claim  against  the  City  of  Fort  Mayrte , 
which  claim  is  made  resulting  to  an  accident  to  his  car  on  July  17,  1930,  on  which 
date  his  said  automobile  was  damaged  in  the  sum  of  $68.80  by  reason  of  his  driving 
over  a  manhole  extending  at  least  ten  (lO)  inches  above  the  grade  of  the  street  on 
Raymond  Street  near  the  corner  at  Edsal  Avenue.  That  he  drove  said  automobile  into 
said  manhole  on  the  evening  of  July  17,  1930,  and 

VyBEREAS  by  reason  of  such  accident  the  transmission  of  said  automobile 
was  broken  and  bent,  and  other  damages  v/ere  done  to  his  sa.id  automobile,  and 

’.TIIEKSAS  said  E ,  b.  Benner  has  made  claim  against  tne  City  of  Fort  v7ayne , 

Indiana,  in  tne  sum  of  $68.80  for  money  expended  in  purchasing  new  parts,  including  a 

new  tra^nsmi  ssion  ,  NOV/  TilEREFCRE  . 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
V/ayne,  Indiana,  that  said  claim  of  $68.80  be  allowed  out  of  item  33A  of  the  Budge j:, 
and  that  the  seme  be  paid  to  said  E.  D.  Behner. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  take  effect 
from  and  after  its  passage  and  approval  by  the  hayor. 

FRANlt  A.  V/YS3 
{•^‘•yes  14-Nays  none) 

¥e  Hereby  Certify,  that  the  Common  Council  of  the  City  of  Fort  V7ayne , 
Indiana,  et  a  Regular  meeting,  held  on  the  23  day  of  September  ,  1930,  by  a  majority 
vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1554 

11.  L.  BURNS _  jEONARD  E.  PRANGER 

x’resident  City  Clerx 

Presented  to  the  Mayor  for  approval  on  the  26  day  of  September,  1930 

_ LEONARD  E.  PRANGER 

City  Clerk 

Approved  this  27th  day  of  September,  1930 


m.  J.  HOSEY 
Mayor 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAI'LPHLET  FORM  AS  RE  ;,UIRED  BY  LAY 
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GENERAL  OREIEAEGE  EO.  .1555 

An  Ordinance  regulating  traffic  upon  the  Public  Streets  of  the  City  of  Port 
./ciyne ,  Indiana,  and  repealing  all  Ordinances  in  conflict  therewith. 

section  1.  Be  it  ordained  by  t.ie  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  as  follows: 

T^RTICEE  I. 

EKPINITIOES. 

Section  1. 

‘t^hereisrer  in  this  Ordinance  the  following  terms  are  used,  they  shall  have 
tne  meanings  respectively  ascribed  to  them  in  this  section. 

STREETS  or  nIGHWAY.  Every  way  set  apart  for  public  travel,  except  foot 

paths . 

PRIVATE  ROAD  or  DRIVEV/AY.  Every  road  or  driveway  not  open  to  the  use  of 
the  public  for  purposes  of  vehicular  travel. 

ROAD?/AY.  That  portion  of  a  street  or  highway  between  the  regular  es¬ 
tablished  curb  lines  or  tnat  part  improved  and  intended  to  be  used  for  vehicular  travel. 

SIDEWALK.  That  portion  of  a  street  V.'etvreen  the  curb  lines  and  the  ad¬ 
jacent  property  lines. 

IKTERSEGTION.  Tn.e  a.rea  embraced  within  the  prolongation  or  connection  of 
the  lateral  curb  lines  or,  if  none,  then  of  the  lateral  boundary  lines  of  two  or  more 

streets  or  highways  which  join  one  another  at  an  angle,  whether  or  not  one  such  street 
or  highway  crosses  the  dther. 

CROSSWALK.  That  portion  of  a  roadv/ay  ordinarily  included  v/ithin  the  pro¬ 
longation  or  connection  of  curb  and  property  lines  at  intersections,  or  any  other  portion 

of  a  roadway  clearly  indicated  for  pedestrian  crossing  by  lines  or  other  markings  on  the 
surface. 

SAFETY  ZOEE.  The  area  or  space  officially  set  apart  v^ithin  a  roadv/ay 
for  the  exclusive  use  of  pedestrians  and  v/hich  is  protected  or  is  marked  or  indicated 
by  adequate  signs  as  to  be  plainly  visible  at  all  times  while  set  apart  as  a  safety  zone. 

VEHICLE.  Every  device  in,  upon  or  by  v/hich  any  person  or  property  is  or 
may  be  transported  or  dravm  upon  a  public  highway,  except  devices  moved  by  Human  power 
or  used  exclusively  Tjpon  sta.tionary  rails  or  tracks. 

MOTOR  VEHICLE.  Every  vehicle,  as  herein  defined,  which  is  self  propelled. 
STREET  G/.R.  Every  device  traveling  exclusively  Upon  rails  when  upon  or 
crossing  a  street,  other  than  cars  or  trains  propelled  or  moved  by  steam. 

AUTHORIZED  EILIRGEl'TCY  VEHICLE.  Vehicles  of  the  Pire  Department  (Pire  Patrol) 
police  vehicles  and  such  ambulances  and  em.ergency  vehicles  of  municipal  departments  or 
public  service  corporations  as  are  designated  or  authorized  by  the  Chief  of  Police. 
PEDESTRIAN.  Any  person  afoot. 

OPERATOR.  Any  person  who  is  in  actual  control  of  a  venicle. 

TRAFFIC.  Pedestrians,  ridden  or  herded  animals,  venicles,  street  cars 

and  other  conveyances  either  singly  or  together  while  using  any  street  for  purposes  of 

travel* 


RIGHT  OF  V/AY.  The  •  privilege  of  the  immediate  use  of  tne  street  or  highway 

PARKIHG.  Tne  standing  of  a  vehicle,  whetner  occupied  or  not,  upon  a 
roadway,  otherwise  trian  temporarily  for  the  purpose  of  and  while  actually  engaged  in 
loading  or  unloading,,  or  in  obedience  to  traffic  regulations  or  traffic  signs  or  signals 

OFFICIAL  TRAFFIC  SIGNS.  All  signs,  markings  and  devices,  otner  than 
signals,  not  inconsistent  with  this  Ordinance,  placed  or  erected  by  authority  of  a 
public  body  or  official  having  jurisdiction,  for  the  purpose  of  guiding,  directing, 
v/arning  or  regulating  traffic. 

OFFICIAL  TRj\FFIC  SIGNALS.  All  signals,  not  inconsistent  with  tias  or¬ 
dinance,  placed  or  erected  by  authority  of  a  public  body  or  official  having  juris¬ 
diction,  for  the  purpose  of  directing,  warning  or  regulating  traffic. 

TRAFFIC  CONTROL  SIGNAL.  Any  device,  whether  m.anually,  electrically  or 
mechanically  operated,  by  v,rhich  traffic  is  alternately  directed  to  stop  and  proceed. 

POLICE  OFFICER.  Every  officer  of  the  Municipal  Police  Department  or  any 
officer  autnorized  to  direct  or  regulate  traffic  or  tomake  arrests  for  violations  of 
traffic  regulations. 

CONGESTED  DISTRICT.  The  term  congested  district  v/ithin  the  meaning 
of  this  Ordinance  shall  constitute  all  that  part  of  the  City  of  Fort  "'ayne  included 
within  the  North  Line  of  Superior  Street  on  the  North,  the  East  line  of  Lafayette 
Street  on  the  East,  the  South  Line  of  Holman  Street  and  Brackenrid^e  Street  on  the 
South  and  the  V7est  line  of  Ewing  Street  on  the  West. 

ARTICLE  II 
AUTHORITY  OF  POLICE 

Section  2.  POLICE  TO  DIRECT  TRAFFIC. 

It  shall  be  the  duty  of  the  Police  Department  of  this  City  to  enforce 
the  provisions  of  this  Ordinance.  Officers  of  the  Police  Department  are-  hereby 
authorized  to  direct  either  in  person  or  by  means  of  visible  or  audible  signal  in 
conformance  itith  tne  provisions  of  this  Ordinance,  provided  that  in  the  event  of  a 
fire  or  other  emergency  or  to  expedite  traffic  or  safeguard  pedestrians,  officers  of 
the  Police  or  Fire  Department  may  direct  traffic,  as  conditions  may  req.uire,  notwith¬ 
standing  tne  provisions  of  this  Ordinance. 

Section  3.  BOARD  OF  PUBLIC  SAFETY. 

The  Board  of  Public  Safety  is  nereby  empowered  to  make  and  enforce  re¬ 
gulations  necessary  to  make  effective  the  provisions  of  this  Ordinance  and  to  make 
and  enforce  temporary  regulations  to  cover  emergencies  or  special  conditions. 

Section  4.  OBEDIENCE  TO  POLICE 

It  shall  be  unlawful  for  any  person  to  refuse  or  fail  to  comply  with 
any  lawful  order,  signal  or  direction  of  a  police  officer. 

Section  5.  PUBLIC  EMPLOYEES  TO  OBEY  TRAFFIC  REGULATIONS. 

The  provisions  of  this  Ordinance  shall  apply  to  the  operator  of  any 
vehicle  owned  by  or  used  in  the  service  of  the  U.  S.  Government,  this  State,  County 
or  City  and  it  shall  be  unlawful  for  any  operator  to  violate  any  of  the  provisions 
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of  this  Ordinance,  except  as  otherv/ise  permitted  in  this  Ordinance. 

Section  6.  ii/3LIPTICNS  TO  AUTHORIZED  VEHICLES. 

The  provisions  of  tnis  Ordinance  regulating  the  movement,  parlcing  and 
standing  of  venicles  snail  not  apply  to  autnorized  emergency  vehicles  as  defined  in 
tnis  Ordinance  while  the  driver  of  such  vehicle  is  operating'  the  same  in  an  emergency 
in  the  necessary  performance  of  public  duties.  This  exemption  shall  not,  however,  pro¬ 
tect  tne  driver  of  any  such  vehicle  from  the  conseciuences  of  c  reckless  disregard  of 
tne  safety  of  otners. 

Section  7.  PSRSOHS  PR0I-E31IHG  PUSH  CAHTS  OR  RIDIHG  BICYCUJS  OR  AHIllALS  TO  OBEY 

TRADE I C  REGULATIONS 

Every  person  propelling  any  push  cart  or  riding  a  bicycle  or  an  animal 
upon._a  roadway,  and  every  peeson  driving  any  animal,  shall  be  subject  to  the  provisions 
of  this  Ordinance  applicable  to  the  operator  of  any  vehicle,  accept  those  provisions 
of  this  Ordinance  with  reference  to  the  equipment  of  vehicles  and  accept  those  provisions 
which  ty  their  very  nature  can  kave  no  application,  h 


ARTICLE  III 

TRADE I G  SIGNS  AND  SIGNALS 
Section  8.  TRADDIC  SIGNS  AND  SIGNALS 

(a)  The  Common  Council  shall  by  ordinance  determine  and  designate  the 
crxaracter  or  type  of  all  official  traffic  signs  and  signals. 

Subject  to  this  selection,  tbe  Board  of  Public  Safety  is  hereby 
authorized,  and  as  to  ithose  signs  and  signals  required  hereunder,  it  snail  be  its  duty, 
to  place  and  maintain  or  cause  ot  be  placed  and  maintained  all  official  traffic  signs 
and  signals.  All  signs  and  signals  required  nereunder  for  a  particular  purpose  shall 
so  far  as  practicable  be  uniform  as  to  type  and  location  throughout  the  City. 

(b)  No  provision  of  this  Ordinance  for  which  signs  are  required  snail 
be  enforced  against  an  alleged  violator  if,  at  /  the  time  and  place  of  the  alleged 
violation,  the  sign  herein  required  is  not  in  proper  position  and  sufficiently  legible 
to  be  seen  by  an  ordinarily  observant  person.  Whenever  a  particular  section  does  not 
state  that  signs  are  required,  such  section  shall  be  effective  without  signs  being  erected 
to  give  notice  thereof. 

Section  9.  OBEDIENCE  TO  TRADDIC  SIGNS  AND  SIGNALS. 

It  shall  be  unlav/ful  for  any  operator  or  for  the  motorman  of  any  street 
Ca.r  to  disobey  tne  instructions  of  any  official  traffic  sign  or  signal  placed  in  a- 

ccordance  with  the  provisions  of  thas  Ordinance,  unless  otherwise  directed  by  a  police 
officer. 

Section  10.  TRADDIC  CONTROL  SIGNAL  LEGEND. 

(a)  '<i^henever  traffic  at  an  intersection  is  controlled  by  traffic  con¬ 
trol  signals  exhibiting  colored  lights  or  the  'words  "Go”  "Caution"  and  "Stop"  said  lights 
and  terms  shall  indicate  as  follows,  except  as  provided  in  Section  16: 

•  Green  or  "Go"--Traff ic  facing  tne  signal  may  proceed,  except  that 

vehicular  traffic  shall  yield  the  right  of  way  to  pedestrians  and  vehicles  lawfully 
withing  a  crossv/alk  or  the  intersection  at  the  time  such  signal  was  exhibited. 
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Yellow  or  "Caution,'* — Wtiem  shown  alone  following  the  green  or  Go  -  — 
Traffic  facing  the  signal  shall  stop  before  entering  the  nearest  crosswi,lk  at  tne  in¬ 
tersection  unless  so  close  to  the  intersection  that  a  stop  cannot  be  made  in  safety. 

Red  or  '‘Stop" — Traffic  facing  the  signal  shall  stop  before  entering  the 
nearest  crosswalk  at  the  intersection  or  at  such  other  point  as  nay  be  designated  by 
the  Board  of  Public  Safety,  and  remain  standing  until  green  or  "Go"  is  shovm  alone. 

(b{  The  operator  of  a  vehicle  or  street  car  intending  to  turn  to  the  left 
at  an  intersection  where  traffic  is  controlled  by  trafj'ic  control  signals  or  by  a 
police  officer  shall  proceed  to  make  such  left  turn  with  proper  rare  to  avoid  accident 
and  only  ?ipon  the  "Go,“  signal,  unless  otherv/ise  directed  by  a  police  officer. 

Section  11.  DISPLAY  OF  URAUTHORIZhD  SIGNS  AND  SIGNALS  PROHIBITED 

It  shall  be  unlawful  for  any  person  to  place  or  maintain  or  to  dis- 
play  upon  or  in  view  of  any  street  any  unofficial  sign,  signal  or  device,  or  marking 
which  purports  to  be  or  is  an  imitation  of  or  resembles  an  official  traffic  sign  or 
signal,  or  marking  or  which  attempts  to  direct  the  movement  of  traffic  or  which  hides 
from  view  or  interferes  with  the  effectiveness  of  any  official  sign  or  isgnal  or  mark¬ 
ing.  Every  such  prohibited  sign,  signal,  device,  or  marking  is  nereby  declared  to 
be  a  public  nuisance,  and  the  Chief  of  Police  is  hereby  empowered  to  remove  the  same, 
or  cause  it  to  be  removed,  without  notice. 

Section  12  INTERFERENCE  WITH  SIGNS  ANH  SIGNi^iS  PROHIBITED. 

It  shall  be  unlavi^ful  for  any  person  to  wilfully  deface,  ipjure,  move 
obstruct  or  interfere  with  any  official  traffic  sign  or  signal. 

Section  13.  BOARD  OP  PUI3LIC  SAFETY  AUTHORIZED  70  DESIGNATE  CROSSV/ALKS. 

The  Board  of  Public  Safety  is  nereby  autnorized  to  establish  and  to 
designate  and  snail  thereafter  maintain,  or  cause  to  be  maintained,  by  appropriate 
devices,  marks  or  lines  upon  the  surface  of  the  roadway,  crosswalks  at  intersections 
where  in  its  opinion  there  is  particular  danger  to  pedestrians  crossing  the  roadway 
and  at  such  places  as  it  may  deem  necessary. 

Section  14.  BOARD  OP  PUBLIC  SAFETY  AUTHORIZED  TO  DESIGNATE  SAFETY  ZONES  AND  LANES 

FOR  "’RAFF I C 

(a)  The  Board  of  Public  Safety  is  hereby  authorized  to  establish 
safety  zones  of  such  kind  and  character  and  at  such  places  as  it  may  deem  necessary 
for  the  protection  of  pedestrians. 

(b)  The  Board  of  Public  Safety  is  also  authorized  to  mark  lanes  for 
traffic  on  street  pavements  at  such  places  as  it  may  deem  advisable,  consistent  with 
the  provisions  of  this  Ordinance. 

ARTICLE  IV 

PEDESTRIAN'S  RIGHTS  AND  DUTIES 

(a)  Tne  opera.tor  of  any  vehicle  shall  yield  the  rigbt  of  way  to  a 
pedestrian  crossing  the  roadway  within  any  marked  crosswalk  or  within  any  unmarkdd 
crosswalk  at  the  end  of  a  block,  except  at  intersections  where  the  movement  of 


traffic  is  being  regulated  by  police  officers  or  traffic  control  signals,  or  at  any 


point  where  a  pedestrian  tunnel 
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intersection 
operator  of 
venicle . 


or  overhead  crossing  has  been  provided. 

(b)  Vhxenever  any  vehicle  lias  stopped  at  a  ijiarke..  crosswalk  or  at  any 
to  permit  a  pedestrian  to  cross  the  roadway,  it  shall  be  unlawful  for  the 
any  other  vehicle  approaching  from  the  rear  to  overtake  and  pass  such  s topped 


(c)  Every  pedestrian  crossing  a  roadway  at  any  point  other  tnan  within 
a  marke  or  unmarked  crosswalk  shallyield  the  right  of  way  to  vehicles  upon  the  road¬ 
way,  provided  that  this  provision  shall  not  relieve  tne  driver  of  a  venicle  from  the 
duty  to  exercise  due  care  for  the  safety  of  pedestrians. 


Section  16.  l-EDESTRI  AKS  t  RIGHTS  AITR  DUTIES  AT  COHTROLI^D  lETHRSECTIOHS . 

At  intersections  where  traffic  is  controlled  by  traffic  control  signals 
or  by  police  officers,  operators  or  vehicles  shall  yeild  the  rignt  of  way  to  pedestrians 
crossing  or  those  wrio  have  started  to  cross  tne  roadway  on  a  green  or  "Go"  Signal, 
and  in  all  other  cases  pedestrians  shall  yield  the  right  of  way  to  Tjehicles  lav/fully 
proceeding  directly  ahead  on  a  green  or  "Go*'  signal. 

Section  17.  FEDESTRIAHS  TO  USE  RIGHT  KALE  OP  CROSSWALICS . 

Pedestrians  ts  shall  move,  v/henever  practicable,  upon  ti*e  rignt  half  of 

crosswalks . 

Section  18.  PEDESTRIAITS  SOLICITIHG  RIDES. 

It  shall  be  unlawful  for  any  person  to  stand  in  a  roadway  for  the  purpose 
of  soliciting  a  ride  from  the  operator  of  any  private  vehicle. 

ARTICLE  V 

STREET  CARS  AHD  RAILRO/JD  TRAIHS 
Section  19.  PASSING  STREET  CARS. 

(a)  Tne  operator  of  a  vehicle  shall  not  overtake  and  pass  upon  the  left 
of  any  street  car  proceeding  in  the  same  direction,  v/hether  actually  in  motion  or 
temporarily  at  rest.  This  provision  shall  not  apply  on  one-way  streets. 

Section  20.  DRIVIHG  ON  STREET  CAR  TRACKS. 

(a)  It  shall  be  unlav/ful  for  the  operator  of  any  vehicle  proceeding  upon 
any  street  car  tracks  in  front  of  a  street  car  upon  a  public  street  to  fail  to  remove 
such  vehicle  from,  the  track  as  soon  as  practicable  after  signal  from  the  operator  of 
such  street  car. 

(b)  When  a  street  car  has  sta.rted  to  cross  an  intersection,  no  operator 
shall  drive  upon  or  across  the  car  tracks  within  the  intersection  in  front  of  a  street 
car . 

Section  21.  DRIVING  TimOUGH  SAEETY  ZONE  PROHIBITED. 

It  snail  be  unlawful  for  the  operator  of  a  vehicle  at  any  time  to  drive 
the  same  over  or  through  a  safety  zone  as  defined  in  this  Ordinance. 


Section  22.  BOARmirG  OR  ALIGHTING  PROM  STREET  G/RS. 

It  shall  he  unlawful  for  any  person  to  hoard  or  alignt  £roa  any  street 
car  or  vehicle  while  such  street  car  or  vehicle  is  in  motion. 

Section  23.  UNLAV/PUL  RIDING. 

It  shall  he  unlawful  for  any  person  to  ride  on  any  street  car  or  vehicle 
upon  any  portion  thereof  not  designed  or  intended  for  the  use  of  passengers  when  the 
vehicle  is  in  motion.  This  provision  shall  not  apply  to  an  employee  engaged  in  the 
necessary  discharge  of  a  duty,  or  within  truck  bodies  in  space  intended  for  merchandise. 

Section  24.  RAILWAY  TRAINS  AND  STREET  CAES  NOT  TO  BLOCK  STREETS. 

■*■1  shall  he  unlav/ful  for  tne  directing  officer  or  tne  operator  of  any 
steam  or  street  sailway  train  or  car  to  direct  the  operation  of  or  to  operate  tne  same  ^ 
in  such  a  manner  as  to  prevent  the  use  of  any  treet  for  purposes  of  trayel  for  a  period 
of  time  longer  than  five  minutes,  except  that  tnis  provision  shall  not  apply  to  trains  > 
or  .aers  in  motion  other  than  those  engaged  in  switching.  It  shall  he  unlawful  for  any 
street  railway  tajain  or  car  to  stop  within  an  intersection  or  on  a  crosswalk  for  the 
purpose  of  receiving  or  discharging  passengers. 

/RTICLE  VI 

STOPPING,  STANDING,  AND  PARKING 
Section  25.  STOPPING  PROHIBITED  IN  SPECIFIED  PLACES. 

It  shall  he  unlavrful  for  the  operator  of  a  vehicle  to  stop,  stand  or  park 
such  vehicle  in  any  of  the  following  places,  except  v/hen  necessary  to  avoid  conflict 
with  other  traffic  or  in  compliance  with  the  directions  of  a  police  officer  or  traffic 
control  sign  or  signal: 

(1)  Within  an  intersection. 

(2)  On  a  Crosswalk. 

(3)  Betv/een  a  safety  zpne  and  the  adjacent  curh  or  within  thirty  (30) 
feet  of  points  on  the  curh  immediately  opposite  the  ends  of  a  safety  zone,  unless  the 
Board  of  Public  Safety  shall  indicate  a  different  length  by  signs  or  markings. 

(4)  v/ithing  twenty-five  (25)  feet  from  the  intersection  of  curh  lines, 
or,  if  none,  then  within  fifteen  (15)  feet  of  the  intersection  of  property  lines  at 

an  intersection,  except  at  alleys. 

(5)  ‘^ithin  thirty  (30)  feet  upon  the  approach  to  any  flashing  beacon, 
stop  sign  or  traffic  control  signal  located  at  tne  side  of  tne  roadway. 

(6)  Within  fifteen  (15)  feet  of  the  driveway  entrance  to  any  fire  station. 

(7)  Within  fifteen  (15)  feet  of  a  fire  hydrant. 

I 

(8)  In  front  of  a  private  driveway. 

(9)  On  a  sidev/alk. 

(10)  Alongside  or  opposite  any  street  excavation  or  obstruction  v/hen  such 
stopping,  standing  or  parking  would  obstruct  traffic. 

(11) )  On  the  roadway  side  of  any  vehicle  stopped  or  parked  at  the  right 
hand  edge  or  curh  of  a  street. 


(12)  At  any  place  where  official  traffic  signs  have  been  erected  prohibiting  standing 
or  parking. 

(13)  *ithin  fifty  feet  of  the  nearest  rail  of  a  steam  or  interurban  railway  crossing; 

Section  26.  STAKDIKG  ''OR  LOADING  OR  UNLOADING  ONLY  IN  CERTAIN  PLACES. 

(a)  The  Board  of  Public  Safety  shall  have  the  authority  to  determine  the 

location  of  passenger  zones  and  loading  zones  and  shall  erect  and  maintain  or  cause  to 
be  maintained  appropriate  signs  indicating  the  same.  -  * 

(b)  It  shall  be  unlawful  for  the  operator  of  a  venicle  to  stop,  stand  or 
parK  said  venicle  for  a  period  of  time  longer  than  is  necessary  for  the  expeditions 
loading  or  unloading  of  passengers  or  for  the  unloading  and  aelivery  or  pick  up  and  load- 
ing  of  materials,  in  any  place  marked  as  a  loading  zone.  In  no  case  shall  tne  stop 

for  loading  and  for  unloading  of  materials  exceed  thirty  (30)  minutes. 

(c)  The  Board  of  Ptiblic  Safety  shall  provide  by  proper  marking  and  shall 
designate  parking  spaces  in  the  congested  district,  and  every  vehicle  shall  be  oarked 
within  the  designated  space. 

Section  30.  PARKING  PROHIBITED  IN  CERTAIN  PLACES. 

(a)  It  shall  be  unlawful  for  any  operator  to  stop,  dtand  or  park  any 
vehicle  upon  a  street  in  such  a  manner  or  under  such  conditions  as  to  leave  available 
less  than  ten  (10)  feet  of  the  width  of  tne  roadv/ay  for  free  movement  of  vehicular 
traffic  except  t.*at  an  operator  may  stop  temporarily  during  the  actual  loading  or  un¬ 
loading  of  passengers  or  when  necessary  in  obedience  to  traffic  regulations  or  traffic 
signs  or  signals  or  a  police  officer.  ’ 

(b)  It  shall  be  unlawful  for  any  operator  to  perk  a  vehicle  v^ithin  an 
alley  in  the  city  of  Port  Wayne,  Indiana. 

Section  31.  PARiCING  LIMITED  IN  DESIGNATED  PLAGES. 

It  snail  be  unlawful  for  any  driver  or  owner  of  any  vehicle  to  stop  or 
park  or  allow  or  permit  said  vehicle  to  be  stopped  or  parked  in  the  following  desi  gnated 
places : 

(a)  On  the  north  side  of  Lewis  Street  from  the  east  line  of  Webster  Street 
to  the  west  line  of  Calhoun  Street; 

(b)  On  the  east  side  of  Calhoun  Street  from  Main  Street  to  Berry  Street; 

(c)  On  the  south  side  of  Main  Street  from  the  east  line  of  Harmony  Court 
to  the  west  line  of  Calhoun  Street; 

(d)  From  the  east  line  of  Court  Street  on  the  north  side  of  Main  Street 
to  the  east  line  of  Calhoun  Street; 

(e)  On  the  west  side  of  Calnoun  Street  from  the  nortn  side  of  Main  Street 
nortn  to  the  first  intersecting  alley. 

(f)  And,  except  for  loading  and  unloading,  on  Dock  Street; 

(g)  On  Maiden  Lane  from  the  south  line  of  Pearl  Street  to  the  north  line 
of  Berry  Street,  and  Harmony  Court; 

(h)  On  the  west  side  of  Webster  Street  from  the  south  line  of  Berry  St. 
to  the  nortn  line  of  Baker  Street; 
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(i)  On  the  south  side  of  Brachenridge  Street  from  the  west  line  of 
Fairfield  Avenue  to  the  east  line  of  Broadway; 

(j)  On  the  north  side  of  Woodland  Avenue  from  the  east  line  of  Harrison 
Street  to  tne  west  line  of  Clinton  Street; 

(ic)  On  the  east  side  of  Sherman  Street  from  tne  north  line  of  Pape  Ave . 
to  the  south  line  of  Soshen  Road. 

(m)  On  the  east  side  of  Clay  Street  from  the  south  line  of  7/ayne  St. 
to  the  north  line  of  Jefferson  Street. 

(n)  On  the  west  side  of  St.  Joseph  -t^oulevard  h*om  Columbia  Street  Bridge 
'to  McDougal  Street; 

''  (o)  On  the  west  side  of  Fairfield  Avenue  from  the  soiuth  line  of  Bracken- 

ridge  Street  to  the  north  line  of  Lavina  Street; 

(р)  On  the  North  side  of  Drexel  Avenue  from  the  east  side  of  Hanna  St. 
to  the  East  side  of  Weisser  Park. 

(q.)  On  the  east  side  of  St.  Joseph  Boulevard  from  the  east  line  of  Old 
Port  Street  to  extending  along  the  curb  east  150  feet. 

Section  32  .  PARKING  LIMITED  DURING  CERTAIN  HOURS  IN  DESIGNATED  PLACES. 

It  shall  be  unlawful  for  the  operator  of  any  venicle  to  park  such 
vehicle  between  the  hours  of  ?  A.  M.  and  6  p.  M’ .  on  any  day  excepting  Sundays  and 
Public  Holidays  longer  than  thirty  (30)  minutes  in  any  one  hour  in  the  follov/ing  places; 

(a)  On  Calhoun  Street  from  the  south  line  of  Superior  Street  to  the  north 
Line  of  Pontiac  Street; 

(b)  On  Main  Street  from  the  v/est  line  of  Lafayette  Street  to  the  east 
line  of  Webster  Street  longer  than  one  hour  in  any  two  hours  in  the  following  places: 

(a)  On  V/ebdter  Street  from  the  south  line  of  Pearl  Street  to  the  north 
line  of  Jefferson  Street; 

(b)  On  Harrison  Street  from  the  south  line  of  Columbia  Ave.  to  the  north 
line  of  Lewis  Street; 

(с)  On  Clinton  Street  from  the  so.th  line  of  Columbia  Street  to  the 
north  line  of  Washington  Street; 

(d)  On  Columbia  Street  from  the  east  line  of  Harrison  Street  to  the  west 
line  of  Barr  Street; 

(e)  On  Berry  Street  from  the  east  line  of  Webster  Street  to  the  west  ti 
line  of  Barr  Street; 

(f)  On  Wayne  Street  from  the  east  line  of  Webster  Street  to  the  west 
line  of  Barr  Street; 

(g)  On  V/ashington  Street  rom  the  east  line  of  V/ebster  Street  to  the  v/est 
line  of  Barr  Street; 

(h)  On  Jefferson  Street  rom  the  east  line  of  Harrison  Street  to  the 
west  line  of  Clinton  Street; 

(i)  On  Pearl  Street  from  the  west  line  of  Harrison  Street  to  the  west 
line  of  Webster  Street. 

(j)  On  the  West  side  of  Barr  Street  rom  the  south  line  of  Columbia  St. 
to  the  north  line  of  V/ashington  Street; 
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(k)  On  Broadway  from  the  south  line  of  Wayne  Street  to  the  north  line  of 
iliohigan  Avenue; 

(l)  On  the  west  side  of  Caurt  Street/ 

(m)  On  the  south  side  of  Lewis  Street  from  the  East  line  of  Harrison  St. 

to  the  west  line  of  Calhoun  Street. 

(n)  On  the  east  side  of  Court  Street  longer  than  ten  (10)  minutes  be¬ 
tween  the  hours  of  7:00  o’clock  A.  m.  and  6:00o’ clock  ?.  H.  in  any  one  hour  eKcept  on 

Sundays  and  Holidays; 

(o)  On  the  east  side  of  Barr  Street  from  the  ^ity  Hall  to  Washington  St. 
dmring  market  hours. 


Section  33.  AI.L  FIGHT  PARHIFG  rH0:-IBITaD. 

It  shall  be  unlawful  for  the  operator  of  any  vehicle  to  park  said  vehicle 
on  any  street  for  a  period  of  time  longer  than  thirty  (30)  minutes  betv/een  the  ncurs  of 
(2)  A,  M.  and  6-^.  M.  of  any  day. 

Section  34.  STAFBIFG  OR  PARHIFG  CLOSE  TO  CURB. 

(a)  Except  when  necessary  in  obedience  to  traffic  regulations  or  traffic 
signs  or  signals,  the  operator  of  a  vehicle  shall  not  stop,  stand  or  park  such  vehicle  im 
a  roadway  other  than  parallel  with  the  edge  of  the  roadway,  headed  in  the  direction  of 
traffic,  and  with  the  curb-side  wheels  of  the  vehicle  within  12  inches  of  the  edge  of  the 
roadway,  except  as  provided  in  the  following  paragraphs: 

(1)  Upon  tnose  soreets  which  have  been  marked  or  signed  f  or  angle  parking, 
vexcles  snail  be  parked  at  the  angle  to  the  curb  indicated  by  such  marks  or  signs. 

(2)  In  places  where,  at  hours  when,  stopping  for  the  loading  or  unloading 
of  merchandise  or  materials  is  permitted,  vehicles  used  for  the  ransportati on  of  mer¬ 
chandise  or  materials  may  back  into  the  curb  to  take  on  or  discnarge  loads,  wnen  the  owner 
of  such  vehicle  nolds  a  permit  granting  him  sucn  special  privilege,  and  provided  further 
that  such  permit  shall  be  either  in  the  possession  of  the  operator  or  on  the  vehicle  at 
the  time  such  vehicle  is  backed  against  the  curb  to  take  on  or  discharge  a  load,  and  it 
shall  be  unlawful  for  any  o’/raer  or  operator  to  violate  any  of  the  special  terras  or  con¬ 
ditions  of  any  such  special  permit. 

(b)  The  Board  of  Public  Safety  shall  determine  upon  what  streets  angle 
parxing  shall  be  permitted  and  shall  mark  or  sign  such  streets  or  cause  the  same  to  be 
marked  or  signed. 

(c)  The  Board  of  Public  Safety  is  hereby  authorized  to  issue,  to  any  owner 
of  a  vehicle  used  to  transport  merchandise  or  materials,  a  special  permit,  renewable 
annually,  and  to  state  kEX  therein  the  terms  and  conditions  thereof,  allov/ing  the  operator 
of  such  vehicle  the  privilege  of  loading  and  unloa.ding  while  the  vehicle  is  backed  against 
the  curb,  if  in  the  opinion  of  the  Board  of  Public  Safety  such  privilege  is  reasonabljr 
necessary  in  the  conduct  of  the  owner's  business  and  will  not  seriously  interfere  with  traffic 

Section  35.  P/JIKIFG  VEHICLE  FOR  SALS  PROHIBITED. 

It  shall  be  unlawful  for  any  person  to  park  upon  a  street  any  vehicle  dis¬ 


played  for  sale. 


Section  36.  USING  YU.UCIJi;  j’OR  PRIMARY  PURPOSE  OP  DISPLAYING  ADVERTISING  PROHIBITED. 

It  shall  be  unlawful  for  any  person  to  operate  or  to  park  on  any  street 
any  vehicle  for  the  primary  purpose  of  displaying  advertising. 

Section  37.  STOP  BiiPCRE  ENTERING  PREPERENTIIOL  STREETS. 

ihe  following  streets  and  parts  of  streets  are  hereby  declared  to  con¬ 
stitute  preferential  streets  for  the  purpose  of  this  section: 

(a)  Antnony  Boulevard;  (b)  \7ayne  Street; 

(c)  v7ashington  Street  from  the  east  line  of  Harmer  Street  V/est; 

(d)  Rudisill  Boulevard; 

(e)  Lafayette  Street  from  the  south  line  of  Columbia  Street; 

(f)  Broadway  from  the  south  line  of  Main  Street; 

(g)  Fairfield  Avenue  from  the  south  line  of  Main  Street; 

(h)  Lake  Avenue  ft'orn  the  east  line  of  St.  Joe  Blvd; 

(i)  Hanna  Street  from  the  north  line  of  Lewis  Street  South; 

(j)  Sherman  Street; 

(k)  Van  Buren  Street  from  the  north  line  of  Wayne  Street  to  the  north 
line  of  Pape  Avenue; 

(l)  Harrison  Street  from  the  south  line  of  Putnam  Street  to  the  north  line 
of  Rudisill  Boulevard,  and  Harrison  Street  from  the  south  line  of 
Rudisill  Boulevard  to  the  city  limits; 

(m)  State  Street; 

(n)  Pontiac  Street  from  the  east  line  of  Fairfield  Ave .  to  the  east  Citylimits; 

(o)  Maumee  Avenue  rorn  the  west  line  of  Harmer  St.  east  to  the  City  Limits; 

(p)  Fletcher  Avenue  ibom  the  south  line  of  Maumee  Ave.  to  the  west  line  of 
V/ayne  Trace  ; 

(q.)  Wayne  Trace  from  the  north  line  of  Fletcher  Ave.  to  New  Haven  Ave.; 

(r)  New  Haven  Avenue; 

(s)  Beaver  Avenue  from  the  south  line  of  Savilla  Ave.  to  the  north  line 
of  Rudisill  Boulevard. 

Every  operator  of  a  vehicle,  street  car  or  other  conveyance  traveling  upon 
any  street  intersecting  any  preferential  street  above  designated  shall  stop  such  vehicle, 

, street  car  or  conveyance  at  the  place  where  such  street  meets  the  prolongation  of  tne 
nearest  property  line  of  suc:i  preferential  street,  subject,  hov/ever,  to  the  direction 
of  any  traffic  control  sign  or  signal  or  any  police  officer  at  such  intersection. 

The  Board  of  Public  Safety  is  hereby  authorized  and  required  to  place  and 
maintain  or  cause  to  be  placed  and  maintained  on  each  and  every  street  intersecting  a 
preferential  street  designated  above,  and  at  or  near  the  property  line  of  the  preferential 
street,  appropriate^  signs  upon  the  street  or  marks  in  the  roadway,  sucn  signs,  devices 
or  marks  to  bear  the  word  "Stop"  and  to  be  located  in  such  position  and  to  be  provided 
with  letters  of  a  size  to  be  clearly  legible  ftom  a  distance  of  at  least  one  hundred 
(100)  feet  along  the  street  intersecting  the  preferential  street.  All  such  signs  shall 
be  illuminated  at  night  or  so  placed  as  to  be  illuminated  by  the  headlights  of  an 
approaching  motor  vehicle  or  by  street  lights. 


500 


Section  S9.  OrERATION  OF  TFHIGIFIS  ON  APPROACH  OP  AUTHORIZED  ElERGENGY  VEHICLES. 

Upon  the  approacn  of  any  authorized  emergency  vehicle  or  vehicles  giving 
audihle  signal  by  bell,  siren  or  exhaust  whistle,  the  operator  of  evjry  otiier  vehicle 
snail  enuiied lately  drive  the  same  to  a  position  as  nesr  as  possible  and  parallel  to  tne 
right  nand  edge  or  curb  of  the  street,  clear  of  any  intersection,  and  snail  stop  and 
remain  in  such  position  until  the  authorized  emergancy  vehicle  or  vehicles  shall  have 
passed,  unless  otherwise  directed  by  a  police  officer;  and  the  operator  of  every  street 
cax  shall  ammediately  stop  such  car  clear  of  any  intersection  and  keep  it  in  such  position 
until  the  authorized  emergency  vehicle  or  vehicles  shall  have  passed,  unless  otherv/ise 
directed  by  a  police  officer. 

Section  40.  FCLLO’.YIHG  FIRE.  APPARATUS  PROHIBITED. 

It  shall  be  unlawful  for  the  operator  of  any  vehicle,  other  than  one  of 
official  business,  to  follow  closer  than  five  hundred  feet  any  fire  apparatus  traveling 
in  response  to  a  fire  alarm,  or  any  authorized  em.ergancy  vehicle  or  to  drive  into  or 
stop  any  vehicle  within  the  block  where  fire  appara.tus ,  or  any  authorized  e'''ergency 
vehicle  has  stopped  in  answer  to  a  fire  alarm. 

Section  41.  GROSSING  FIRE  HOSE. 

No  street  car  or  vehicle  ahall  be  driven  over  any  unprotected  hose  of 
the  JJire  Departm.ent  when  laid  down  on  any  street,  private  driveway  or  street  car  track 
to  be  used  at  any  fire  or  alarm  of  fire,  without  the  consent  of  the  Fire  Marsnal  or 
Fire  Department  Official  in  command. 

Section  42.  LIMITATIONS  ON  TURNING  AROUND. 

It  shall  be  unlawful  for  the  operator  of  any  vehicle  to  turn  such  vehicle 
so  as  to  proceed  in  the  opposite  direction  unless  such  movement  can  be  made  in  safety 
and  without  backing  or  otherwise  interfering  with  other  traffic,  providing  no  operator 
of  any  vehicle  shall  turn  such  vehicle  So  as  to  proceed  in  the  opposite  direction  at 
any  traffic  light  or  within  any  block  in  the  congested  district. 

Section  43.  LIMITATIGNS  ON  BACKING. 

The  operator  of  a  veaicle  shall  not  b- ck  the  same  unless  such  movement 
can  be  m.ade  in  safety.  p 

Section  44.  EMERGING  FROM  ALLEY  OR  PRIVATE  DRIVEWAY. 


The  operator  of  a  venicle  emerging  from  an  alley,  driveway  or  building 
snail  stop  such  venicle  immediately  prior  to  driving  onto  a  sidewalk  or  onto  tne  side¬ 
walk  area  extending  any  alleyway. 

Section  45.  VEHICLES  SHALL  NOT  EE  DRI^/EN  ON  SIDEWALK. 

The  operator  of  a  venicle  shall  not  drive  within  any  sidewalk  area  except 

I 

at  a  permanent  or  temporary  driveway. 

Section  46.  OBSTRUCTION  TO  OPERATOR'S  VIE?/  OR  DRIVING  MECHAHISM. 

(a)  It  shall  be  unlawful  for  the  operator  of  any  vehicle  to  drive  the 
same  when  such  vehicle  is  so  loaded,  or  when  there  are  in  the  front  seat  of  such  vehicle 

t  ■ 

such  number  of  persons,  as  to  obstruct  the  view  of  the  operator  to  the  front  or  sides, 
or  to  interfere  with  the  operator's  control  ove  the  driving  mechanism  of  the  vehicle. 

(b)  It  shall  be  unlawful  for  any  passenger  in  a  venicle  or  street  car 

to  ride  in  such  position  as  to  interfere  with  the  operator's  viev/  ahead,  or  to  the  sides 
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or  to  interfere 
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